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PREFACE. 


The  great  advances  made  in  anal3rtical  chemistry  since  the 
publication  of  the  previous  edition  of  this  work,  and  the  intro- 
duction of  numerous  new  methods  of  analysis  and  improvements 
upon  older  ones,  have  necessitated  a  new  translation  of  the  most 
recent  German  edition.    This  translation  is  here  presented. 

While  the  German  text,  however,  has  been  adhered  to  as 
closely  as  possible  in  the  translation,  the  requirements  of  the 
skilled  analyst,  as  well  as  of  the  student,  have  been  borne  in  mind, 
and  hence  all  the  values  in  the  book  excepting  those  of  Appendices 
I  and  II  have  been  recalcidated  on  the  basis  of  the  table  of  atomic 
weights  published  by  Prof.  F.  W.  Clarke  in  the  Journal  of  the 
American  Chemical  Society ,  March,  1902;  furthermore,  all  the 
old-style  formulas  and  equations  have  been  made  to  conform 
to  the  chemical  notation  and  nomenclature  now  in  use. 

It  had  been  the  translator's  intention  to  greatly  amplify  the 
work  by  inserting  very  many  of  the  more  recent  and  approved 
methods  of  chemical  analysis,  but  as  the  work  in  hand  progressed 
it  was  found  inexpedient  to  carry  out  the  original  intention  with- 
out too  greatly  enlarging  the  size  of  the  volumes;  and  the  more 
so  as  the  appearance  in  the  interim  of  the  works  by  Classen, 
Smith,  and  others,  in  part  rendered  unnecessary  any  very  extended 
amplification.  Nevertheless,  quite  a  number  of  new  methods 
have  been  added  by  the  translator,  and  have  been  appropriately 
designated. 

The  matter  inserted  by  Professors  Allen  and  Johnson  in 
the  previous  edition  has  been  retained  in  this,  unless  superseded 
by  more  recent  and  improved  methods.  In  addition,  and  be- 
cause of  their  undoubted  value,  it  has  been  deemed  useful  to  add 
in  the  form  of  appendices  the  official  methods  of  analysis  adopted 
by  the  Association  of  OflBcial  Agricultural  Chemists,  and  con- 
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stituting  Bulletin  No.  46,  revised  edition,  of  the  U.  S.  Dept.  of 
Agriculture,  1899,  because  of  the  legal  recognition  they  receive; 
and  also  the  excellent  treatise,  on  "Some  Principles  and  Methods 
of  Rock  Analysis,"  constituting  Bulletin  No.  176  of  the  U.  S. 
Geological  Survey,  1900. 

The  table  of  factors  and  their  multiples  has  also  been  entirely 
recalculated,  and  the  translator  has  moreover  added  the  loga- 
rithmic values  of  the  factors.  Two  new  tables  of  weights  of  gases 
per  litre  have  been  added  to  Table  IX  by  the  translator,  both 
calculated  on  the  atomic  values  used  in  the  book;  the  object  being 
to  have  all  the  values  in  each  given  table  agree  among  themselves, 
whereby  more  consistent  and  uniform  results  may  be  obtained 
and  fewer  discrepancies  are  hkely  to  occur. 

Particular  care  has  been  bestowed  upon  the  index  so  as  to 
render  it  as  complete  and  comprehensive  as  possible,  and  in  order 
that  the  work  may  prove  of  maximum  service  to  the  user. 

Alfred  I.  Cohn. 
New  York,  November,  1903. 


CONTENTS. 


PAOS 

iNTRODXTCnON. 1 

PART  I. 

QBNBRA.I.   PA.RX« 

SECTION  L 

Operations,  {  1 11 

L  Detennination  of  quantity,  {2 11 

1.  Weighing,  5  3 11 

a.  The  balance 12 

Accuracy,  J  4 12 

Sensibility,  §  5. 14 

Testing,  §  6 15 

•   17 17 

6.  The  weights,  §  8 19 

c.  The  process  of  weighing,  §  9 21 

Rules,  §  10 23 

2.  Measuring,  {11 26 

a.  The  measuring  of  gases,  {12 27 

Correct  reading-off,  {13 30 

Influence  of  temperature,  {14 33 

Influence  of  pressure,  {15 33 

Influence  of  moisture,  {16 34 

b.  The  Measuring  of  fluids  {17 36 

a.  Measuring  vessels  graduated  to  hold  certain  volumes 

of  fluid. 
aa.  Vessels  serving  to  measure  out  one  definite  volume 
of  fluid. 

1.  Measuring  flasks,  {18 36 

hb.  Vessels  serving  to  measure  out  different  volumes  of 

fluid. 

2.  The  graduated  cylinder,  {19 89 

V 


VI  CONTENTS. 

PAGB 

ß.  Measuring  vessels  graduated  to  deliver  certain  vol- 
umes of  fluid. 
aa.  Vessels  serving  to  measure  out  one  definite  volume 
of  fluid.  \ 

3.  The  graduated  pipette,  §  20 39 

hb.  Vessels  serving  to  measure  out  different  volumes  of 

fluid. 

4.  The  Burette. 

I.  Mohr's  burette,  §  21 42 

II.  Gay-Lussac's  burette,  §  22 48 

III.  Geissler's  burette,  $23 49 

II.  Preliminary  operations.     Preparation  of  substances  for  the  pro- 
cesses of  quantitative  analysis. 

1.  Selection  of  the  sample,  §  24 60 

2.  Mechanical  division,  §  25 51 

3.  Drying,  §  26 54 

Desiccators,  §  27 56 

Water-baths,  §  28 58 

Air-baths,  §  29 62 

Oil-baths,  §  30 66 

Drying-disk,  §  31 67 

Itl.  General  procedure  in  quantitative  analysis,  §  32 69 

1.  Weighing  the  substance,  §  33 70 

2.  Estimation  of  water,  §  34 72 

a.  Estimation  of  water  by  loss  of  wöight,  §  35 72 

6.  Estimation  of  water  by  direct  weighing,  §  36 75 

3.  Solution  of  substances,  §  37 79 

a.  Direct  solution,  §  38 79 

h.  Decomposition  by  fluxing,  §  39 80 

4.  Conversion  of  the  dissolved    substance   into  a  weighable 

form,  §  40 81 

a.  Evaporation,  §  41 81 

Weighing  of  residues,  §  42 89 

6.  Precipitation,  §  43 91 

a.  Separation  of  precipitates  by  decantation,  §  44. .  93 

ß.  Separation  of  precipitates  by  filtration,  J  45.  . .  .  94 

aa.  Ordinary  filtration,  §  45 94 

aa.  Filtering  apparatus 94 

ßß.    Rules  to  be  observed  in  the  process' 

of  filtration 96 

XX.    Washing  of  precipitates,  5  46 98 

55.  Filtration  by  suction,  §  47 100 

f.  Separation  of  precipitates  by  decantation  and  fil- 
tration combmed,  §  48 108 


CONTENTS.  VU 

VAOS 

Further  treatment  of  precipitates  preparatory  to 

weighing,  (49 109 

aa.  Drying  of  precipitates,  f  50 110 

bb.  Ignition  of  precipitates,  {51 112 

First  method,  (52 116 

Second  method,  {53 118 

Asbestos  filters  with  Bunsen's  apparatus,  {  53,  a  . . .  120 

5.  Volumetric  analysis,  {54 122 

SECTION  II. 

Reagents,  {55. 127 

A.  Reagents  for  gravimetric  anal3r8is  in  the  wet  way. 

I.  Simple  solvents,  {56 127 

n.  Acids  and  halogens. 

o.  Oxygen  acids,  {57 128 

h.  Hydrogen  acids  and  halogens,  {58 129 

c.  Sulpho-acids 131 

m.  Bases  and  metals. 

a.  Oxygen  bases  and  metals. 
a.  Alkalies,  and 

ß.  Alkaline  earths,  {59 131 

f.  Heavy  metals  and  oxides  of  heavy  metals,  {60 132 

h,  Sulpho-bases 134 

IV.  Salts. 

a.  Salt«  of  the  alkalies,  {61 135 

6.  Salts  of  the  alkali-earth  metals,  {62 137 

c.   Salts  of  the  heavy  metals,  {63 139 

B.  Reagents  for  gravimetric  anal^nsis  in  the  dry  way,  {64 140 

C.  Reagents  for  volumetric  anal3rsis,  {65 144 

D.  Reagents  for  organic  analysis,  {66 151 

SECTION  III. 
Forms  and  combinations  in  which  substances  are  separated  from  each 

other,  or  weighed,  {67 158 

A.  Basic  Radicals. 

FIBST  GROUP. 

1.  Potassium,  {68 161 

2.  Sodium,  {69 164 

3.  Ammoniimi,  {70 167 

SECOND  GROUP. 

1.  Barium,  {71 168 

2.  Strontium,  {72 171 

3.  Calcium,  {73 173 

4.  Magnesium,  {74 176 


Vm  CONTENTS. 

THIRD  OBOUP« 

PAGB 

1.  Aluminium,  §  76 179 

2.  Chromium,  §  76 181 

FOURTH  GROUP. 

1.  Zinc,  §  77 182 

2.  Manganese,  §  78 185 

3.  Nickel,  J  79 189 

4.  Cobalt,  §  80 191 

5.  Ferrous  iron ;  and  6.  Ferric  iron,  §  81 194 

FIFTH   GROUP. 

1.  SUver,  §  82 198 

2.  Lead,  §  83 201 

3.  Mercury  in  mercurous;  and  4.  in  mercuric  compounds,  (84 205 

5.  Copper,  §  85 208 

6.  Bismuth,  §  86 211 

7.  Cadmium,  §  87 213 

SIXTH  GROUP. 

1.  Gold,  §  88. 215 

2.  Platinum,  §  89 215 

3.  Antimony,  §  90 216 

4.  Tin  in  stannous;  and  5.  in  stannic  compounds,  §  91 219 

6.  Arsenous  acid;  and  7.  Arsenic  acid,  §  92 221 

B.  Acids. 
FIRST  GROUP,   §  93. 

1.  Arsenous  and  arsenic  acids. 

2.  Chromic  acid 225 

3.  Sulphuric  acid 225 

4.  Phosphoric  acid 226 

5.  Boric  acid 232 

6.  Oxalic  acid 232 

7.  Hydrofluoric  acid 232 

8.  Carbonic  acid 233 

9.  Silicic  acid 233 

SECOND  GROUP,    §  94. 

1.  Hydrochloric  acid 235 

2.  Hydrobromic  acid 235 

3.  Hydriodic  acid 236 

4.  Hydrocyanic  acid 237 

5.  Hydrosulphuric  acid 237 

THIRD   GROUP,    §  95. 

1.  Nitric  acid 238 

2.  Chloric  acid 238 


CONTENTS.  IX 


SECTION  IV, 

PAGB 

Detennination  of  radicals,  §  96 239 

L  Detennination  of  basic  xadicals 242 

naar  group. 

1.  Potassium.  J  97 242 

2.  Sodium,  §  98 248 

3.  Ammonium,  {99 251 

Supplement  to  fint  group,  §  100. 

4.  lithium. 258 

8BC0NI>  GBOUP. 

1.  Barium,  §101 262 

2.  Strontium,  $  102 265 

3.  Calcium,  i  103. 268 

4.  Magnesium,  1 104 274 

THIRD  GROUP. 

1.  Aluminium,  1 105. 277 

2.  Chromium,  {  106 280 

Supplement  to  third  group,  {  107. 

3.  Titanium. 284 

F0X7RTH  GROUP. 

1.  Zinc,  §108 286 

2.  Manganese,  }  109. 291 

3.  Nickel,  {  110 301 

4.  Cobalt,  5111 305 

5.  Ferrous  iron,  {  112 310 

6.  Ferric  iron,  {  113 321 

Supplement  to  fourth  group,  }  114. 

7.  Uranium. 335 

FIFTH  GROUP. 

1 .  Silver,  J  1 1  «• 337 

2.  Lead,  1 116 351 

3.  Mercury  in  merouious  compounds,  {  117. 361 

4.  Mercury  in  mercuric  compounds,  {  118 363 

6.  Copper,  1 119 370 

6.  Bismuth,  5  120 382 

7.  Cadmium,  J  121 387 

Supplement  to  fifth  group,  {  122. 

&  Palladium 389 


CONTENTS. 


SIXTH  GROUP. 

PAGB 

1.  Gold,  §  123 391 

2.  Platinum,  §  124. 393 

3.  Antimony,  §  125  . .  ^ 395 

4.  Tin  in  stannous;  and  5.  in  stannic  compounds,  {  126 403 

6.  Arsenous  acid ;  and  7.  Arsenic  acid,  }  127 409 

Supplement  to  sixth  group,  §  128. 

8.  Molybdic  acid 420 

IL  Estimation  of  the  acida 


FIBST  GBOÜP. 

First  Division. 

1.  Arsenous  and  arsenic  acids,  §  129 422 

2.  Chromic  acid,  §  130 422 

Supplement,  §  131.  • 

1.  Selenous  acid 429 

2.  Sulphurous  acid 431 

3.  Thiosulphuric  acid 432 

4.  Iodic  acid 432 

5.  Nitrous  acid 433 

Second  Division, 

Sulphuric  acid,  §  132 434 

Supplement^  §  133. 

Hydrofluosilicic  acid 442 

Third  Division, 

1.  Phosphoric  acid. 

I.  Determination,  §  134 444 

II.  Separation  from  the  bases,  §  135 457 

2.  Boric  acid,  §  136 465 

3.  Oxalic  acid,  §  137 470 

4.  Hydrofluoric  acid,  §  138 472 

Fourth  Division. 

1.  Carbonic  acid,  §  139 479 

2.  SUicic  acid,  §  140 505 

SECOND  GROUP. 

1.  Chlorine  (Hydrochloric  acid),  §  141 521 

Supplement:  free  chlorine,  §  142 529 

2.  Bromine  (Hydrobromic  acid),  §  143 532 

Supplement:  free  bromine,  §  144 536 

3.  Iodine  (Hydriodic  acid),  §  145 536 

Supplement:  free  iodine,  §  146 542 

4.  Cyanogen  (Hydrocyanic  acid),  §  147 ; . .  548 

5.  Sulphur  (Hydrosulphuric  acid),  §  148 658 


CONTENTS.  xi 

TUIKP   OBOUP. 

PAOK 

1.  Nitiiic  acid,  {  149. 571 

2.  Cholric  acid,  §  150. 503 

SECTION  V. ' 
Separation  of  bodies,  i  151 596 

I.   SEPARATIGN  OF  BASIC  BADICAI^  FBOM  KACH   OTHEB. 
FIBST  OBOUP. 

Separation  of  the  alkalies  from  each  other,  {  152 599 

SECOND   GBOUP. 

L  Separation  of  the  basic  radicals  of  the  second  group  from  those  of 

first,  §  153 607 

n.  Separation  of  the  basic  radicals  of  the  second  group  from  each  other, 

§  154 615 

THIBD   OBOUP. 

I.  Separation  of  metals  of  the  third  group  from  the  alkalies,  {155 622 

II.  Separation  of  metals  of  the  third  group  from  the  alkali-earth  metals, 

§  156 623 

III.  Separation  of  metals  of  the  third  group  from  each  other,  §  157. . . .  630 

FOUBTH  GBOUP. 

I.  Separation  of  the  metals  of  the  fourth  group  from  the  alkalies,  §  158    631 
n.  Separation  of  the  metals  of  the  fourth  group  from  those  of  the 

second,  {  159 633 

III.  Separation  of  the  metals  of  the  fourth  group  from  those  of  the  third 

and  from  each  other,  §  160 639 

rV.  Separation  of  iron,  aluminium,  manganese,  calcium,  magnesium, 

potassium,  and  sodium,  §  161 666 

Separation  of  uranium  from  the  metals  of  groups  I. -IV 672 

FIFTH  OBOUP. 

I.  Separation  of  the  metals  of  the  fifth  group  from  those  of  the  preced- 

mg  four  groups,  §  162 676 

IL  Separation  of  the  metals  of  the  fifth  group  from  each  other,  §  163 .     685 

SIXTH  OBOUP. 

I.  Separation  of  the  metals  of  the  sixth  group  from  those  of  the  first 

five  groups,  {  164 699 

II.  Separation  of  tiie  metals  of  the  sixth  group  from  each  other,  §  165     715 


XU  CONTENTS. 

n.   8EPABATI0N  OF  ACIDS   FROM  EACH  OTBSB. 
FIRST   GROUP. 


PAGE 

Separation  of  the  acids  of  the  first  group  from  each  other,  {  166. .     730 

SECOND   GROUP. 

I.  Separation  of  the  acids  of  the  second  group  from  those  of  the  first, 

{  167 739 

Supplement. — ^Analysis  of  compounds  containing  sulphides  of  the 
alkali  metals,  carbonates,  sulphates,  and  thiosulphates,  }  168. .     742 

II.  Separation  of  the  acids  of  the  second  group  from  each  other,  §  169. .     744 

THIRD   GROUP. 

L  Separation  of  the  acids  of  the  third  group  from  those  of  the  two 

first  groups,  }  170 757 

U.  Separation  of  the  acids  of  the  third  group  from  each  other 759 


-rH 


rNTRODUCTION. 


Chemical  analjsifi  comprises  two  branches,  viz.,  qualüatvoe 
analysis  and  qiumtiiative  analysis^  the  object  of  the  former 
being  to  ascertiun  the  ncUurSy  that  of  the  latter  to  determine  the 
amKyujUy  of  the  several  component  parts  of  any  compound. 

By  QUAUTATTYB  ANALYSIS  WO  convcrt  the  wikruywn  constituents 
of  a  body  into  certain  hwwn  forms  and  combinations,  whereby  we 
are  enabled  to  draw  correct  inferences  respecting  the  nature  of 
these  unknown  constituents.  In  QUANnrAnvE  analysis  the  object 
is  attained,  according  to  circumstances,  ,  often  by  yery  difierent 
ways ;  the  two  methods  most  widely  differing  from  each  other  are 
analysis  hy  weighty  or  grammetrie  analysisy  and  cmalysts  hy 
measure^  or  volv/metric  analysis. 

Oravdcetkio  analysis  has  for  its  object  the  conversion  of  the 
known  constituents  of  a  substance  into  forms  or  combinations 
which  will  admit  of  the  most  exact  determination  of  their  weight, 
and  of  which,  moreover,  the  composition  is  accurately  known. 
These  new  forms  or  combinations  may  be  either  eduets  from  the 
analyzed  substance,  i.e.j  bodies  that  were  present  as  such  in  the 
analyzed  substance,  as  water  in  crystallized  sodium  sulphate  or 
charcoal  in  gunpowder;  or  they  may  he  j/rochictSj  i,e.y  substances 
that  have  formed  from  the  constituents  of  the  analyzed  substance 
by  the  addition  of  other  elements,  e.g.^  carbonic  acid  and  water  by 
the  combustion  of  paraffin,  or  barium  sulphate  on  bringing  together 
barium-chloride  solution  and  sulphuric  acid.  In  the  former  case 
the  ascertained  weight  of  the  eliminated  substance  is  the  direct  ex- 
pression of  the  amount  in  which  it  existed  in  the  compound  under 
examination;  in  the  latter  case,  that  is,  when  we  have  to  deal  with 
products^  the  quantity  in  which  the  eliminated  constituent  was 
originally  present  in  the  analyzed  compound  has  to  be  deduced  by 
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calculation  from  the  quantity  in  which  it  exists  in  its  new  combi- 
nation. 

The  following  example  will  serve  to  illustrate  these  points : 
Suppose  we  wish  to  determine  the  quantity  of  mercury  contained 
in  mercuric  chloride.  We  may  do  this,  either  by  precipitating  the 
metallic  mercury  from  the  solution  of  the  chloride,  say  by  means 
of  stannous  chloride,  or  we  may  attain  our  object  by  precipitating 
the  solution  by  hydrogen  sulphide  and  weighing  the  precipi- 
tated mercuric  sulphide.  100  parts  of  mercuric  chloride  consists 
of  73 '83  of  mercury  and  26*17  of  chlorine;  consequently  if  the 
process  is  conducted  with  absolute  accuracy,  the  precipitation  by 
stannous  chloride  of  tiie  mercury  in  100  parts  of  mercuric  chloride 
will  yield  73 '83  parts  of  metallic  mercury.  "With  equally  exact 
manipulation  the  other  method  yields  85*67  parts  of  mercuric 
sulphide. 

Now,  in  the  former  case  we  find  the  numbers  73*83  directly; 
in  the  latter  case  we  have  to  deduce  it  by  calculation  (100  parts 
of  mercuric  sulphide  contain  86*18  parts  of  mercuty ;  how  much 
mercury  do  85*67  parts  contain?) : 

100 :  85*67 : :  86*18  :».-.»  =  73*83. 

As  already  hinted,  it  is  absolutely  indispensable  that  the  forms 
into  which  bodies  are  convertjed  for  the  purpose  of  estimation  by 
weight  should  fulfil  two  conditions.  First,  they  must  be  capable  of 
being  weighed  exactiy ;  secondly,  they  must  be  of  known  composi- 
tion, for  it  is  quite  obvious,  on  the  one  hand,  that  accurate  quan* 
titative  analysis  must  be  altogether  impossible  if  the  substance  the 
quantity  of  which  it  is  intended  to  ascertain  does  not  admit  of 
correct  weighing;  and  on  the  other  hand,  it  is  equally  evident  that 
if  we  do  not  know  the  exact  composition  of  a  new  product,  we  lack 
the  necessary  basis  of  our  calculation. 

VoLTJMETBio  ANALYSIS  is  basod  upou  a  principle  very  different 
from  that  of  gravimetric  analysis ;  viz.,  it  effects  the  quantitative 
determination  of  a  body  by  converting  it  from  a  certain,  definite 
state  to  another  equally  definite  state  by  means  of  a  fiuid  of  accu- 
rately known  power  of  action,  and  under  circumstances  which  per- 
mit the  analyst  to  mark  with  rigorous  precision  the  exact  point 
when  the  conversion  is  accomplished.  The  following  example  will 
serVe  to  illustrate  the  principle  of  this  method:  Potassium  per- 
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manganate  added  to  a  solution  of  ferrooB  snlpbate  acidulated  with 
sulphuric  acid  immediately  converts  the  ferrous  sulphate  into  fer- 
ric  sulphate,  the  permanganic  acid,  characterized  bj  its  intense 
color,  yielding  up  oxygen  and  forming  with  the  free  sulphuric  acid 
present  colorless  manganous  sulphate.  If,  therefore,  to  an  acidu- 
lated fluid  containing  a  ferrous  salt  we  add,  drop  by  drop,  a  solu- 
tion of  potassium  permanganate,  its  red  color  continues  for  some 
time  to  disappear  upon  stirring;  but  at  last  a  point  is  reached 
when  the  coloration  imparted  to  the  fluid  by  thQ  last  drop  added 
remains.  This  point  marks  the  termination  of  the  conversion  of 
the  ferrous  salt  into  a  ferric  salt. 

If  we  now  accurately  determine  the  effective  value  of  the  per- 
manganate solution,  which  may  be  done  by  noting  its  action  on  a 
known  quantity  of  dissolved  ferrous  sulphate,  we  are  in  a  position 
to  determine,  by  means  of  this  solution,  the  quantity  of  ferrous  salt 
in  any  solution  of  unknown  strength.  For  instance,  suppose  there 
were  required  just  100  parts  of  the  permanganate  solution  to  com- 
pletely oxidize  2  parts  of  ferrous  salt  in  solution.  If,  therefore, 
we  used  only  50  parts  of  the  permanganate  solution,  only  1  part  of 
ferrous  salt  would  be  indicated  as  being  present,  etc.  Accordingly, 
by  measuring  the  quantity  of  permanganate  solution,  the  propor- 
tional quantity  of  ferrous  salt  is  at  once  determined. 

Since  the  quantity  of  active  fluid  used  is  determined  by  measur- 
ing, and  not  by  weighing,  this  method  of  analysis  is  termed  volt^ 
metric  cmalysia.  The  object  in  view  is  usually  much  more 
rapidly  attained  by  its  means  than  by  gravimetric  analysis. 

To  this  brief  intimation  of  the  general  purport  and  object  of 
quantitative  analysis,  and  the  general  mode  of  proceeding  in  ana- 
lytical researches,  there  must  be  added  that  certain  qualifications  are 
essential  to  those  who  would  devote  themselves  successfully  to  the 
pursuit  of  this  branch.  These  qualifications  are,  1,  theoretical 
knowledge;  2,  skill  in  manipulation;  and  3,  strict  conscientious- 
ness. 

The  preliminary  knowledge  required  consists  in  an  acquaintance 
with  qualitative  analysis,  the  stoichiometric  laws,  and  simple  arith- 
metic. Thus  prepared,  we  shall  understand  the  method  by  which 
bodies  are  separated  and  determined,  and  we  shall  be  in  a  position 
to  perform  our  calculations,  by  which,  on  the  one  hand,  the  formu- 
las of  compounds  are  deduced  from  the  analytical  results,  and,  oa 
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ithe  other  hand,  the  correctness  of  the  adopted  methods  is  tested, 
.and  the  results  obtained  are  controlled.  To  this  knowledge  must 
be  joined  the  ahiUty  to  perform  the  necessary  practical  Operations. 
This  axiom  generally  holds  good  for-  all  applied  sciences,  bnt  if  it  is 
true  of  ope  .more,  than  another,  quantitative  analysis  is  that  one. 
The  most  extensive  and  solid  theoretical  acquirements  will  not 
enable  us,  for  instance,  to  determine  the  amount  of  common  salt 
present  in  a  solution  if  we  are  without  the  requisite  dexterity  to 
transfer  a  fluid  from  one  ;  vessel  to.  another  without  the  smallest 
loss  by  spirting,  running  down  the  side,  etc.  The  various  opera- 
tions of  quantitative  analysis  demand  great  aptitude  and  manual 
a^ll,  which  can  be  acquired  only  by  practice ;  but  even  the  pos- 
session of  the  greatest  practical  skill  in  manipulation,  joined  to  a 
.thorough  theoretical  knowledge,  will  still  prove  insufficient  to  in- 
i.aure  a  successful  pursuit  of  quantitative  researches  unless  also 
.combined  with  a  sincere  love  of  truth  and  a  firm  determination 
to  accept  none  but  thoroughly  confia^med  residts. 

Every  one  who  has  been  engaged  in  quantitative  ^alysis  knows 
that  eases  will  sometimes  occur,  especially  when  commencing  the 
study,  in  which  doubts  may  be  entertained  as  to  whether  the  result 
will  turn  out  correct,  or  in  which  even  the  operator  is  positively 
con/vinced  that  it  cannot  be  quite  correct.  Thus,  for  instance,  a 
small  portion  of  the  substance  under  investigation  may  be  spilled 
or  some  of  it  lost  by  decrepitation ;  or  the  analyst  may  have  rea- 
son to  doubt  the  accuracy  of  his  weighing ;  or  it  may  happen  that 
two  analyses  of  the  same  substance  do  not  exactly  agree.  In  all 
such  cases  it  is  indispensable  that  the  operator  should  be  conscien- 
tious enough  to  repeat  the  whole  process  over  again.  He  who  is 
not  possessed  of  this  self-command — who  shirks  trouble  where 
truth  is  at  stake — who  would  be. satisfied  with  mere  assumptions 
and  guess-work  where  the  attainment  of  positive  certainty  is  the 
object — ^must  be  pronounced  just  as  deficient  in  the  necessary  quali- 
fications for  quantitative  analytical  researches  as  he  who  is  wanting 
in  knowledge  or  skill.  He,  therefore,  who  cannot  fully  trust  his 
work,  who  cannot  swear  to  the  correctness  of  his  results,  may  in- 
deed occupy  himself  with  quantitative  analysis  by  way  of  practice, 
bnt  he  ought  on  no  account  to  publish  or  use  his  results  as  if  they 
were  positive,  since  such  proceeding  could  not  conduce  to  his  own 
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advantage,  and .  woald  certainly   be  mischievous  ba  regards  the 
science. 

The  domain  of  quantitative  analysis  may  be  said  to  extend  over 
alb  matter — that  is,  in  other  words,  anything  corporeal  may  become 
the  object  of  quantitative  investigation.  The  present  work,  how- 
ever, is  intended  to  embrace  only  the  substances  used  in  pharmacy, 
arts,  trades,  and  agriculture. 

Quantitative  analysis  may  be  subdivided  into  two  branches^ 
viz.,  analysis  of  mixtures^  and  analysis  of  chemical  compounds. 
This  division  may  appear  at  first  sight  of  very  small  moment,  yet  it 
is  necessary  that  we  should  establish  and  maintain  it  if  we  would 
form  a  clear  conception  of  the  value  and  utility  of  quantitative 
research.  The  quantitative  analysis  of  mixtures,  too,  has  not  the 
same  aim  as  that  of  chemical  compounds ;  and  the  method  applied 
to  secure  the  correctness  of  tlie*  results  in  the  former  case  is  differ-« 
ent  from  that  adopted  in .  the  latter.  The  quantitative  analysis  of 
chemical  compounds  also  rather  subserves  the  purposes  of  the  sei* 
ence,  while  that  of  mixtures  belongs  to  the  practical  purposes  of 
life.  If,  for  instance,  we  analyze  the  salt  of  an  acid,  the  result  of 
the  analysis  will  give  the  constitution  of  that  acid,  its  combining 
proportion,  saturating  capacity,  etc. ;  or,  in  other  words,  the 
results  obtained  will  enable  us  to  answer  a  series  of  questions  of 
which  the  solution  is  important  for  the  theory  of  chemical  science.  ' 
But  if,  on  the  other  hand,  we  analyze  gunpowder,  alloys,  medicinal 
mixtures,  ashes  of  plants,  etc.,  etc.,  we  have  a  very  different 
object  in  view.  .  It  is  not  intended  in  such  cases  to  apply  the 
results  obtained  to  the  solution  of  any  theoretical  question  in 
chemistry,  but  we  want  to  render  a  practical  service  either  to  the 
arts  and  industries  or  to  some  other  science.  If  in  the  analysis  of 
a  chemical  compound  we  wish  to  control  the  results  obtained,  we 
may  do  this  in  most  cases  by  means  of  calculations  based  on 
stoichiometric  data,  but  in  the  case  of  a  mixture,  a  second  analysis 
is  necessary  to  confirm  the  correctness  of  the  results  afforded  by 
the  first. 

The  preceding  remarks  clearly  show  the  immense  importance 
of  quantitative  analysis.  It  may,  indeed,  be  averred  that  chem-- 
istry  owes  to  this  branch  its  elevation  to  the  rank  of  a  science,  since 
quantitative  researches  have  led  us  to  discover  and  determine  the 
laws  which  govern  the  combinations  and  transpositions  of  the  ele-' 
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ment».  Stoichiometry  is  entirely  based  upon  the  results  of  quanti- 
tative investigations ;  all  rational  views  respecting  the  constitution 
of  compounds  rest  upon  them  as  the  only  safe  and  solid  basis. 

Quantitative  analysis,  therefore,  forms  the  strongest  and  most 
powerful  lever  for  chemistry  as  a  science,  and  not  less  so  for 
chemistry  in  its  applications  to  the  practical  purposes  of  life,  to 
trades,  arts,  manufactures,  and  likewise  in  its  application  to  other 
sciences.  It  teaches  the  mineralogist  the  true  nature  of  minerals,  and 
suggests  to  him  principles  and  rules  for  their  recognition  and  classi- 
fication. It  is  an  indispensable  auxiliary  to  the  physiologist,  and 
agricalture  has  already  derived  much  benefit  from  it;  but  far 
greater  benefits  may  be  predicted.  We  need  not  expatiate  here  upon 
the  advantages  which  medicine,  pharmacy,  and  every  branch  of 
industry  derive,  either  directly  or  indirectly,  from  the  practical 
application  of  its  results.  On  the  other  hand,  the  benefit  thus  be- 
stowed by  quantitative  analysis  upon  the  various  sciences,  arts,  etc., 
has  been  in  a  measure  reciprocated  by  some  of  them.  Thus,  while 
Btoichiometry  owes  its  establishment  to  quantitative  analysis,  the 
stoichiometric  laws  afford  us  the  means'  of  controlling  the  results 
of  our  analyses  so  accurately  as  to  justify  the  reliance  which  we 
now  generally  place  on  them.  Again,  while  quantitative  analysis 
has  advanced  the  progress  of  arts  and  industry,  our  manufacturers 
in  return  supply  us  with  the  most  perfect  platinum,  glass,  and  por- 
celain vessels,  and  with  articles  of  india-rubber,  without  which  it 
would  be  next  to  impossible  to  conduct  our  analytical  operations 
with  the  minuteness  and  accuracy  which  we  have  now  attained. 

Although  the  aid  which  quantitative  analysis  thus  derives  from 
stoichiometry  and  the  arts  and  manufactures  greatly  facilitates  its 
practice,  and  although  nmny  determinations  are  considerably  abbre- 
viated by  volumetric  analysis,  it  must  be  admitted,  notwithstanding, 
that  the  pursuit  of  this  branch  of  chemistry  requires  considerable 
expenditure  of  time.  This  remark  applies  especially  to  those  who 
are  commencing  the  study,  for  they  must  not  allow  their  attention 
to  be  divided  upon  many  things  at  one  time,  otherwise  the  accuracy 
of  their  results  will  be  more  or  less  injured.  I  would  therefore 
advise  every  one  desirous  of  becoming  an  analytical  chemist  to  arm 
himself  with  a  considerable  share  of  patience,  reminding  him  that 
it  is  not  at  one  bound,  but  gradually,  and  step  by  step,  that  the 
student  may  hope  to  attain  the  necessary  certainty  in  his  work,  the 
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indispensable  self-reliance  which  can  alone  be  founded  on  one's 
own  results.  However  mechanical,  protracted,  and  tedious  the 
operations  of  quantitative  analysis  may  appear  to  be,  the  attain- 
ment of  accuracy  will  amply  compensate  for  the  time  and  labor 
bestowed  upon  them ;  while,  on  the  other  hand,  nothing  can  be 
more  disagreeable  than  to  find,  after  a  long  and  laborious  process, 
tliat  our  results  are  incorrect  or  uncertain.  Let  him,  therefore, 
who  would  render  the  study  of  quantitative  analysis  agreeable  to 
liimself ,  from  the  very  outset  endeavor,  by  strict,  nay,  scrupulous 
adiierence  to  the  conditions  laid  down,  to  attain  correct  results  at 
any  sacrifice  of  time.  I  scarcely  know  a  better  and  more  imme- 
diate reward  of  labor  than  that  which  springs  from  the  attainment 
of  accurate  results  and  perfectly  corresponding  analyses.  The  satis- 
faction enjoyed  at  the  success  of  our  efforts  is  surely  in  itsialf  a 
sufficient  motive  for  the  necessary  expenditure  of  time  and  labor, 
even  without  looking  to  the  practical  benefits  which  we  may 
derive  from  our  operations. 

The  following  are  the  substances  treated  of  in  this  work : 

I.  Metalloidb. 

Oxygen^  Hydrogen^  Sulphvnr^  [8elenivm\y  Phoq^horvs^  Chlo- 
rine^ Iodine^  Bromine,  Fluorine^  Nitrogen^  Boron^  SiUoony 
Carbon. 

II.  Metals. 

Potassiwm^  Sodium^  [Zithi/um^']  Baritmiy  Stronivumy  Calovumj 
Magnesium,  Alum,viivu/m^  Chrom>ium^  [Tiicmium^'\  Zmic^  Manga- 
nese^ Nickel^  Cobalt^  Iron^  lüranium^'\  Silver^  Mercv/ry^  Lead^ 
Copper^  Bismuth^  Cadmium^  [^PaUaditmi^']  Oold^  Platinum^ 
Tin^  ArUim^my^  Arsenic^  IMoh/hden/mn.'] 

(The  elements  enclosed  within  brackets  are  considered  in  sup- 
plementary paragraphs,  and  more  briefly  than  the  rest.) 


The  subject  has  been  divided  into  three  parts.  In  the  first 
quantitative  analysis  generally  is  treated  of,  describing  the  execu- 
tion of  analysis.  In  the  second  is  given  a  detailed  description  of 
several  special  analytical   processes.     In  the  third  a  number  of 
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carefully  selected  examples,  which  maj  serve  as  exercises  for  the 
groundwork  of  the  study  of  quantitative  analysis. 

The  following  table  will  afford  the  reader  a  clear  and  definite 
notion  of  the  contents  of  the  whole  work : 

I.  GENEEAL  PABT. 

Ä.  Execution  of  analysis. 

1.  Operations. 

2.  Beagents. 

3.  Forms  and  combinations  in  which  bodies  are  separated  from 
others,  or  in  which  their  weight  is  determined. 

4.  Determination  of  bodies  in  simple  compounds. 

5.  Separation  of  bodies. 

6.  Organic  elementary  analysis. 
£^  Calculation  of  the  results^ 

II.  SPECIAL  PAET. 

1.  Analysis  of  waters,  more  especially  mineral  waters. 

2.  Analysis  of  such  minerals  and  technical  products  as  are  most 
frequently  the  object  of  chemical  investigation,  including  methods 
for  ascertaining  their  commercial  value. 

3.  Analysis  of  plant  ashes. 

4.  Analysis  of  soils. 

5.  Analysis  of  manures. 

V      6.  Analysis  of  atmospheric  air. 

III.  EXEECISES   FOE  PEACTICE. 

APPENDIX. 

1.  Analytical  experiments. 

2.  Tables  for  calculating  analytical  results. 


PART  I. 


GENEKAL  PAKT. 


THE  EXECUTION  OF  ANALYSIS. 


BEOTION  I. 
OPERATIONS. 


§1. 
JtfosT  of  the  operations  performed  in  quantitative  research  are  the 
same  as  in  qualitative  analysis,  and  have  been  accordingly  described 
in  my  work  on  that  branch  of  analytical  science.  With  respect  to 
such  operations  I  shall,  therefore,  confine  myself  here  to  pointing 
oat  any  modifications  they  may  require  to  adapt  them  for  applica- 
tion in  the  quantitative  branch ;  but  there  will,  of  course,  be  given 
a  full  description  of  such  as  are  resorted  to  exclusively  in  quanti- 
tative investigations.  Operations  forming  merely  part  of  certain 
specific  processes  will  be  found  described  in  tiie  propef  place, 
under  the  head  of  such  processes. 

I.  Detebmination  of  Quaktctt. 
§2. 
The  quantity  of  solids  is  usually  determined  by  weight;  the 
quantity  of  gases  and  fluids,  in  many  cases  by  meastire;  and 
upon  the  care  and  accuracy  with  which  these  operations  are  per- 
formed, depend  the  .value  of  all  our  results.  We  shall  therefore 
dwell  minutely  upon  them. 

§8- 
1.  Wbighikg. 
To  enable  us  to  determine  with  precision  the  correct  weight  of 
a  substance,  it  is  indispensable  that  we  should  possess,  1st,  a  good 
BALANos,  and  2d,  accurate  weights. 
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OPERATIONS. 


[§4. 


a.  The  Balance. 

Fig.  1  represents  a  form  of  balance  well  adapted  for  analytical 
purposes.  There  ai*e  several  points  respecting  the  construction 
and  properties  of  a  good  balance,  which  it  is  absolutely  necessary  for 
every  chemist  to  understand.  The  usefulness  of  this  instniment 
depends  upon  two  points :  1st,  its  accuroLcy^  and  2d,  its  sensibility 
or  ddieacy. 

§4. 

The  AocuKACY  of  a  balance  depends  upon  the  following  condi- 
tions : — 

a.  Thefulcnim  or  the  point  on  which  the  beam  rests  must  lie 
above  the  centre  of  gramty  of  the  halaiice. 


Fig.  1. 

This  is  in  fact  a  condition  essential  to  every  balance.  If  the 
fulcrum  were  placed  in  the  centre  of  gravity  of  the  balance,  the 
beam  would  not  oscillate,  but  remain  in  any  position  in  which  it  is 
placed,  assuming  the  scales  to  be  equally  loaded.  If  the  fulcrum 
be  placed  helow  the  centre  of  gravity,  the  balance  will  be  overset 
by  the  slightest  impulse. 

When  the  fulcrum  is  above  the  centre  of  gravity  the  balance' 
represents  a  pendulum,  the  length  of  which  is  equal  to  that  of  the 
line  uniting  the  fulcrum  with  the  centre  of  gravity,  and  this  line 
forms  right  angles  with  the.beam,  in  whatever  position  the  latter 
may  be  placed.  Now,  if  we  impart  an  impetus  to  a  ball  suspended 
by  a  thread,  the  ball,  after  having  tenninated  its  vibrations,  will 
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invariablj  rest  in  its  original  perpendicular  ppfsition  under  the 
point  of  suspension.  It  is  the  same  with  a  properly  adjusted  bal- 
ance— impart  an  impetus  to  it,  and  it  will  oscillate  for  some  time, 
but  it  will  invariably  return  to  its  original  position ;  in  other 
words,  its  centre  of  gravity  will  .finally  fall  bade  into  its  perpen- 
dicular  position  under  the  fulcrum,  and  the  beam  must  consequently 
reassume  the  horizontal  position. 

But  to  judge  correctly  of  the  force  with  which  this  is  accom- 
plished, it  must  be  borne  in  mind  that  a  balance  is  not  a  simple 
pendulum,  but  a  compound  one,  i.  «.,  a  pendulum  in  which  not 
one,  but  many  material  points  move  round  the  turning  point.  The 
inert  mass  to  be  moved  is  accordingly  equal  to  the  sum  of  these 
points,  and  the  moving  force  is  equal  to  the  excess  of  the  material 
points  below,  over  those  above  the  fulcrum. 

ß.  The  points  of  suspension  of  the  scales  nmst  he  on  cm  exact 
levd  with  the  fulcrum.  If  the  fulcrum  be  placed  below  the  line 
joining  the  points  of  suspension,  increased  loading  of  the  scales 
will  continually  tend  to  raise  the  centre  of  gravity  of  the  whole 
system,  so  as  to  bring  it  nearer  and  nearer  the  fulcrum  ; .  the  weight 
whicK  presses  upon  the  scales  combining  in  the  relatively  high- 
placed  points  of  suspension ;  at  last,  when  the  scales  have  been 
loaded  to  a  certain  degree,  the  centre  of  gravity  will  shift  alto- 
gether to  the  fulcrum,  and  the  balance  will  consequently  cease  to 
vibrate — any  further  addition  of  weight  will  finally  overset  the 
beam  by  placing  the  centre  of  gravity  above  the  fulcrum.  If,  on 
the  other  hand,  the  fulcrum  be  placed  above  the  line  joining  the 
points  of  suspension,  the  centre  of  gravity  will  become  more  and 
more  depressed  in  proportion  as  the  loading  of  the  scales  is  in- 
creased ;  the  line  of  the  pendulum  will  consequently  be  length- 
ened, and  a  greater  force  will  be  required  to  produce  an  equal 
turn;  in  other  words,  the  balance  will  grow  less  sensitive  the 
greater  the  load.  But  when  the  three  edges  are  in  one  plane,  in- 
creased loading  of  the  scales  will,  indeed,  continually  tend  to  raise 
the  centre  of  gravity  towards  the  fulcrum,  but  the  former  can  in 
this  case  never  erUvrely  reach  the  latter,  and  consequently  the  bal- 
ance will  never  altogether  cease  to  vibrate  upon  the  further  addi- 
tion of  weight,  nor  will  its  sensibility  be  lessened ;  on  the  contrary 
— speaking  theoretically — a  greater  degree  of  sensibility  is  im- 
parted to  it.  This  increase  of  sensibility  is,  however,  compensated 
for  by  other  circumstancas.     {See  §  5.) 
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y.  The  beam  mwt  he  sußctenüy  rigid  to  hea/r  vnthaut  bend- 
ing  the  ffreateet  weight  that  the  oanetruction  of  the  haUmce  cbdmite 
of.  The  bending  of  the  beam  would  of  coarse  depress  the  points 
of  suspension  so  as  to  place  them  below  the  fnlcrum,  and  this 
would,  as  we  have  just  seen,  tend  to  diminish  the  sensibility  of  the 
balance  in  proportion  to  the  increase  of  the  load.  It  is,  therefore, 
necessary  to  avoid  this  fault  by  a  proper  construction  of  the  beam. 
The  form  best  adapted  for'  beams  is  that  of  an  isosceles  obtuse- 
ungled  triangle,  or  of  a  rhombus. 

6.  The  a/rms  of  the  halmhce  muet  bv  of  equ>al  lengthy  i.  e.,  ths 
points  of  suspeneion  must  be  equidistant  from  theftdcrum,^  for  if 
the  arms  are  of  unequal  length  the  balance  will  not  be  in  equili- 
brium, supposing  the  scales  to  be  loaded  with  equal  weights,  but 
there  will  be  preponderance  on  the  side  of  the  longer  arm. 

§5- 

The  SENsiBiLrrY  of  a  balance  depends  principally  upon  the  three 
following  conditions : — 

a.  The  friction  of  the  edges  upon  their  supports  7nust  be  as 
slight  as  possible.  The  greater  or  less  friction  of  the  edges  upon 
their  supports  depends  upon  both  the  fonn  and  material  of  those 
parts  of  the  balance.  The  edges  must  be  made  of  good  steel,  the 
supports  may  be  made  of  the  same  material ;  it  is  better,  however, 
tliat  the  centre  edge  at  least  should  rest  upon  an  agate  plane.  To 
form  a  clear  conception  of  how  necessary  it  is  that  even  the  end 
edges  should  have  as  little  friction  as  possible,  we  need  simply 
reflect  upon  what  would  happen  were  we  to  fix  the  scales  immov- 
bly  to  the  beam  by  means  of  rigid  rods.  Such  a  contrivance 
would  at  once  altogether  annihilate  the  sensibility  of  a  balance,  for 
if  a  weight  were  placed  upon  one  scale,  this  certainly  would  have 
a  tendency  to  sink ;  but  at  the  same  time  the  connecting  rods  be- 
ing compelled  to  form  constantly  a  right  angle  with  the  beam,  the 
weighted  scale  would  incline  inwards,  whilst  the  other  scale  would 
turn  outwards,  and  thus  the  arms  would  become  unequal,  the 
shorter  arm  being  on  the  side  of  the  weighted  scale,  whereby  the 
tendency  of  the  latter  to  sink  would  be  immediately  compensated 
for.  The  more  considerable  the  friction  becomes  at  the  end  edges 
of  a  balance,  the  more  the  latter  approaches  the  state  just  now 
described,  and  consequently  the  more  is  its  sensibility  impaired. 

ß.  The  centre  of  gravity  inxist  he  as  near  a^  possible  to  thefuL- 
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cram.  The  nearer  the  centre  of  gravity  approaches  the  fnlcmm, 
the  shorter  becomes  the  pendalam.  If  we  take  two  balls,  the  one 
suspended  by  a  short  and  the  other  by  a  long  thread,  and  impart 
tlie  same  impetus  to  both,  the  former  will  naturally  swing  at  a  far 
greater  angle  from  its  perpendicular  position  than  the  latter.  The 
same  must  of  course  happen  with  a  balance ;  the  same  weight  will 
«ause  the  scale  upon  which  it  is  placed  to  turn  the  more  rapidly 
and  completely,  the  shorter  the  distance  between  the  centre  of 
gravity  and  the  fulcrum.  We  have  seen  above,  that  in  a  balance 
where  the  three  edges  are  on  a  level  with  each  other,  increased 
loading  of  the  scales  will  continually  tend  to  raise  the  centre  of 
gravity  towards  the  fulcrum.  A  good  balance  will  therefore  be- 
come more  delicate  in  proportion  to  the  increase  of  weights  placed 
upon  its  scales ;  but,  on  the  other  hand,  its  sensibility  will  be  di- 
minished in  about  the  same  proportion  by  the  increment  of  the 
mass  to  be  moved,  and  by  the  increased  friction  attendant  upon 
the,  increase  of  load ;  in  other  words,  the  delicacy  of  a  good  balance 
will  remain  the  same,  whatever  may  be  the  load  placed  upon  it. 
Tlie  nearer  the  centre  of  gravity  lies  to  the  fulcrum,  the  slower  are 
the  oscillations  of  the  balance.  Hence  in  regulating  the  position 
of  the  centre  of  gravity  we  must  not  go  too  far,  for  if  it  ap- 
proaches the  fulcrum  too  nearly,  the  operation  of  weighing  will 
take  too  much  time. 

y.  The  beam  mvst  he  as  light  oh  possible.  The  remarks  which 
we  have  just  now  made  will  likewise  show  how  far  the  weight  of 
the  beam  may  influence  the  sensibility  of  a  balance.  We  have  seen 
that  if  a  balance  is  not  actually  to  become  less  delicate  on  increased 
loading,  it  must  on  the  one  hand  have  a  tendency  to  become  more 
delicate  by  the  continual  approach  of  the  centre  of  gravity  to  the 
fulcrum.  Now  it  is  evident,  that  the  more  considerable  the  weight 
of  the  beam  is,  the  less  will  an  equal  load  placed  upon  both  scales 
alter  the  centre  of  gravity  of  the  whole  system,  the  more  slowly 
will  the  centre  of  gravity  approach  the  fulcrum,  the  less  will  the 
increased  friction  be  neutralized,  and  consequently  the  less  sensi- 
bility will  the  balance  possess.  Another  point  to  be  taken  into 
account  here  is,  that  the  moving  forces  being  equal,  a  less  mass 
or  weight  is  more  readily  moved  than  a  greater.     (§  4  a,) 

§6. 
We  will  now  proceed,  first,  to  give  the  student  a  few  general 
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mies  to  gaide  him  in  the  purchase  of  a  balance  intended  for  the 
purposes  of  quantitative  analysis ;  and,  secondly,  to  point  out  the 
best  method  of  testing  the  accuracy  and  sensibility  of  a  balance. 

1.  A  balance  able  to  bear  70  or  80  grammes  in  each  scale,  suf- 
fices for  most  purposes. 

2.  The  balance  must  be  enclosed  in  a  glass  case  to  protect  it 
from  dust.  This  case  ought  to  be  sufficiently  hirge,  and,  more 
especially,  its  sides  should  not  approach  too  near  the  scales.  It 
must  be  constructed  in  a  manner  to  admit  of  its  being  opened  and 
closed  with  facility,  and  thus  to  allow  the  operation  of  weighing 
to  be  effected  without  any  disturbing  influence  from  currents 
of  air.  Therefore,  either  the  front  part  of  the  case  should  consist 
of  three  parts,  viz.,  a  fixed  centre  part  and  two  lateral  parts,  open- 
ing like  doors ;  or,  if  the  front  part  happens  to  be  made  of  one 
piece,  and  arranged  as  a  sliding-door,  the  two  sides  of  the  case  must 
be  provided  each  with  a  door. 

3.  The  balance  must  be  provided  with  a  proper  contrivance  to 
render  it  immovable  whilst  the  weights  are  being  placed  upon  the 
scale.  This  is  most  commonly  effected  by  an  arrangement  which 
enables  the  operator  to  lift  up  the  beam  and  thus  to  remove  the 
middle  edge  from  its  support,  whilst  the  scales  remain  suspended. 

Older  contrivances  check  the  scales  without  lifting  the  middle 
edge  from  its  support.  It  is  very  convenient  to  have  a  stop  both 
for  the  scale-pans  and  the  beam.  The  newer  balances  are  almost 
always  so  provided.  The  usual  device  for  checking  the  scale- 
pans  consists  of  two  supports  immediately  below  them,  which  slide 
up  and  down,  and  are  provided  with  crossed  silk  ribbons  or  camel' s- 
hair  brushes.  The  supports  must  move  with  such  perfect  steadi- 
ness that,  when  carefully  removed  from  the  scale-pans,  the  latter 
do  not  shake  in  the  least.  This  arrangement  is  of  advantage  in 
facilitating  the  loading  of  the  scale-pans,  besides  enabling  an  im- 
mediate stop  to  be  put  to  trembling  or  shaking  of  the  scales,  and 
is  convenient  also  because  in  cases  where  the  same  body  has  to  be 
weighed  repeatedly,  the  weights  may  be  left  on  the  scale-pan 
without  risk  to  the  balance.  Stops  that  check  the  beam  and  scale- 
pans  by  one  action  (a  turn)  appear  to  me  less  practical,  because 
the  checking  of  the  scale-pans  after  every  addition  of  a  small  weight 
is  purposeless, while  it  impairs  the  rapidity  of  weighing.  It  is 
highly  advisable  to  have  the  checking  contrivances  arranged  to  be 
manipulated  from  without,  while  the  glass  case  remains  closed. 
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4.  It  is  necessary  that  the  balaixce  be  provided  with  an  index 
or  pointer  to  mark  its  oscillations  on  a  graduated  arc ;  and  it  is 
more  advantageous  to  have  tlie  index  beneath  the  axis  rather  than 
at  the  side  of  the  balance. 

5.  The  balance  must  be  provided  with  a  pendulum  or  spirit 
level  in  order  that  the  three  edges  may  be  placed  on  an  exactly 
horizontal  level ;  it  is  hence  practical  to  have  the  case  rest  on  three 
screws. 

6.  It  is  very  convenient  and  time-saving  for  the  beam  to  be 
graduated   decimally,   so  that  by  means  of   a   centi-  q 
gramme    **  rider,"    Fig.    2,    milligrammes   and   their        r^^ 
fractions  may  be  weighed.      Modern  balances  are  so 
constructed  that  the  rider  may  be  shifted  to  any  posi- 
tion on  the  beam,  witiiout  opening  the  case,  by  means       Fig.  2. 
of  a  movable  arm  passing  through  the  side  of  the  case.* 

7.  The  balance  must  be  provided  with  a  screw  to  regulate  the 
centre  of  gravity,  and  likewise  with  two  screws  to  regulate  the 
equality  of  the  arms,  and  finally  with  screws  to  restore  the  equi- 
librium of  the  scales,  should  this  have  been  disturbed. 

§7. 

The  following  experiments  serve  to  test  the  accuracy  and  sensi- 
bility of  a  balance : 

1.  The  balance  is,  in  the  first  place,  accurately  adjusted,  if 
necessary,  either  by  the  regulating  screws,  or  by  means  of  tinfoil, 
and  a  milligramme  weight  is  then  placed  in  one  of  the  scales.  A 
good  and  practically  useful  balance  must  turn  very  distinctly  with 
this  weight;  a  delicate  chemical  balance  should  indicate  0.1  milli- 
gramme distinctly.  It  should  be  noted  here  that  the  mere  point- 
ing of  the  index  to  zero  is  not  sufficient  evidence  of  equilibrium. 
It  is  much  better  to  observe  the  oscillations  of  the  pointer,  which 
may  be  effected,  if  necessary,  by  a  slight  move  of  the  hand  near 
one  of  the  scale-pans  so  as  to  produce  a  slight  wind.  The  vibra- 
tion must  be  nearly  equal  on  both  sides,  growing  less  with  each 
vibration,  until  the  pointer  finally  comes  to  rest  at  zero. 

*Hbmfsl,  of  Paris,  puts  a  very  complete  arrangement  for  placing  small 
weights  and  shifting  the  rider,  on  his  balances  (see  Zeitsehr,/.  analj/i.  Ch&m.,  iv, 
88).    I  have  had  no  personal  experience  with  it,  however. 
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2.  Both  scales  are  loaded  with  the  maximam  weight  the  con- 
strnction  of  the  l)alance  will  admit  of ;  the  balance  is  then  aca^ 
raiely  adjusted,  and  a  milligramme  added  to  the  weight  in  the  one 
scale.  This  ought  to  cause  the  balance  to  turn  to  the  same  extent 
as  in  1.  In  most  balances,  however,  it  shows  somewhat  less  on 
the  index.  It  follows  from  §  5  /?  that  the  balance  will  oscillate 
more  slowly  in  this  than  in  the  first  experiment. 

8.  The  balance  is  accurately  adjusted  (should  it  be  necessary 
to  establish  a  perfect  equilibrium  between  the  scales  by  loading  the 
one  with  a  minute  portion  of  tinfoil,  this  tinfoil  must  be  left  re- 
maining upon  the  scale  during  the  experiment) ;  both  scales  are 
then  equally  loaded,  say,  with  fifty  grammes  each,  and,  if  neces- 
sary, the  balance  is  again  adjusted  (by  the  addition  of  small 
weights).  The  load  of  the  two  scales  is  then  interchanged,  so  as 
to  transfer  that  of  the  right  scale  to  the  left,  and  vice  versa,  A 
balance  with  perfectly  equal  arms  must  maintain  its  absolute  equi- 
librium upon  this  interchange  of  the  weights  of  the  two  scales. 

4.  The  balance  is  accurately  adjusted ;  it  is  then  arrested  and 
again  set  in  motion ;  the  same  process  should  be  repeated  several 
times.  A  good  balance  must  invariably  reassume  its  original  equi- 
librium. A  balance  the  end  edges  of  which  afford  too  much  play 
to  the  hook  resting  upon  them,  so  as  to  allow  the  latter  slightly  to 
alter  its  position,  will  show  perceptible  differences  in  different 
trials.  This  fault,  however,  is  possible  only  with  balances  of  defec- 
tive construction.* 

A  balance  to  be  practically  useful  for  the  purposes  of  quantita- 
tive analysis  must  stand  the  first,  second,  and  last  of  these  tests. 
A  slight  inequality  of  the  arms  is  of  no  great  consequence,  as  the 
error  that  it  would  occasion  may  be  completely  prevented  by  the 
manner  of  weighing. 

As  the  sensibility  of  a  balance  will  speedily  decrease  if  the  steel 
edges  are  allowed  to  get  rusty,  delicate  balances  should  never  be 
kept  in  the  laboratory,  but  always  in  a  separate  room.  It  is  also 
advisable  to  place  within  the  case  of  the  balance  a  vessel  half  filled 
with  calcined  potassium  carbonate,  to  keep  the  air  dry.  I  need 
hardly  add  that  this  salt  must  be  recalcined  as  soon  as  it  gets  moist. 

*  Q.  Wbbtphal,  of  Celle,  has  described  a  mode  of  construction  which  abso- 
lutely excludes  the  i>0Bsibilit7  of  this  fault  {Mtachr,/,  analyt,  Chem ,  vu,  294). 
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§8. 
h.  The  Weights. 

IntrinBically,  it  is  quite  immaterial  what  unit  of  weight  is 
adopted.  Most  chemists,  however,  use  the  gramme  weights 
because  of  convenience  in  recording  as  well  as  in  calculating. 
With  regard  to  the  feet  of  weights,  it  is  generally  a  matter  of  indif« 
ference  for  scientific  purposes  whether  the  gramme,  its  multiples, 
and  fractions  are  really  and  perfectly  equal  to  the  accurately 
adjusted  normal  weights  of  the  corresponding  denominations;*  but 
it  is  absolutely  necessary  that  they  should  agree  perfectly  among 
themselves,  i.e.^  the  centigramme  weight  must  be  exactly  the  one- 
hundredth  part  of  the  gramme  weight  of  the  set,  etc. ,  etc. 

Before  describing  the  testing  of  the  weights  as  to  their  accuracy, 
attention  must  be  called  to  the  following  points : 

1.  A  set  of  weights  ranging  from  one  milligramme  to  fifty 
grammes  fully  suffices  for  most  purposes. 

2.  The  set  of  weights  should  be  kept  in  a  suitable,  well-closing 
box;  and  it  is  desirable  likewise  that  a  distinct  compartment  be 
appropriated  to  every  one,  even  of  the  smaller  weights. 

3.  As  to  the  shape  best  adapted  for  weights,  I  think  that  of 
short  frusta  of  cones  inverted,  with  a  handle  at  the  top,  the  most 
convenient  and  practical  form  for  the  large  weights ;  square  pieces 
of  foil,  turned  up  at  one  corner,  are  best  adapted  for  the  small 
weights.  The  foil  used  for  this  purpose  should  not  be  too  thin, 
and  the  compartments  adapted  for  the  reception  of  the  several 
smaller  weights  in  the  box  should  be  large  enough  to  admit  of  their 
contents  being  taken  out  of  them  with  facility,  or  else  the  smaller 
weights  will  soon  become  crumpled  and  defaced.  Every  one  of 
the  weights  (with  the  exception  of  the  milligramme)  should  be  dis- 
tinctly marked. 

4.  So  far  as  the  material  most  suitable  for  weights  is  con- 
cerned,  rock  crystal,  though  best  adapted  for  normal  weights,  is 
unsuitable  for  ordinary  weights  because  of  its  high  cost  and  the 
inconvenient  form  the  weights  would  have.  Platin^um,  were  it  not 
so  costly,  would  be  surely  adopted  generally,  on  account  of  its 
unchangeability.    As  a  rule,  however,  platinum  is  used  for  weights 

♦  It  were  desirable  that  makers  of  analytical  weights  endeavor  to  procure 
normcLl  weights.  It  is  very  annoying,  in  many  cases,  to  find  notable  dififerences 
between  weights  of  the  same  denomination,  but  coming  from  different  makers» 
as  I  have  frequently  observed. 
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smaller  than  1  gramme  or  0*5  gramme,  while  brass  is  used  for  all 
the  higher  denominations.  Brass  weights  must  be  carefully 
shielded  from  the  action  of  acid  or  other  vapors,  or  their  correct- 
ness will  be  impaired ;  nor  should  they  ever  be  touched  witli  the 
fingers,  but  always  with  small  pincers.  It  is  an  erroneous  notion 
to  suppose  that  weights  slightly  tarnished  are  unfit  for  use.  In 
fact,  it  is  scarcely  possible  to  keep  weights  for  any  very  great 
length  of  time  from  becoming  slightly  tarnished.  I  have  carefully 
examined  many  weights  of  this  description,  and  have  found  them 
to  correspond  as  exactly  with  one  another  in  their  relative  propor- 
tions as  they  did  when  first  used.  The  tarnishing  coat  is  so 
extremely  thin  that  even  a  very  delicate  balance  will  generally  fail 
to  point  out  any  perceptible  difference  in  the  weight.  It  will 
nevertheless  be  found  advantageous  to  gild  the  brass  weights  pre- 
vious to  their  final  adjustment. 

The  following  is  the  proper  way  of  testing  the  weights : 
One  scale  of  a  delicate  balance  is  loaded  with  a  one-gramme 
weight,  and  the  balance  is  then  completely  equipoised  by  taring 
with  small  pieces  of  brass,  and  finally  tinfoil  (not  paper,  since  this 
absorbs  moisture).  The  weight  is  then  removed,  and  replaced  suc- 
cessively by  the  other  gramme  weights,  and  afterwards  by  the  same 
amount  of  weight  in  pieces  of  lower  denominations. 

The  balance  is  carefully  scrutinized  each  time,  and  any  devia- 
tion from  the  exact  equilibrium  marked.  In  the  same  way  it  is 
seen  whether  the  two-gramme  piece  weighs  as  much  as  two  single 
grammes,  the  five-gramme  piece  as  much  as  three  single  grammes 
and  the  two-gramme  piece,  etc.  In  the  comparison  of  the  smaller 
weights  thus  among  themselves,  they  must  not  show  the  least  dif- 
ference on  a  balance  turning  with  O'l  milligramme.  In  comparing 
the  larger  weights  with  all  the  small  ones,  differences  of  0*1  to  0*2 
milligramme  may  be  passed  over.  If  you  wish  them  to  be  more 
accurate,  you  must  adjust  them  yourself.  In  the  purchase  of 
weights  chemists  ought  always  to  bear  in  mind  that  an  accurate 
weight  is  truly  valuable,  whilst  an  inaccurate  one  is  absolutely 
worthless.*  It  is  the  safest  way  for  the  chemist  to  test  every 
weight  he  purchases,  no  matter  how  high  the  reputation  of  the 
maker. 


*  Compare  W.  Grookes,  on  adjusting  chemical  weights  {Zeitschr,/.  Analyt. 
Ch^m.,  VI,  431),  and  K.  L.  Bauer  [ibid ,  viii,  390). 
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§9. 

c.  The  Process  of  Weighino. 

There  are  two  different  methods  of  determining  the  weight  of 
substances ;  the  one  might  be  termed  direct  weighing^  the  other  is 
called  weighing  hy  substitution. 

In  direct  weighing,  the  substance  is  placed  upon  one  scale,  and 
the  weight  upon  the  other.  If  we  possess  a  balance,  the  arms  of 
which  are  of  equal  length,  and  the  scales  in  a  perfect  state  of 
equilibrium,  it  is  indifferent  upon  which  scale  the  substance  is 
placed  in  the  several  weighings  required  during  an  analytical  pro- 
cess ;  i.e,y  we  may  weigh  upon  the  right  or  upon  the  left  side,  and 
change  sides  at  pleasure,  without  endangering  the  accuracy  of  our 
results.  But  if,  on  the  contrary,  the  arms  of  our  balance  are  not 
perfectly  equal,  or  if  the  scales  are  not  in  a  state  of  perfect  equili- 
briam,  we  are  compelled  to  weigh  invariably  upon  the  same  scale, 
otherwise  the  correctness  of  our  results  will  be  more  or  less  materi- 
ally impaired. 

Suppose  we  want  to  weigh  one  gramme  of  a  substance,  and  to 
divide  tiiis  subsequently  into  two  equal  parts.  Let  us  assume 
onr  balance  to  be  in  a  state  of  perfect  equilibrium,  but  with 
unequal  arms,  the  left  being  99  millimeters,  the  right  100 
millimeters,  long ;  we  place  a  gramme  weight  upon  the  left  scale, 
and  against  this,  on  the  right  scale,  as  much  of  the  substance  to  be 
weighed  as  will  restore  the  equilibrium  of  the  balance. 

According  to  the  axiom,  '^  masses  are  in  equilibrium  upon  a 
lever,  if  the  products  of  their  weights  into  their  distances  from  the 
fulcrum  are  equal,"  we  have  consequently  upon  the  right  scale  0-99 
grm.  of  substance,  since  99xl'00=100xO-99.  If  we  now,  for  the 
purpose  of  weighing  one  half  the  quantity,  remove  the  whole 
weight  from  the  left  scale,  substituting  a  0*5  grm.  weight  for  it, 
and  then  take  off  part  of  the  substance  from  the  right  scale,  until 
the  balance  recovers  its  equilibrium,  there  will  remain  0*495  gnn. ; 
and  tliis  is  exactly  the  amount  we  have  removed  from  the  scale : 
we  have  consequently  accomplished  our  object  with  respect  to  the 
relative  weight ;  and  as  we  have  already  remarked,  the  absolute 
weight  is  not  generally  of  so  much  importance  in  scientific  work. 
But  if  we  attempted  to  halve  the  substance  which  we  have  on  the 
right  scale,  by  first  removing  both  the  weight  and  the  substance 
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from  the  scales,  and  placing  subsequently  a  0*6  grm.  weight  upon 
the  right  scale,  and  part  of  the  substance  upon  the  left^  until  the 
balance  recovers  its  equilibrium,  we  should  have  0'505  grra.  of 
substance  upon  the  left  scale,  since  J 00  X  0-5  =  99  X  0-505; 
and  consequently,  instead  of  exact  halves,  we  should  have  one 
part  of  the  substance  amounting  to  0*505,  the  other  only  to  0*485, 
grm. 

If  the  balance  is  equal-armed,  but  the  scale-pans  are  not  in  a 
state  of  absolute  equilibrium,  we  are  obliged  to  weigh  our  sub- 
stances in  vessels  to  insure  accurate  results  (although  the  arms  of 
the  balance  be  perfectly  equal).  It  is  self-evident  that  the  weights 
in  this  case  must  likewise  be  invariably  placed  upon  one  and  the 
same  pan,  and  that  the  difference  between  the  two  scale-pans 
must  not  vary  during  the  course  of  a  series  of  experiments. 

From  these  remarks  result  the  two  following  rules : 

1.  It  is,  under  all  circumstances,  advisable  to  place  the  sub- 
stance invariably  upon  one  and  the  same  pan — most  conveniently 
upon  the  left. 

2.  If  the  operator  happens  to  possess  a  balance  for  his  own 
private  and  exclusive  use,  there  is  no  need  that  he  should  adjust  it 
at  the  commencement  of  every  analysis ;  but  if  the  balance  be  used 
in  common  by  several  persons,  it  is  absolutely  necessary  to  ascer- 
tain, before  every  operation,  whether  the  state  of  absolute  equili- 
brium may  not  have  been  disturbed. 

Weighing  hy  substitution  yields  not  only  relatively^  but  also 
absolutely  accurate  results;  no  matter  whether  the  arms  of  the 
balance  be  of  exactly  equal  lengths  or  not,  or  whether  the  scales  be 
in  perfect  equipoise  or  not. 

The  process  is  conducted  as  follows:  The  material  to  be 
weighed — say  a  platinum  crucible — is  placed  upon  one  scale,  and 
the  other  scale  is  accurately  counterpoised  against  it.  The  plati- 
num  crucible  is  then  removed,  and  the  equilibrium  of  the  balance 
restored  by  substituting  weights  for  the  removed  cnicible.  It  is 
perfectly  obvious  that  the  substituted  weights  will  invariably 
express  the  real  weight  of  the  crucible  with  absolute  accuracy. 
We  weigh  by  substitution  whenever  we  require  the  greatest  pos- 
sible accuracy;  as,  for  instance,  in  the  determination  of  atomic 
weights.  The  process  may  be  materially  shortened  by  first  placing 
a  tare  (which  must  of  course  be  heavier  than  the  substance  to  be 
weighed)  upon  one  scale,  say  the  left,  and  loading  the  other  scale 
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with  weights  until  equilibrinm  is  produced.  This  tare  is  always 
retained  on  the  left  scale.  The  weights  after  being  noted  are  re- 
moved. The  substance  is  placed  on  the  right  scale,  together  with 
the  smaller  weights  requisite  to  restore  Üie  equilibrium  of  the 
balance.  The  sum  of  the  weights  added  is  then  subtracted  from 
the  noted  weight  of  the  counterpoise :  the  remainder  will  at  once 
indicate  the  absolute  weight  of  the  substance.  Let  us  suppose,  for 
instance,  we  have  on  the  left  scale  a  tare  requiring  a  weight  of  fifty 
grammes  to  counterpoise  it.  We  place  a  platinum  crucible  on  the 
right  scale,  and  find  that  it  requires  an  additional  weight  of  10 
grammes  to  counterpoise  the  tare  on  the  left.  Accordingly,  the 
crucible  weighs   50  minus  10,  i.e.^  40  grammes. 

§10. 
The  following  rules  will  be  found  useful  in  performing  the 
process  of  weighing : 

1.  The  balance  should  be  kept  in  a  dry  place,  protected  from 
acid  vapors,  etc.,  and,  if  possible,  not  exposed  to  direct  sunlight. 
It  should  be  placed  on  a  firm  support  and  in  a  level  position ;  nor 
must  it  be  too  near  the  source  of  heat,  should  the  room  be  heated, 
otherwise  it  may  be  unequally  heated. 

2.  The  safest  and  most  expeditious  method  of  ascertaining  the 
exact  weight  of  a  substance,  is  to  avoid  trying  weights  at  random ; 
instead  of  this,  a  strictly  systematic  course  ought  to  be  pursued  in 
counterpoising  substances  on  the  balance.  Suppose,  for  instance, 
we  want  to  weigh  a  crucible,  the  weight  of  which  subsequently 
turns  out  to  be  6*627  grammes;  we  first  place  10  grammes  on  the 
other  scale  against  it,  and  we  find  this  is  too  much ;  we  place  the 
weight  next  in  succession,  ^.^.,  5  grammes,  and  find  this  too  little; 
next  7,  too  much;  6,  too  little;  6"5,  too  little;  6-7,  too  much;  6*6, 
too  little;  6-65,  too  much;  6-62,  too  little;  6-63,  too  much;  6-625, 
too  little;   6-627,  right. 

For  the  sake  of  illustration,  a  most  complicated  case  has  been 
selected;  this  systematic  way  of  laying  on  the  weights  will,  how- 
ever, in  most  instances  lead  to  the  desired  end,  in  half  the  time 
required  when  weights  are  tried  at  random.  After  a  little  practice 
a  few  minutes  will  sufiice  to  ascertain  the  weight  of  a  substance  to 
within  0-1  milligramme,  provided  the  balance  does  not  oscillate  too 
slowly. 
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3.  The  milligrammes  and  fractions  of  milligrammes  are  deter- 
mined by  a  centigramme  rider  (to  be  placed  on  or  between  the 
divisions  on  the  beam)  far  more  expeditiously  and  conveniently 
than  by  the  use  of  the  weights  themselves,  and  at  the  same  time 
with  equal  accuracy. 

4.  Particular  care  and  attention  should  be  bestowed  on  enter- 
ing the  weights  in  the  book.  The  best  way  is  to  write  down  the 
weights  first  by  inference  from  the  blanks,  or  gaps  in  the  weight 
box,  and  to  control  the  entry  subsequently  by  removing  the  weights 
from  the  scale,  and  replacing  them  in  their  respective  compartments 
in  the  box.  The  student  should  from  the  commencement  make  it 
a  rule  to  enter  the  number  to  be  deducted  in  the  lower  line;  thus, 
in  the  upper  line,  the  weight  of  the  crucible  +  the  substance ;  in 
the  lower  line,  the  weight  of  the  empty  crucible. 

5.  The  balance  ought  to  be  arrested  every  time  any  change  is 
contemplated,  such  as  removing  weights,  substituting  one  weight 
for  another,  etc.  etc. ,  or  it  will  soon  be  spoiled. 

6.  Substances  (except,  perhaps,  pieces  of  metal,  or  some  other 
bodies  of  the  kind)  must  never  be  placed  directly  upon  the  scales, 
but  ought  to  be  weighed  in  appropriate  vessels  of  platinum,  silver, 
glass,  porcelain,  etc.,  never  on  paper  or  card,  since  these,  being 
liable  to  attract  moisture,  are  apt  to  alter  in  weight.  The  most 
common  method  is  to  weigh  in  the  first  instance  the  vessel  by  itself, 
and  to  introduce  subsequently  the  substance  into  it,  to  weigh  again, 
and  subtract  the  former  weight  from  the  latter.  In  many  instances, 
and  more  especially  where  several  portions  of  the  same  substance 
are  to  be  weighed,  the  united  weight  of  the  vessel  and  of  its  con- 
tents is  first  ascertained ;  a  portion  of  the  contents  is  tlien  shaken 
out,  and  the  vessel  weighed  again ;  the  loss  of  weight  expresses  the 
amount  of  the  portion  taken  out  of  the  vessel. 

7.  Substances  prone  to  attract  moisture  from  the  air  must  be 
weighed  invariably  in  closed  vessels  (in  covered  crucibles,  for 
instance,  or  between  two  watch-glasses,  or  in  a  closed  glass  tube) ; 
fluids  are  to  be  weighed  in  small  bottles  closed  with  glass  stoppers. 

8.  A  vessel  ought  never  to  be  weighed  while  warm,  since  it 
will  in  that  case  invariably  weigh  lighter  than  it  really  is.  This  is 
owing  to  two  circumstances.  In  the  first  place,  every  substance 
condenses  upon  its  surface  a  certain  quantity  of  air  and  moisture, 
the  amount  of  which  depends  upon  the  temperature  and  hygro- 
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scopic  state  of  the  air,  and  likewise  on  its  own  temperature.  Now 
Suppose  a  crucible  has  been  weighed  cold  at  the  commencement 
of  the  operation,  and  is  subsequently  weighed  again  while  hot, 
together  with  the  substance  it  contains,  and  the  weight  of  which 
we  wish  to  determine.  If  we  subtract  for  this  purpose  the 
weight  of  the  cold  crucible,  ascertained  in  the  former  instance, 
from  the  weight  found  in  the  latter,  we  shall  subtract  too  much, 
and  consequently  we  shall  set  down  less  than  the  real  weight  for 
the  substance.  In  the  second  place,  bodies  at  a  high  temperature 
are  constantly  communicating  heat  to  the  air  immediately  around 
them;  the  heated  air  expands  and  ascends,  and  the  denser  and 
colder  air,  flowing  towards  the  space  which  the  former  leaves,  pro- 
duces a  current  which  tends  to  raise  the  scale,  making  it  thus 
appear  lighter  than  it  really  is. 

9.  If  we  suspend  from  the  end  edges  of  a  correct  balance 
respectively  10  grammes  of  platinum  and  10  grammes  of  glass,  by 
wires  of  equal  weight,  the  balance  will  assume  a  state  of  equili- 
brium ;  but  if  we  subsequently  immerse  the  platinum  and  glass 
completely  in  water,  this  equilibrium  will  at  once  cease,  owing  to 
the  different  specific  gravity  of  the  two  substances;  since,  as  is 
well  known,  substances  immersed  in  water  lose  of  their  weight 
a  portion  equal  to  the  weight  of  their  own  bulk  of  water.  If 
this  be  borne  in  mind,  it  must  be  obvious  to  every  one  that 
weighing  in  the  air  is  likewise  defective,  inasmuch  as  the  bulk 
of  the  substance  weighed  is  not  equal  to  that  of  the  weight 
used.  This  defect,  however,  is  so  very  insignificant,  owing 
to  the  trifling  specific  gravity  of  the  air  in  proportion  to  that 
of  solid  substances,  that  we  may  generally  disregard  it  alto- 
gether in  analytical  experiments.  In  cases,  however,  where 
(ü>8olutdy  accurate  results  are  required,  the  bulk  both  of 
the  substance  examined,  and  of  the  weight,  must  be  taken 
into  account,  and  the  weight  of  the  corresponding  volume 
of  air  added  respectively  to  that  of  the  substance  and  of 
the  weight,  making  thus  the  process  equivalent  to  weighing 
in  vacuo. 
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§11. 

2.  Mkabubino. 

The  process  of  meafiaring  is  confined  in  analytical  researches 
mostly  to  gases  and  liquids.  The  method  of  measuring  gases  has 
been  brought  to  such  perfection  by  Bunsen,  Kegnault  and  Reiset, 
Fbankland  and  Ward,  Williamson  and  Bussell,  and  by  others, 
that  it  may  be  said  to  equal  in  accuracy  the  method  of  weighing. 
However,  such  accurate  measurements  demand  an  expenditure  of 
time  and  care  which  can  be  bestowed  only  on  the  nicest  and  most 
delicate  scientific  investigations.* 

The-  measuring  of  liquids  in  analytical  investigations  was  resorted 
to  first  by  Desoroizilles  {AlkaiivieUr^  1806).  Gay-Lussao 
materially  improved  the  process,  and  indeed  brought  it  to  the 
highest  degree  of  perfection  (measuring  of  the  solution  of  sodium 
chloride  in  the  assay  of  silver  in  the  wet  way).  More  recently 
F.  MoHB  t  has  bestowed  much  care  and  ingenuity  upon  the  pro- 
duction of  appropriate  and  convenient  measuring  apparatus,  and 
has  added  to  our  store  the  eminently  practical  pinch-cock  burette. 
The  process  is  now  resorted  to  even  in  most  accurate  scientific 
investigations,  since  it  requires  much  less  time  than  the  process  of 
weighing. 

The  accuracy  of  all  measurings  depends  upon  the  proper  con- 

*  A  detailed  description  of  Bull  ben's  method  is  to  be  found  in  the  Hand- 
Wörterbuch  der  Chemie,  by  Liebic»,  Poggbndorff,  and  Wöhler,  ii,  1053 
(Kolbe's  Eudiometer),  and  i,  %  3d  edit.,  ^^  {Vt^umetric  Analysis  of  Oases,  by 
Eolbe  and  Frankland).  Bunsen,  further,  wrote  a  valuable  monograph  on 
this  subject  under  the  title  Oasometrie  Methods,  and  published  by  Fr.  Vieweg 
&  Son,  Brunswick,  1857,  and  which  was  translated  by  Roscoe.  The  methods 
of  gas  measurement  employed  by  Kegnault  and  Reibet,  as  well  as  by  Frank- 
land  and  Ward,  differ  from  the  improved  Bunsen  method  in  that  in  the 
former  the  measuring  tubes  stand  in  cylinders  filled  with  water,  whereby  the 
temperature  of  the  gas  is  brought  in  a  few  minutes  to  that  of  the  water,  thus 
materially  shortening  the  time  required  in  gas  analysis.  In  the  Frankland- 
Ward  method  the  gasometric  determination  \&  also  independent  of  the  atmos- 
pheric pressure.  Both  methods,  as  a  matter  of  course,  require  complicated  and 
expensive  apparatus.  These  are  minutely  described  and  figured  in  the  above- 
mentioned  article  by  Frankland.  The  Williamson -Russell  gasometric 
apparatus  is  described  in  the  Jour.  Ghem.  8oe.,  xvii,  238;  and  Russell's  modi- 
fication, ibid,  (2),  VI.  128.  also  in  Zeitschr.f.  analyt.  Cheni.,  vii,  454. 

t  Lehrbuch  der  Tärirmethode,  Dr.  Fr.  MouR. 
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Btmction  of  the  measuring  vessels,  and  also  upon  the  manner  in 
which  the  process  is  conducted. 

§12. 

a.  The  Measubino  of  Gases. 

We  use  for  the  measuring  of  gases  graduated  tubes  of  greater 
or  less  capacity,  made  of  strong  glass,  and  sealed  at  one  end,  which 
should  be  rounded.  The  following  tubes  will  be  found  sufficient 
for  all  the  processes  of  gas  measuring  required  in  organic  elementary 
analyses : 

1.  A  bell-glass  capable  of  holding  from  150  to  250  c.  c,  and 
about  4  centimetres  in  diameter,  and  divided  T*ito  cubic  centimetres. 

2.  Five  or  six  glass  tubes  of  about  12  to  15  millimetres  bore 
diameter,  and  capable  of  holding  from  30  to  40  c.  c.  each,  divided 
into  0-2  c.  c. 

The  sides  of  these  tubes  should  be  fairly  thick,  otherwise  they 
will  be  liable  to  break,  especially  when  used  to  measure  over  mer- 
cury. The  sides  of  the  bell-glass  should  be  about  3,  of  the  tubes 
about  2,  millimetres  thick. 

The  most  important  point,  however,  in  connection  with  meas- 
uring instruments  is  that  they  be  correctly  graduated,  since  upon 
this  of  course  depends  the  accuracy  of  the  results.  For  the  method 
of  graduating  consult  Bebzelius'  ''  Lehrbuch  der  Chemie^'*'*  4tli 
ed.,  X,  under  Messen;  also  Gbeville  Wiluams'  "  Chemical 
Manipulation, ' ' 

In  testing  the  measuring  tubes  we  have  to  consider  thi-ee 
questions  : 

1.  Do  the  divisions  of  a  tube  correspond  with  each  other? 

2.  Do  the  divisions  of  each  tube  correspond  with  those  of  the 
other  tubes  ? 

3.  Do  the  volumes  expressed  by  the  graduation  lines  corre- 
spond with  the  weights  used  by  the  analyst  ? 

These  three  questions  ai'e  answered  by  the  following  experi- 
ments : 

a.  The  tube  which  it  is  intended  to  examine  is  placed  in  a  per- 
pendicular position,  and  filled  gradually  with  accurately  measured 
small  quantities  of  mercury,  care  being  taken  to  ascertain  with  the 
ntmost  precision  whether  the  graduation  of  the  tube  is  proportion- 
ate to  the  equal  volumes  of  mercury  poured  in.     The  measuring- 
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off  of  the  mercury  is  effected  by  means  of  a  small  glass  tnbe,  sealed 
at  one  end,  and  ground  perfectly  even  and  smooth  at  the  other. 
This  tube  is  filled  to  overflowing  by  immersion  under  mercury, 
care  being  taken  to  allow  no  air  bubbles  to  remain  in  it;  the 
excess  of  mercury  is  then  removed  by  pressing  a  small  glass  plate 
down  on  the  smooth  edge  of  the  tube.* 

h.  Different  quantities  of  mercury  are  successively  measured 
off  in  one  of  the  smaller  tubes,  and  then  transferred  into  the  other 
tubes.  The  tubes  may  be  considered  in  perfect  accordance  with 
each  other,  if  the  mercury  reaches  invariably  the  same  divisional 
point  in  every  one  of  them. 

Such  tubes  as  are  intended  simply  to  determine  the  relative 
volume  of  different  gases,  need  only  pass  these  two  experiments ; 
but  in  cases  where  we  want  to  calculate  the  weight  of  a  gas  from 
its  volume^  it  is  necessary  also  to  obtain  an  answer  to  the  tliird 
question.     For  this  purpose — 

c.  One  of  the  tubes  is  accurately  weighed  and  then  filled  with 
distilled  water  of  a  temperature  of  17 '5°  to  the  last  mark  of  the 
graduated  scale ;  the  weight  of  the  water  is  then  accurately  deter- 
mined. If  the  tube  agrees  with  the  weight,  every  100  c.  c.  of 
water  at  17'5°  must  weigh  99-78  grammes.f  Should  it  not  agree, 
no  matter  whether  the  error  is  due  to  faulty  weights  or  incorrect 
graduations,  we  must  apply  a  correction  to  the  volume  observed 
before  calculating  the  weight  therefrom.  For  instance,  if  100  c.  c. 
had  been  found  to  weigh  100  grammes — ^assuming  our  weight  to  be 
perfect — ^then  the  c.  c.  divisions  would  be  too  large,  and  to  convert 
100  c.  c.  into  normal  c.  c.  the  following  calculation  would  have  to 
be  made : 

99-78  :  100  ::  100  i  x. 

In  gas  analysis  proper  by  Bunsen's  methods  (the  simplest  and 
most  accurate)  a  suitable  eudiometer  is  indispensable.  Bunsen's 
eudiometer.  Fig.  3,  is  a  glass  tube  500  to  600  mm.  long,  with  a 
bore  of  20  mm. ,  as  uniform  as  possible  throughout,  and  the  thick- 
ness of  the  glass  not  exceeding  2  mm.     At  the  upper,  closed  end 

♦  As  warming  the  metal  is  to  be  carefully  avoided  in  this  process,  it  is  advis- 
able not  to  hold  the  tube  with  the  hand  in  immersing  it  in  the  mercury,  but  to 
fasten  it  in  a  small  wooden  holder. 

t  A  gramme  is  the  weight  of  1  c.  c.  of  water  in  vacuo  at  4°. 
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of  the  tube  tlierc  are  sealed  in  at  opposite  sides  two  fine  platinum 
wires.     These  wires  are  bent  internally  to  lie  close  to  the  walls  of 

Pig.  8. 
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the  tube,  and  approach  each  other  at  the  apex  of  the  tube  until 
separated  by  a  distance  of  1  to  2  mm. 

The  tube  is  graduated  in  millimetre  divisions  by  means  of  an 
ingenious  divider.  The  volumes  corresponding  to  the  several  divi- 
sions are  then  determined  by  measurement  with  6qual  volumes  of 
mercury,  and  noted  down  in  a  table.  This  method  of  dividing  and 
adjusting  is  unquestionably  the  most  accurate. 

Besides  this  large  eudiometer  there  is  required  also  a  short  one^ 
Fig.  4,  similarly  graduated  in  millimetres,  and  slightly  curved  at 
the  lower  end.  Its  length  is  250  mmi.,  and  its  bore  20  mm.  in 
diameter ;  the  glass  should  be  2  mm.  thick. 

Bunsen's  method  of  gas  analysis  requires  a  laboratory  with  a 
northern  exposure  and  uniform  temperature,  and  consumes  much 
time  because  of  the  slow  cooling  of  tlie  gases.  In  order  to  adapt 
the  method  for  the  use  of  those  who  do  not  possess  a  suitable  labo- 
ratory, and  to  shorten  the  time,  O.  Kebsten  *  recommends  that 
the  BrrsrsEN  eudiometer  be  provided  with  a  screw  stopper  like  that 
in  Bunsen's  absorptiometer  tube,t  and  that  the  readings  should  be 
taken  after  immersing  the  eudiometer  in  water.  The  same  result 
is  obtained  in  another  manner  in  the  eudiometer  recommended  by 
J.  P.  C00KE.X 

In  measuring  gases  attention  must  be  given  to  the  following 
points:  1.  Correct  reading  of  the  results;  2,  the  temperature  of 
the  gas;  3,  the  pressure  under  which  the  gas  is  confined;  and  4, 
the  circumstance  whether  the  gas  is  dry  or  moist.  The  three  last 
points  will   be  readily  understood  when  it  is  remembered  that  a 

*Zeitsehr.f.  analyt.  Chem.,  i,  281. 
f  Büksem,  Gawmetr,  Meth,,  p.  147. 
iZeiUchr.f,  analyt.  Chem.,  vii,  86. 
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given  weight  of  gas  undergoes  considerable  alteration  in  volume  by 
changes  in  temperature  or  pressure,  as  well  as  from  greater  or  less 
tension  of  the  admixed  aqueous  vapor. 


§  13. 

1 .  CoBBBCT  Rkabing  OF  Kbsults.  — When  mercury  is  introduced 
into  a  tube,  it  exhibits  a  convex  surface,  because  of  its  cohesion, 
the  phenomenon  being  particularly  striking  in  a  narrow  glass  tube. 
On  the  other  hand  water,  under  similar  circumstances,  exhibits  a 
concave  surface,  owing  to  the  attraction  between  the  tube- wall  and 
the  water.  These  circumstances  render  accurate  reading-off  diffi- 
cult. The  tube  must  invariably  be  placed  perpendicularly,  with 
the  eye  on  a  level  with  the  surface  of  the  fluid.  This  is  effected 
by  the  aid  of  two  plummets  suspended  a  short  distance  from  the 
tube  and  at  a  proper  distance  from  each  other,  or  by  the  aid  of  any 
convenient  perpendicular  door-  or  window-edge.  A  small  mirror 
is  then  pressed  against  the  back  of  the  tube,  and  the  eye  fixed  on 
it  across  the  surface  of  the  liquid.  Wlien  the  eye  has  thus  been 
placed  in  the  proper  position,  the  mirror  is  removed,  and  the 
reading  taken. 

Instead  of  a  mirror,  Bunsen  generally  employs  a  horizontal 
telescope,  movable  vertically,  and  placed  at  a  distance  of  four  to 
six  paces  from  the  eudiometer.  This  arrangement,  while  very 
greatly  facilitating  the  reading,  is  of  especial  advantage  in  the 
measurement  of  gases,  in  that  the  observer  is  placed  some  distance 
from  the  eudiometer,  thus  avoiding  any  expansion  of  the  gases  such 
as  is  to  be  apprehended  by  the  close  proximity  required  in  using 
the  mirror. 

In  taking  the  reading  over  water,  the  middle  of  the  dark  zone 
formed  by  the  water  drawn  up  the  walls  of  the  tube,  is  to  be  taken 
as  the  actual  surface.  When  operating  with  mercury,  however, 
we  have  to  place  the  real  surface  in  a  plane  exactly  in  the  middle 
between  the  highest  point  of  the  surface  of  the  mercury,  and  the 
points  at  which  the  latter  is  in  actual  contact  with  the  walls  of  the 
tube.  However,  the  results  obtained  in  this  way  are  only  approx- 
imate. 

Absolutely  accurate  results  cannot  be  arrived  at,  in  measuring 
over  water  or  any  other  fluid  that  adheres  to  glass.     But  over  mer- 
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cuiy  they  may  be  arrived  at  if  the  error  of  the  meniscus  be  deter- 
mined and  the  mercury  be  read  off  at  the  highest  point.  The 
determination  of  the  error  of  the  meniscus  is  performed  for  each 
tube,  once  for  all,  in  the  folloAving  manner:  Some  mercury  is 
poured  into  the  tube,  and  its  height  read-off  right  on  a  level  with 
the  top  of  the  convex  surface  exhibited  by  it ;  a  few  drops  of  solu- 
tion of  mercuric  chloride  are  then  poured  on  the  top  of  the  metal ; 
this  causes  tlie  convexity  to  disappear.  The  height  of  the  mercury 
in  the  tube  is  now  read-off  again  and  the  difference  noted.  In  the 
process  of  graduation,  the  tube  stands  upright,  in  that  of  measur- 
ing gases,  it  is  placed  upside  down ;  the  difference  observed  must 
accordingly  be  doubled,  and  the  sum  added  to  each  volume  of  gas 
read-off. 

Tlie  mercury  used  in  measuring  gases  must  be  as  pure  as  pos- 
sible, and  must  more  particularly  be  free  from  lead  and  tin,  as 
these  impart  to  it  the  property  of  adhering  to  glass.  Should  they 
be  present,  they  may  be  most  readily  removed  by  subjecting  the 
mercury  for  a  day  to  the  action  of  diluted  nitric  acid,  in  a  shallow 
porcelain  dish,  with  frequent  stirring.  Dust,  etc.,  may  be  removed 
by  filtration  through  a  cloth. 

As  a  pneumatic  trough,  that  devised  by  Bunsen,  Fig.  5,  will 
be  found  convenient.    ^  is  a  piece  of  pear- wood 
310   to  350  mm.   long,    80   to    Sii    nuu,  wide, 
with  a  cavity  chiseled  in  it  240  to  250  iiini. 
long,  50  mm.  widt*,  and   50  mm,   dcej).      The 
bottom  of  the  cavity  is  nnind,   excc^[tt  at  one 
end,  where  a  flat  surface  3i3  mni,  wide  and  'iO 
mm.  long  is  prepared.     On  this  eiirface  is  ce- 
mented a  sheet 
of      vulcanized 
caoutchouc       3 
mm.  thick.     To 
A  are  joined  two 
end  pieces,  £By       jm 
each     19    mm.     ^^ 
thick,  100  tol  10  ^^ 
mm.   wide,  and 
160  to  155  mm.  Fig.  5. 

high.     They  serve  as  supports  for  ^,  as  well  as  ends  for  a  further 
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troagh,  the  side  walls  of  which  are  formed  of  stout  pieces  of  glass 
cemented  in  grooves  in  A  and  JBJB.  The  glass  plates  are  each  310 
to  320  mm.  long,  and  55  mm.  high.  They  are  placed  not  quite 
parallel,  the  lower  edges  being  separated  by  a  distance  of  67  to 
70  mm.,  the  upper  85  mm.  The  trough  stands  on  a  board,  DD^ 
to  which  it  is  fastened  by  strips  of  wood,  ee.  A  vertical  pillar,  ^, 
screwed  into  2>,  carries  the  inclined  channel,  <?,  lined  with  felt; 
it  serves  to  support  the  measuring  tube.  A  is 
a  round,  slanting  cut  in  By  for  the  reception 
of  the  tube ;  i  is  an  incision  for  the  reception 
of  the  lower  end  of  the  tube ;  it  prevents  tlie 
latter  from  falling  into  the  lower  part  of  the 
trough.  In  use  the  trough  is  filled  to  within 
an  inch  of  the  upper  edges  of  the  glass  plates 
with  mercury,  of  which  30  [to  35  lb.  will  be 
necessary.  In  order  that  the  mercury  may 
adhere  to  the  wooden  walls,  the  latter  are  first 
rubbed  moist  then  dry  with  mercury  and 
mercuric-chloride  solution.  In  order  to 
transfer  gases  which  have  been  collected  in 
large  bottles,  a  similar  but  larger  trough  is 
employed. 

Lastly,  in  order  to  accurately  determine  the 
volume  of  a  gas  collected  over  mercury,  it  is 
above  all  necessary  that  the  tube  be  first  com- 
pletely filled  with  mercury,  and  with  the  entire 
exclusion  of  air  bubbles,  before  introducing  the 
gas.  To  this  end  the  tube  is  first  washed  with 
water  and  dried  with  'filter  paper  by  aid  of  a 
wooden  rod.  Fig.  6,  the  upper  end  of  which 
is  provided  with  10  to  20  little  spikes.  Care 
^^*  '  *^'  '  must  be  taken  that  no  filaments  of  paper  be 
left  behind.  The  filling  with  mercury  is  accomplished  by  means  of 
a  funnel,  Fig.  7,  kept  filled  with  mercury,  and  having  a  long  stem, 
with  narrow  exit,  reaching  to  the  bottom  of  the  tube  to  be  filled. 
The  metal  thus  introduced  from  below  presents  a  mirror-like  surface 
on  the  sides  of  the  tube.  If  such  a  funnel  as  described  is  not  at 
hand,  a  glass  tube  drawn  out  at  the  lower  end  may  be  fused  to  a 
small  funnel. 
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§1*. 

2.  LnrLTJENOE  of  Tsmpsbatuke. — ^The  temperature  of  gases 
to  be  measured  is  determined  either  by  reducing  it  to  the  same 
temperature  as  the  confining  fluid,  or,  using  a  closed  eudiometer,  to 
that  of  the  water  in  the  cylinder  provided  for  that  purpose,  and 
then  measuring  the  temperature  of  the  liquid ;  or  by  suspending  a 
sensitive  thermometer  by  the  side  of  the  gas,  and  noting  its  varia- 
tion. 

If  the  construction  of  the  pneumatic  apparatus  permits  the  total 
immersion  of  the  cylinder  in  the  confining  fluid,  uniformity  of 
temperature  between  the  latter  and  the  gas  which  it  is  intended  to 
measure  is  most  readily  and  speedily  obtained ;  but  in  the  reverse 
case,  the  operator  mast  always,  after  every  manipulation,  allow 
half  an  hour,  or,  in  operations  combined  with  much  heating,  even 
an  entire  hour,  to  elapse,  before  proceeding  to  observe  the  state  of 
the  mercury  in  the  cylinder  and  in  the  thermometer. 

Proper  care  must  also  be  taken,  after  the  temperature  of  the  gas 
has  been  duly  adjusted,  to  prevent  re-expansion  during  the  reading- 
off ;  all  injurious  influences  in  this  respect  must  accordingly  be  care- 
fully guarded  against,  and  the  operator  should,  more  especially, 
avoid  laying  hold  of  the  tube  with  his  hand  (in  pressing  it  down, 
for  instance,  into  the  confining  fluid);  making  use,  instead,  of  a 
wooden  holder. 

On  account  of  the  necessity  of  bringing  the  gas  and  surround- 
ing air  to  the  same  temperature,  every  sudden  change  in  the  latter 
is  prejudicial,  hence  it  is  advisable  to  select  for  gas  analysis  a  room 
having  a  northern  exposure,  and  sheltered  so  far  as  possible  from 
the  direct  influence  of  solar  heat. 

§15. 

3.  Iio'-LUKNOB  OF  Pbbssitre. — When  a  gas  is  confined  by  a  fluid, 
and  the  level  of  the  latter  is  the  same  inside  the  tube  as  outside, 
then  the  gas  is  under  the  prevailing  pressure  only,  that  of  the  atmos- 
phere ;  and  this  may  be  directly  found  by  a  barometric  reading. 
On  the  other  hand,  when  the  confining  fiuid  within  the  tube  is 
higher  than  that  without,  then  the  gas  is  under  less  pressure ;  if 
lower,  it  is  under  greater  pressure  than  that  of  the  atmosphere.    In 
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the  latter  case,  the  level  may  be  equalized  by  raising  the  tube ;   in 
the  fonner,  by  sinking  it,  if  the  trough  be  deep  enough.     When 

operating  over  water,  the  level 
may  be  usually  secured  without 
diflSculty ;  when  operating  over 
mercury,  however,  this  is  very 
often  impossible,  particularly 
with  wide  tubes,  as  in  Fig.  8. 

In  this  case  the  gas  is  under 
the  pressure  of  the  atmosphere 
minies  the  pressure  of  a  column 
of  mercury  equal  in  height  to 
the  line  ab.  The  pressure  is 
accordingly  ascertained  by  accu- 
rately measuring  the  line  aJ, 
and  subtracting  its  length  from 
the    observed    height     of     the 


Fig.  8. 


barometer.  For  instance,  if  the  latter  is  758  mm.,  and  the  line 
aJk  measures  100  mm.,  the  actual  pressure  upon  the  gas  will 
be  758  —  100  =  658  mm.  mercury. 

If  there  is  water  or  some  other  fluid,  e,ff.^  potassa  solution,  con- 
fined over  the  mercury,  we  as  a  rule  proceed  just  as  if  there  were 
no  fluid  present  but  mercury,  but  either  bring  the  mercury  inside 
and  outside  the  tube  to  the  same  level,  or  else  measure  the  differ- 
ence between  the  two  surfaces  of  mercury.  The  pressure  of  the 
additional  column  of  water,  etc. ,  is  usually  so  insignificant  that  it 
may  be  disregarded.  Properly  speaking,  the  fluid  ouglit  to  be 
measured,  and,  according  to  its  specific  gravity,  reduced  to  mercu- 
rial pressure,  and  this  subtracted  from  the  barometric  reading. 
This  correction  may,  however,  be  omitted  as  a  rule,  since,  as 
already  stated,  an  absolutely  accurate  measurement  is  impossible 
under  such  circumstances. 


§16. 

4.  Influence  of  Moisture. — When  a  gas  saturated  with 
aqueous  vapor  is  measured,  its  actual  volume  is  not  ascertained,  since 
the  aqueous  vapor,  because  of  its  tension,  exerts  a  pressure  on  the 
confining  fluid.     As,  however,  the   tension  of   aqueous   vapor   is 
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known  for  various  temperatures,  the  necessary  corrections  may  be 
readily  made.  Tliis  is,  however,  only  then  possible  when  the  gas 
is  firily  saturated  with  vapor.  Care  must  be  exercised,  hence, 
when  measuring  gases,  that  the  gas  be  either  fully  saturated  with 
aqueous  vapor,  or  else  is  absolutely  dry. 

The  drying  of  gases  confined  over  mercury  is  eflFected  by  means 
of  a  ball  of  fused  calcium  chloride  fixed  on  a  platinum  wire.  This 
may  be  prepared  by  inserting  the  end  of  a  platinum  wire,  bent  in 
the  form  of  a  hook,  into  a  bullet  mold  of  about  6  mm.  diameter, 
and  then  filling  the  latter  with  fused  calcium  chloride  free  from 
caustic  lime.  After  cooling,  the  neck  of  calcium  chloride  adhering 
to  the  wire  is  removed  by  means  of  a  knife.  In  order  to  dry  a  g^, 
the  ball  is  pushed,  by  means  of  the  wire,  up  through  the  mercury 
into  the  gas,  in  which  it  is  allowed  to  remain  for  about  an  hour, 
when  it  is  removed  from  the  now  fully  dried  gas.  Wliilo  the  ball 
is  in  contact  with  the  gas,  care  must  be  taken  that  the  end  of  the 
platinum  wire  is  entirely  submerged  in  the  mercury  in  the  trough," 
otherwise  there  will  inevitably  occur  a  diffusion  of  the  confined  gas 
and  outside  air  through  the  exposed  wire. 

It  IB  more  convenient  to  measure  the  gas  in  the  moist  condition, 
when  this  may  be  done.  Bunsen  effects  the  saturation  with  moisture 
by  introducing  a  drop  of  water  the  size  of  a  lentil  into  the  empty 
tube,  by  means  of  a  glass  rod,  taking  care  to  deposit  it  at  the  top 
of  the  tube,  and  without  touching  the  sides  of  the  tube.  This 
quantity  of  water  is  amply  suificient  to  fully  saturate  with  aqueous 
vapor  at  the  ordinary  temperature  the  gas  subsequently  introduced. 


From  the  preceding  remarks,  it  will  be  quite  obvious  that  the 
volumes  of  gases  can  be  compared  only  when  reduced  to  the  same 
temperature,  pressure,  and  degree  of  moisture.  As  a  rule  the 
reductions  are  made  to  0^,  760  mm.  barometric  pressure,  and 
absolute  dryness.  The  methods  by  which  this  is  effected,  as  well 
as  the  manner  of  ascertaining  the  weights  of  gases  fiDrn  their  vol- 
umes, will  be  found  under  the  calculation  of  analyses. 
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§17. 
h.  The  Measuring  of  Fluids. 

In  consequence  of  the  vast  development  which  volnmetric 
^tnalysis  has  of  late  undergone,  the  measuring  of  fluids  has  become 
an  operation  of  very  frequent  occurrence.  According  to  the  dif- 
ferent objects  in  view,  various  kinds  of  measuring  vessels  are 
employed.  The  number  proposed  has  gradually  increased  to  such 
an  extent  that  all  the  forms  and  arrangements  recommended  can  not 
be  discussed  here,  but  only  those  will  be  described  that  have  been 
found  most  practical,  and  that  have  given  the  best  results  in  my 
work. 

The  operator  must,  in  the  case  of  every  measuring  vessel,  care- 
fully distinguish  whether  it  is  graduated  for  holding  or  for  deliver- 
mg  the  exact  number  of  c.  c.  marked  on  it.  If  you  have  made  use 
of  a  vessel  of  the  former  description  in  measuring  ojBE  100  c.  c.  of  a 
fluid,  and  wish  to  transfer  the  latter  completely  to  another  vessel, 
you  must,  after  emptying  your  measuring  vessel,  rinse  it,  and  add 
the  rinsings  to  the  fluid  transferred ;  whereas,  if  you  have  made 
use  of  a  measuring  vessel  of  the  latter  description,  there  must  be  no 
rinsing. 

a.  Measuring  vessels  graduated  for  holding  the  exact  meas- 
ure OF  fluid  marked  on  them. 

aa.  Measuring  vessels  which  serve  to  measure  out  one  definite 
qua/ntity  of  fluid. 

We  use  for  this  purpose — 

J. 

§18. 
1.  Measuring  Flanks, 

Fig.  9  represents  a  measuring  flask  of  the  most  practical  and 
convenient  form. 

Measuring  flasks  of  various  sizes  are  obtainable,  holding  re- 
spectively 200,  250,  500,  1000,  2000,  etc.,  c.  c.  As  a  general 
rule,  they  have  no  ground-glass  stoppers;  it  is,  however,  very 
desirable,  in  certain  cases,  to  have  measuring  flasks  with  ground 
stoppers.     The  flasks  must  be  made  of  well-annealed  glass  of  uni- 
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form  thickness,  so  that  fluids  may  be  heated  in  them.  The  line- 
mark  should  be  placed  within  the  lower  third,  or  at  least  within 
the  lower  half,  of  the  neck. 

Measuring  flasks,  before  they  can  properly  be  employed  in 
analytical  operations,  must  first  be  carefully 
tested.  The  best  and  simplest  method  of 
effecting  this  is  to  proceed  thus:  Put  the 
.  flask,  perfectly  dry  inside  and  outside,  on 
the  one  scale  of  a  sufficiently  delicate  balance, 
together  with  a  weight  of  1000  grm.  in  the 
case  of  a  litre  flask,  500  grm.  in  the  case  of 
a  half-litre  flask,  etc.,  restore  the  equilibrium 
by  placing  the  requisite  quantity  of  shot  and 
tinfoil  on  the  other  scale,  then  remove  the 
flask  and  the  weight  from  the  balance,  place 
the  flask  on  a  perfectly  level  surface,  and 
pour  in  distilled  water  at  17*5  until  the  lower  border  of  the  dark 
zone  formed  by  the  top  of  the  water  around  the  inner  walls  corre- 
sponds with  the  line-mark.  After  having  thoroughly  dried  the 
neck  of  the  flask  above  the  mark,  replace  it  upon  the  scale ;  if  this 
restores  the  perfect  equilibrium  of  the  balance,  the  water  in  the 
flask  weighs,  in  the  case  of  a  litre  measure,  exactly  1000  grm.  If 
the  scale  bearing  the  flask  sinks,  the  water  in  it  weighs  as  much 
above  1000  grm.  as  the  additional  weights  amount  to  which  you 
have  to  put  in  the  other  scale  to  restore  the  equilibrium ;  if  it  rises, 
on  the  other  hand,  the  water  weighs  as  much  less  as  the  weights 
amount  to  which  you  have  to  put  in  the  scale  with  the  flask  to  effect 
the  same  end. 

If  the  water  in  the  litre  measure  weighs  1000  grm.,  in  the 
half- litre  measure  500  grm.,  etc.,  the  measuring  flasks  are  correct. 
Differences  up  to  0*1  grm.  in  the  liter  measure,  up  to  0*07  grm. 
in  the  half-litre  measure,  and  up  to  0*05  grm.  in  the  quarter-litre 
measure,  are  not  taken  into  account,  as  one  and  the  same  measuring 
flask  will  be  found  to  offer  variation  to  the  extent  indicated,  in 
repeated  consecutive  weighings,  though  fllled  each  time  exactly  up 
to  the  mark  with  water  of  the  same  temperature. 

Though  a  flask  should,  upon  examination,  turn  out  not  to  hold 
the  exact  quantity  of  water  which  it  is  stated  to  contain,  it  may  yet 
possibly  agree  with  the  other  measuring  vessels,  and  may  accord- 
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ingly  still  be  perfectly  fit  for  use  for  most  purposes.  Two  meas- 
uring vessels  agree  among  themselves  if  the  marked  numbers  of 
c.  c.  bear  the  same  proportion  to  each  other  as  the  weights  found ; 
thus,  for  instance,  supposing  your  litre  measure  to  hold  998  grm. 
water  at  17*5°,  and  your  50  c.  c.  pipette  to  deliver  49*9  grm. 
water  of  the  same  temperature,  the  two  measures  agree,  since 

1000:50  =  998:49-9. 

To  prepare  or  correct  a  measuring  flask,  tare  the  dry  litre,  half- 
litre,  or  quarter-litre  flask,  and  then  weigh  into  it,  by  substitution 
(§  9),  1000  grm.,  or,  as  the  case  may  be,  the  half  or  quarter  of 
that  quantity  of  distilled  water  at  17*5°.  Put  the  flask  on  a  per- 
fectly horizontal  support,  place  your  eye  on  an  exact  level  with  the 
surface  of  the  water,  and  mark  the  lower  border  of  the  dark  zone 
by  two  little  dots  made  on  the  glass  with  a  point  dipped  into  thick 
asphaltum  varnish,  or  some  other  substance  of  the  kind.  Now 
pour  out  the  water,  place  the  flask  in  a  convenient  position,  and  cut 
with  a  diamond  a  fine  distinct  line  into  the  glass  from  one  dot  to 
the  other. 

Measuring  vessels  are  sometimes  graduated  also  for  delivery. 
These,  however,  can  only  be  used  where  very  accurate  measuring 
is  unnecessary,  because  the  quantity  of  water  remaining  in  the  flask 
varies  not  inconsiderably,  and  hence  in  repeated  measurings  with 
the  same  flask  notable  diflferences  may  arise.  The  graduation  or 
testing  of  such  flasks  is  effected  by  filling  the  flask  with  water,  then 
emptying  it  and  allowing  it  to  drain  for  a  minute,  and  then  weigh- 
ing into  it  the  weight  of  distilled  water  at  17 '5°  corresponding  to 
the  number  of  c.  c. 

In  none  of  these  weighings,  as  will  be  seen,  have  the  operations 
been  conducted  at  4°,  or  reduced  to  vacuum,  hence  the  measuring 
vessels  will  not  accurately  conform  to  the  standard.  If,  however, 
this  system  is  carried  out  with  all  the  vessels  used  for  measuring 
fluids,  as  proposed  by  Fr.  Mohr,  the  measures  will  correspond  per- 
fectly among  themselves,  and  this  will  suffice  for  all  the  purposes 
of  volumetric  analysis.  In  the  exceptional  case  where  such  a 
measuring  vessel  is  used  in  measuring  a  gas,  the  proper  correction 
may  be  made  by  multiplying  the  c.  c.  by  1-0022,  as  pointed  out 
by  Fr.  Mohr  {Zeitschr.  f.  Analyt.  Chem,^  vii,  287). 


§§  19,  20.] 


MEASURING   OF  FLUIDS. 


39 


lib.  Measuri/ng  vessels  which  serve  to  measure  out  any  qvun- 
titles  ofßuid  at  unll. 

§19. 
2.    The  6fraduated  Cylinder. 

This  instrument,  represented  in  Fig.  10,  should  be  from  2  to  8 
cm.  wide,  of  a  capacity  of  100  to  300  c.  c,  and  divided  into  single 
c.  c.  It  must  be  ground  at  the  top,  so  that  it  may 
be  covered  closely  with  a  ground-glass  plate.  The 
measuring  witli  such  cylinders  is  not  quite  so  ac- 
curate as  with  measuring  flasks,  as  in  the  latter 
the  volume  is  read  off  in  a  narrower  part.  The 
accuracy  of  measuring  cylinders  may  be  tested  in 
the  same  way  as  in  the  case  of  measuring  flasks, 
viz.,  by  weighing  into  them  water  at  17*6°;  or, 
also,  very  well,  by  letting  definite  quantities  of 
fluid  flow  into  the  cylinder  from  a  correct  pipette 
or  burette  graduated  for  delivering,  and  observ- 
ing whether  or  not  they  are  correctly  indicated  by 
the  scale  of  the  cylinder. 


ß.  Measuring  vessels  graduated  for  deliver- 
ing THE  EXACT  MEASURE  OF  FLUID  MARKED  ON 
THEM. 

aa.  Measuring  vessels  which  serve  to  measure 
out  one  definite  quantity  ofßuid. 

§20. 
3.   The  Graduated  Pipette. 
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Fig.  10. 


This  instrument  serves  to  remove  a  definite  volume  of  a  fluid 
from  one  vessel  and  to  transfer  it  to  another ;  it  must  accordingly 
be  of  a  suitable  shape  to  admit  of  its  being  freely  inserted  into 
flasks  and  bottles. 

We  use  pipettes  of  1,  5,  10,  20,  50,  100,  150,  and  200  c.  c. 
capacity.     The  proper  shape  for  pipettes  up  to  20  c.  c.   capacity 
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ig  represeoted  in  Fig.  11 ;  Fig.  12  shows  the  most  practical  form 
for  larger  ones.  To  fill  a  pipette  suction  is  applied 
to  the  upper  aperture,  either  directly  with  the  lips 
or  through  a  caoutchouc  tube,  until  the  fluid 
stands  above  the  mark ;  the  upper  orifice  which  is 
somewhat  narrowed  and  ground)  is  then  closed 
with  the  first  finger  of  the  right  hand  (the  point  of 
which  should  be  a  little  moist) ;  the  outside  is  then 
wiped  dry,  if  required,  and,  the  pipette  being  held 
in  a  perfectly  vertical  direction,  the  fluid  is  allowed 
to  drop  out,  by  lifting  the  finger  a  little,  till  it  has 
fallen  to  the  required  level ;  the  loose  drop  is  care- 
fully wiped  ofif,  and  the  contents  of  the  tube  are  then 
finally  transferred  to  the  other  vessel.  In  this  pro- 
cess it  is  found  that  the  fiuid  does  not  run  out 
completely,  but  that  a  small  portion  of  it  remains 
adhering  to  the  glass  in  the  point  of  the  pipette ;  after 
a  time,  as  this  becomes  increased  by  otiier  minute 
particles  of  fluid  trickling  down  from  the  upper  part 
of  the  tube,  there  gathers  at  the  lower  orifice  a  drop 
which  may  be  allowed  to  fall  oflf  from  its  own 
weight,  or  may  be  made  to  drop  oflE  by  a  slight 
shake.  If,  after  this,  the  point  of  the  pipette  be 
laid  against  a  moist  portion  of  the  inner  side  of  the 
vessel,  another  minute  portion  of  fluid  will  trickle 
out,  and,  lastly,  another  trifling  droplet  or  so  may 
be  got  out  by  blowing  into  the  pipette.  Now, 
supposing  the  operator  follows  no  fixed  rule  in  this 
respect,  letting  the  fluid,  for  instance,  in  one 
operation  simply  run  out,  whilst  in  another  operation  he  lets  it 
drain  afterwards,  and  in  a  third  blows  out  the  last  particles  of  it 
from  the  pipette;  it  is  evident  that  the  respective  quantities  of  fluid 
delivered  in  the  several  operations  cannot  be  quite  equal.  I  prefer 
in  all  cases  the  second  method,  viz.,  to  lay  the  point  of  the  pipette, 
whilst  draining,  finally  against  a  moist  portion  of  the  side  of  the 
vessel,  which  I  have  always  found  to  give  the  most  accurately  cor- 
responding measurements. 

The  correctness  of  a  pipette  is  tested  by  filling  it  up  to  the 
mark  with  distilled  water  at  17*5°,  letting  the  water  run  out,  in 


Fig.  11.    Fig.  12. 
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the  manner  just  stated,  into  a  tared  vessel,  and  weighing;  the 
pipette  may  be  pronounced  correct  if  100  c.  c.  of  water  at  17*5** 
weigh  100  grm. 

Testing  in  like  manner  the  accuracy  of  the  measurements  made 
with  a  simple  liand  pipette,  we  find  that  one  and  the  same  pipette 
will,  in  repeated  consecutive  weighings  of  the  contents,  though 
filled  and  emptied  each  time  with  the  minutest  care,  show  differ- 
ences up  to  0-01  grm.  for  10  c.  c.  capacity,  up  to  0*04:  grm.  for  60 
c.  c.  capacity. 

The  accuracy  of  the  measurements  made  with  a  pipette  may 
be  heightened  by  giving  the  instrument  the  form  and  construction 
shown  in  Fig.  13  and  fixing  it  in  a  holder. 

It  will  be  seen  from  the  drawing  that  these  pipettes 
are  emptied  only  to  a  certain  mark  in  the  lower  tube,  and 
that  they  are  provided  with  a  pinch-cock,  a  contrivance 
whicli  we  shall  have  occasion  to  describe  in  detail  when  on 
the  subject  of  burettes.  This  contrivance  reduces  the  dif- 
ferences of  measurements  with  one  and  the  same  50  c.  c. 
pipette  to  0-005  grm. 

Pipettes  are  used  more  especially  in  cases  where  it  is  in- 
tended to  estimate  different  constituents  in  separate  por- 
tions of  a  substance:  for  instance,  10  grm.  of  the  sub- 
stance under  examination  are  dissolved  in  a  250  c.  c. 
fiask,  the  solution  is  diluted  up  to  the  mark,  shaken,  and 
2,  3,  or  4  several  portions  are  then  taken  out  with  a  50  c.  c. 
pipette.  Each  portion  consists  of  \  part  of  the  whole,  and 
accordingly  contains  2  grm.  of  the  substance.  Of  course 
the  pipette  and  tlie  flask  must  be  in  perfect  harmony. 
Whether  they  are  may  be  ascertained  by,  for  instance, 
emptying  the  50  c.  c.  pipette  5  times  into  the  250  c.  c. 
fiask,  and  observing  if  the  lower  edge  of  the  dark  zone  of 
fiuid  coincides  with  the  mark.  If  it  does  not,  you  may 
make  a  fresh  mark,  which,  no  matter  whether  it  is  really 
correct  or  not,  will  bring  the  two  instruments  in  question 
into  conformity  with  each  other. 

Cylindrical  pipettes,  graduated  throughout  their  entire 
length,  may  be  used  also  to  measure  out  any  given  quanti- 
ties of  liquid;  however,  these  instruments  can  properly  be 
employed  only  in  processes  where  minute  accuracy  is  not 
indispensable,  as  the  limits  of  error  in  reading  off  the  divisions  in 
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the  wider  part  of  the  tube  are  not  mconsiderable.  For  smaller 
quantities  of  liquid  this  inaccuracy  may  be  avoided  by  making  the 
pipettes  of  tubes  of  uniform  width,  having  a  small  diameter  only, 
and  narrowed  at  both  ends.     (Fr.  Mohk's  measuring  pipettes.) 

When  a  fluid  runs  out  of  a  pipette,  drops  sometimes  remain 
here  apd  there  adhering  to  the  tube ;  this  arises  from  a  film  of  fat 

on  the  inside  ;  it  may 
be  removed  by  filling 
the  instrument  with  a 
concentrated  solution 
of  potassium  bichro- 
mate mixed  with  sul- 
phuric acid,  or  with 
potassa  solution,  and, 
after  allowing  sufficient 
time  for  action,  thor- 
oughly washing. 

vessels  which  serve  to 
vieasnre  out  qxiantities 
of  fluid  at  will, 

4.    The  Burette, 

Of  the  various 
forms  and  dispositions 
of  this  instrument,  the 
following  appear  to  me 
the  most  convenient:  * 

§21. 
I.   2Iohr'^s  Burette. 

This    excellent 
measuring  apparatus  is 
represented  in  Fig.  14. 
^*  It  consists  of  a  cylin- 

drical  tube,    narrower  towards  the  lower  end  for  about  an  inch, 

*In  regard  to  other  forms  see  F.  Mohr,  Lehrbuch  der  Titrirmeihode,  8d  edit., 
§2  ;  G.  C.  WiTTSTKiN,  Vierteljahresschr,  f.  prakt.  Pharm.,  xvi,  567,  and  Zeitschr 
f.  analyt,  Chem.,  vii.  84  ;  A.  Gawalowsky,  ZeiUchr.  f.  Chem.  [N.  F.].  vi.  129, 
and  Zeitschr.f.  analyt.  Cliem.,  ix,  869  ;  Gondolo,  Rev.  hebdomad,  deChim.,  Ncv. 
1869,  and  Zeitschr.f.  analyt.  Chem.,  ix,  870. 
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with  a  slight  widening,  however,  at  the  extreme  point,  in  order 
that  the  caoutchouc  connector  may  take  a  lirm  hold.  I  only  use 
burettes  of  two  sizes,  viz.,  of  30  c.  c,  divided  into  0*1  c.  c. ;  and 
of  50  c.  c,  divided  into  0*6  c.  c.  The  former  are  employed 
principally  in  scientific,  the  latter  chiefly  in  technical,  investiga- 
tions. The  usual  length  of  my  30  c.  c.  burette  is  about  50  cm. ; 
the  graduated  portion  occupies  about  49  cm.  The  diameter  of  the 
tube  is  accordingly  about  10  mm.  in  the  clear;  the  upper  orifice 
is,  for  the  convenience  of  filling,  widened  in  form  of  a  funnel, 
measuring  20  mm.  in  diameter;  the  width  of  the  lower  orifice  is 
5  mm.  For  very  delicate  processes,  the  length  of  the  graduated 
portion  may  be  extended  to  50  or  52  cm.,  leaving  thus  intervals 
of  nearly  2  mm.,  between  the  small  divisional  lines.  In  my  50  c.  c. 
burettes  the  graduated  portion  of  the  tube  is  generally  40  cm.  long. 
To  make  the  instrument  ready  for  use,  the  narrowed  lower  end 
of  the  tube  is  warmed  a  little,  and  greased  with  tallow ;  a  caout- 
chouc tube,  about  30  mm.  long,  and  having  a  diameter  of  3  mm. 
in  the  clear,  is  then  drawn  over  it ;  into  the  other  end  of  this  is 
inserted  a  tube  of  pretty  thick  glass,  about  40  mm.  long,  and 
drawn  out  to  a  tolerably  fine  point;  it  is  advisable  to  slightly 
widen  the  upper  end  of  this 
tube  also,  and  to  cover  it  with 
a  thin  coat  of  tallow ;  and  also 
to  tie  linen  thread,  or  twuie, 
round  both  ends  of  the  con- 
nector, to  insure  perfect  tight- 

^^^'  Fig.  15. 

The     space    between    the 

lower  orifice  of  the  burette  and  the  upper  orifice  of  the  small 
delivery  tube  should  be  about  15  mm.  The  India-rubber  tube  is 
now  pressed  together  between  the  ends  of  the  tubes  by  the  pinch- 
cock  (or  clip).  This  latter  instrument  is  usually  made  of  brass 
wire;  the  form  represented  in  Fig.  15  was  devised  by  Mohr. 

A  good  clip  must  pinch  so  tightly  that  not  a  particle  of  fluid 
can  make  its  way  through  the  connector  when  compressed  by  it ;  it 
must  be  so  constructed  that  the  analyst  may  work  it  with  perfect 
facility  and  exactness,  so  as  to  regulate  the  outflow  of  the  liquid 
with  the  most  rigorous  accuracy,  by  bringing  a  greater  or  less 
degree  of  pressure  to  bear  upon  it. 


44 


OPEKATIONS. 


[§21' 


Mohr*  has  also  devised  very  practical  clips  of  glass  (or  horn) 
and  rubber,  which  are  to  be  highly  recommended. 

Figs.  16  and  17  show  the  construction  of  these  clips,  which  are 
so  simple  that  any  one  can  readily 
make  them   by  following  Mohr's 
instructions,  as  follows : 

Bend  two  pieces  of  flat  ther- 
mometer-tubing, 80  to  90  cm.  long, 
into  a  very  obtuse  angle,  and  place 
between  them,  in  the  middle,  a 
thin  piece  of  cork,  about  li  to  2 
mm.   thick;    pass   a   rubber    ring, 


Fig.  16. 


Fig.  17. 


cut  from  a  somewhat  wide  rubber  tube,  over  the  part  inclosing  the 
cork.  After  placing  the  rubber  tube  of  the  burette  between  the 
two  glass  tubes,  press  these  together  and  slip  another  rubber  ring 
over  the  ends  of  the  glass  tubes.  These  rings  serve  to  tightly  com- 
press and  close  the  rubber  tube  on  the  burette.  On  pressing  together 
the  divergent  ends  of  the  glass  tubes,  however,  the  pressure  on  the 
rubber  tube  is  relieved,  and  the  liquid  flows  through  the  delivery 
tube.  On  releasing  the  pressure,  the  elastic  bands  again  completely 
close  the  connecting  tube. 

For  supporting  Mohr's  burettes,  use  is  made  of  the  holder 
shown  in  Fig.  14;  this  instrument,  whilst  securely  confining  the 
tube,  permits  its  being  moved  up  and  down  with  perfect  freedom, 
and  also  its  being  taken  out,  without  interfering  with  the  pinch- 
cock.  The  position  of  the  burette  must  be  strictly  perpendicular, 
to  insure  which,  care  must  be  taken  to  have  the  grooves  of  the  cork 
lining,  which  are  intended  to  receive  the  tube,  perfectly  vertical, 
with  the  lower  board  of  the  stand  in  a  horizontal  position. 

The  arm  bearing  the  burette  I  now  have  made  movable  around 
the  upright,  so  that  first  one,  then  another  burette  may  readily  be 


^  MoHB,  Lehrbuch  der  Titrirmethode,  Sd  edit.,  p.  7. 
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used.  If  it  is  desired  to  fix  the  arm,  a  screw  (wanting  in  the  illus- 
tration) serves  the  purpose.  A  similar  holder,  with  a  brass  clamp, 
is  shown  in  Fig.  18. 

To  best  charge  the  burette  for  a  volumetric  operation,  the 
point  of  the  instrument  is  immersed  in  the  liquid,  the  pinch-cock 
opened,  and  a  little  liquid,  suf- 
ficient at  least  to  reach  into  the 
burette  tube,  drawn  up  by  ap- 
plying suction  to  the  upper  end ; 
the  cock  is  then  closed,  and  the 
liquid  poured  into  the  burette 
until  it  reaches  up  to  a  little 
above  the  top  mark.  The  burette 
Having,  if  required,  been  duly 
adjusted  in  the  proper  vertical 
position,  the  liquid  is  allowed  to 
drop  out  to  the  exact  level  of 
the  top  mark.  The  instrument 
is  now  ready  for  use.  When  as 
much  liquid  has  flowed  out  as  is 
required  to  attain  the  desired 
object,  the  analyst,  before  pro- 
ceeding to  read  off  the  volume 
used,  should  wait  a  few  minutes, 
to  give  the  particles  of  fluid  ad- 
hering to  the  sides  of  the  emp- 
tied portion  of  the  tube  proper 
time  to  run  down.  This  is  an 
indispensable  part  of  the  opera- 
tion in  accurate  measurements, 
since,  if  neglected,  an  experiment 
in  which  the  standard  liquid  in  the  burette  is  added  slowly  to  the 
fluid  under  examination  (in  which,  accordingly,  the  minute  particles 
of  fluid  adhering  to  the  glass  have  proper  time  afforded  them  during 
the  operation  itself  to  run  down),  will,  of  course,  give  slightly  dif- 
ferent results  from  those  arrived  at  in  another  experiment,  where 
the  larger  portion  of  the  standard  fluid  is  applied  rapidly,  and  the 
last  few  drops  alone  are  added  slowly. 

The  ma/aner  in  which  the  reading-off  is  effected,  is  a  matter  of 
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great  importance  in  volametric  analysis;  the  first  requisite  is  to 
bring  the  eye  on  a  level  with  the  top  of  the  fluid.  We  must 
consequently  settle  the  question — What  is  to  be  considered  the  top? 
If  you  hold  a  burette,  partly  filled  with  water,  between  the  eye 
and  a  strongly  illumined  wall,  the  surface  of  the  fiuid  presents  the 
appearance  shown  in  Fig.  19;  if  you  hold  close  behind  the  tube  a 
sheet  of  white  paper,  with  a  strong  light  falling  on  it,  the  surface 
of  the  fluid  presents  the  appearance  shown  in  Fig.  20. 


Pig.  19.  Fig.  20.  Fig.  21. 

In  the  one  as  well  as  in  the  other  case,  you  have  to  read  ofE  at 
the  lower  border  of  the  dark  zone,  this  being  the  most  distinctly 
marked  line.  Fb.  Mohr  recommends  the  following  device  for 
reading  off :  Paste  on  a  sheet  of  white  paper  a  broad  strip  of  black 
paper,  and,  when  reading-off,  hold  this  close  behind  the  burette,  in 
a  position  to  place  the  border  line  between  white  and  black  from  2 
to  3  mm.  below  the  lower  border  of  the  dark  zone,  as  shown  in 
Fig.  21 ;   then  read-off  at  the  lower  border  of  the  dark  zone. 

Great  care  must  be  taken  to  hold  the  paper  invariably  in  the 
same  position,  since,  if  it  be  held  lower  down,  the  lower  border  of 
the  black  zone  will  move  higher  up. 

I  prefer  to  read-off  in  a  light  which  causes  the  appearance  rep- 
resented in  Fig.  19. 

By  the  use  of  Erdmann's  float*  all  uncertainties  in  reading-off 

*  Joum,  f.  prakt,  Chem.,  lxxi,  194. 
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may  be  avoided.  Fig.  22  represents  a  burette  thus  provided.  In 
this  case  we  always  read-off  the  mark  on  the  burette  which  coin- 
cides with  the  circle  in  the  middle  of  the  float.  The  float  must  be 
so  fitted  to  the  width  of  the  burette  that  when  placed  in  the  filled 
burette,  it  will,  on  allowing  the  fluid  to  run  out  gradually,  sink 
down  without  wavering ;  and  when  it  has  been  pressed  down  into 
the  fluid  of  the  closed  burette,  it  will  slowly  rise  again.  The  weight 
of  the  float  must,  if  necessary,  be  so  regulated  by  mercury  that 
when  placed  in  the  fllled  tube,  the  surface  of  the  liquid  will  coin- 
cide uniformly  all  around  with  tlie  upper  shoulder  of  the  float.  A 
further  important  condition  of  the  float  is  that  its  axis  should 
coincide  as  nearly  as  possible  with  that  of  the  burette  tube,  so  that 
the  division-mark  on  the  burette  may  be  always  parallel  with  the 
circular  line  on  the  float. 

The  clbrrectness  of  the  graduation  of  a  burette  is  tested  in  the 
most  simple  way,  as  follows :  Fill  the  instrument  up  to  the  highest 
division  with  water  at  17*5°,  then  let  10  c.  c.  of  the 
liquid  flow  out  into  an  accurately  weighed  flask,  and 
weigh;  then  let  another  quantity  of  10  c.  c.  flow 
out,  and  weigh  again,  and  repeat  the  operation 
until  the  contents  of  the  burette  are  exliausted. 
If  the  instrument  is  correctly  graduated,  every 
10  c.  c.  of  water  at  17*5°  must  weigh  10  grm. 
Differences  up  to  0*01  grm.  may  be  disregarded, 
since  even  with  the  greatest  care  bestowed  on  the 
process  of  reading-off,  deviations  to  that  extent 
will  occur  in  repeated  measurements  of  the  upper- 
most  10  c.  c.  of  one  and  the  same  burette.  With 
the  float-burettes  the  weighings  agree  much  more 
accurately,  and  the  differences  for  10  c.  c.  do  not 
exceed  0*002  grm. 

Mohb's  burette  is  unquestionably  the  best  and 
most  convenient  instrument  of  the  kind,  and  ought 
to  be  employed  in  the  measurement  of  all  liquids 
which  are  not  injuriously  affected  by  contact  with 
caoutchouc.  Of  the  standard  solutions  used  at 
present  in  volumetric  analysis,  that  of  potassium  [Tig.  2^ 
permanganate  alone  cannot  bear  contact  with  caoutchouc.     Excel- 
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lent  directions  for  calibrating  Mohr  burettes  have  been  given  by 

SOHEIBLBR.* 


II.   Oay-L^isacuPs  Burette. 

Fig.  23  represents  this  instmment  in,  as  I  believe,  its  most 
practical  form. 

I  make  use  of  two  sizes,  one  of  50  c.  c.  graduated  in  0*5  c.  c, 
the  other  of  80  c.  c.  graduated  in  0-1  c.  c.  The  former  is  about 
33  cm.  long;  the  graduated  portion  occupies  about 
25  cm. ;  the  internal  diameter  of  the  wide  tube  meas- 
ures 15  mm. ;  that  of  the  narrow  tube  4  mm.,  which 
in  the  upper  bent  end  gradually  decreases  to  2  mm. 
The  graduated  portion  of  the  smaller  burette  is  about 
28  cm.  long,  and  has  accordingly  an  internal  diameter 
of  about  11  mm. 

In  use  this  burette  is  held  in  the  left  hand,  with 
the  lower  end  resting  lightly  against  the  chest.  Held 
1^0  in  this  manner,  and  with  an  occasional  turn  of  the  spout 
sideways,  the  outflow  of  liquid  may  be  regulated  at 
will.  The  fluid  is  not  allowed,  as  a  rule,  to  run  back 
into  the  narrow  tube  during  the  course  of  an  opera- 
tion, as  it  is  frequently  diflicult  to  renew  the  flow  of  the 
fluid  because  of  the  formation  of  an  air-bubble  be- 
tween the  fluid  and  the  drop  remaining  in  the  mouth 
of  the  spout. 

To  provide  a  substantial  stand  for  the  burette,  a 
solid  disk  of  wood  10  to  12  cm.  in  diameter  and  from 
Fig.  28.  5  to  6  cm.  thick  has  a  suitable  hole  bored  in  its  centre, 
in  which  the  burette  may  be  inserted.  This  seems  to  me  more 
convenient  than  to  cement  the  burette  in  a  wooden  foot. 

To  overcome  the  difficulty  of  renewing  the  flow  of  liquid  when 
an  air-bubble  has  become  enclosed  between  the  fluid  and  the  drop 
remaining  in  the  tip  of  the  spout,  Mohr  has  proposed  closing  the 
wider  tube  with  a  perforated  cork  bearing  a  short  glass  tube  bent 
at  right  angles.     On  slipping  a  piece  of  rubber  tubing  over  this 
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short  tube,  and  blowing  into  it  more  or  less  strongly,  the  outflow 
of  Hqnid  may  be  regulated  at  will.  Instead  of  blowing  with  the 
mouth,  a  rubber  bulb  may  be  used,  but  the  latter  must  be  provided 
with  a  small  hole  through  which  air  may  enter  after  the  bulb  has 
been  compressed,  and  which  is  closed  by  the  finger  during  compres- 
sion (Hekvk-Mangon).* 

The  readings  with  this  burette  are  taken  just  as  with  the  Mohb 
burette.  The  instrument  is  preferably  held  firmly  against  a  per- 
pendicular wall,  a  strongly  illuminated  white  door,  or  a  window 
pane,  to  insure  its  being  held  perfectly  vertical.  When  operating 
with  concentrated,  and  hence  opaque,  solutions  of  potassium  per- 
manganate, the  method  of  reading  requires  modification,  the  upper 
border  of  the  liquid  being  then  observed,  and  the  readings  best 
taken  by  reflected  light  against  a  white  background. 

The  Gay-Lussac  burette  is  tested  as  to  its  correctness  just  as  is 
the  Mohb  burette. 

§23. 
III.    Geissler^s  Burette. 

In  this  instrument,  figured  in  Fig.  24,  the  narrow  tube,  which 
is  outside  in  the  Gat-Lussac  burette,  is  placed  within  the  wide 
tube.  The  glass  of  that  part  of  the  inner  tube  which  projects  from 
the  wide  tube  is  very  thick,  while  the  part  within  the  wide  tube  is 
very  thin. 

This  burette  is  very  convenient  to  use,  and  is  but  little  liable  to 
fracture.     I  am  very  partial  to  it. 

What  has  been  stated  above  regarding  reading-oS  and  testing 
applies  to  this  burette  as  well. 

*IUp.  ehim,  appliquee,  i,  68. 
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IL  Pbeldonart  Operations. — ^Preparation  of  Substanobs  fob 

THE  PrOOE86BS  OF   QUANTITATIVE  AnALYBIS. 

§24. 

1«  The  SELEcmoN  of  the  Sample. 

Before  the  analyst  proceeds  to  make  the  quantitative  analysis 
of  a  body,  he  cannot  too  carefully  consider 
whether  the  desired  result  is  fnlly  attained  if  he 
simply  knows  the  respective  quantity  of  every 
individual  constituent  of  that  body.  This  pri- 
mary point  is  but  too  frequently  disregarded,  and 
thus  false  impressions  are  made,  even  by  the 
most  careful  analysis.  This  remark  applies  both 
to  scientific  and  to  technical  investigations. 

Therefore,  if  the  constitution  of  a  mineral 
is  to  be  determined,  take  the  greatest  pos- 
sible care  to  remove  in  the  first  place  every 
particle  of  gangue,  and  disseminated  impuri- 
ties ;  remove  any  adherent  matter  by  wiping  or 
washing,  then  wrap  the  substance  up  in  a  slieet 
of  thick  paper,  crush  it  to  pieces  on  a  steel 
anvil,  and  pick  out  with  a  pair  of  small  pincers 
the  cleanest  pieces.  Crystalline  substances, 
prepared  artificially,  ought  to  be  purified  by  re- 
crystallization  ;  precipitates  by  thorough  wash- 
ing, &c.,  &c. 

In  technical  investigations, — when  called 
npon,  for  instance,  to  determine  the  amount  of 
peroxide  present  in  a  manganese  ore,  or  the 
amount  of  iron  present  in  an  iron  ore, — the  first 
point  for  consideration  ought  to  be  whether  the 
samples  selected  correspond  as  much  as  possible 
to  the  average  quality  of  the  ore.  What  would 
it  serve,  indeed,  to  the  purchaser  of  a  manganese 
mine  to  know  the  amount  of  peroxide  present 
in  a  select,  possibly  particularly  rich,  sample? 

These  few  observations  will  suffice  to  show  that  no  universally 
applicable  and  valid  niles  to  guide  the  analyst  in  the  selection  of 
the  sample  can  be  laid  down ;  he  must  in  every  individual  case, 


Fig.  24. 


§  26.]  MECHANICAL  DIVISION.  51 

on  the  one  hand,  examine  the  Bubstance  carefully,  and  more  par- 
ticularly also  under  the  microecope,  or  through  a  lens ;  and,  on  the 
other  hand,  keep  clearly  in  view  the  object  of  the  investigation, 
and  then  take  his  measures  accordingly. 

§26. 
2.  Mechanical  Division. 

In  order  to  prepare  a  substance  for  analysis,  i.ö.,  to  render  it 
accessible  to  the  action  of  solvents  or  fluxes,  it  is  generally  indis- 
pensable, in  the  first  place,  to  divide  it  into  minute  parts,  since 
this  will  create  numerous  points  of  contact  for  the  solvent,  and 
will  counteract,  and,  so  far  as  practicable,  remove  the  adverse 
influences  of  the  power  of  cohesion,  thus  fulfilling  all  the  condi- 
tions necessary  to  effect  a  complete  and  speedy  solution. 

The  means  employed  to  attain  this  object  vary  according  to  the 
nature  of  the  different  bodies  we  have  to  operate  upon.  In  many 
cases,  simple  crushing  or  pounding  is  suflScient ;  in  other  cases  it 
is  necessary  to  reduce  the  powder  to  the  very  highest  degree  of 
fineness,  by  sifting  or  by  elutriation. 

The  operation  of  powdering  is  conducted  in  mortars.  The 
first  and  absolutely  indispensable  condition  is,  that  the  material  of 
the  mortar  be  considerably  harder  than  the  substance  to  be  pulver- 
ized, so  as  to  prevent,  so  far  as  practicable,  the  latter  from  being 
contaminated  with  any  particles  of  the  former.  Thus,  for  crush- 
ing  salts  and  other  substances  possessing  no  very  considerable 
degree  of  hardness,  porcelain  mortars  may  be  used,  whilst  the 
trituration  of  harder  substances  (of  most  minerals,  for  instance,) 
requires  vessels  of  agate,  chalcedony,  or  fiint.  In  such  cases,  the 
laiger  pieces  are  first  reduced  to  a  coarse  powder,  best  effected  by 
wrapping  them  up  in  several  sheets  of  writing-paper,  and  striking 
them  with  a  hammer  upon  a  steel  or  iron  plate ;  the  coarse  powder 
thus  obtained  is  then  pulverized,  in  small  portions  at  a  time,  in  an 
agate  mortar,  until  reduced  to  the  state  of  an  impalpable  powder. 
If  we  have  but  a  small  portion  of  a  mineral  to  operate  upon,  and 
indeed  in  all  cases  where  we  are  desirous  of  avoiding  loss,  it  is 
advisable  to  use  a  steel  mortar  (Fig.  25)  for  the  preparatory  reduc- 
tion of  the  mineral  to  coarse  powder. 

ab  and  cd  represent  the  two  parts  of  the  mortar;  these  may  1k> 
readily  taken  asunder.     The  substance  to  be  crushed  (liaving,  if 
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Fig.  25. 


practicable,  first  been  broken  into  small  pieces),  is  placed  in  the 
cylindrical  chamber  ef ;  the  steel  cylinder,  which  tits  somewhat 
loosely  into  the  chamber,  serves  as  pestle.  The  mortar  is  placed 
upon  a  solid   support,  and  perpendicular  blows   are   repeatedly 

struck  upon  the  pestle  with  a  hammer 
until  the  object  in  view  is  attained. 

Minerals  which  are  very  difficult 
to  pulverize  may  be  strongly  ignited, 
and  then  suddenly  plunged  into  cold 
water,  and  subsequently  again  ignited. 
Thiß  process  is  of  course  applicable  only 
to  minerals  which  lose  no  essential  con- 
stituent on  ignition,  and  are  perfectly 
insoluble  in  water. 

In  the  purchase  of  agate  mortal's, 
especial  care  ought  to  be  taken  that  they 
have  no  palpable  cracks  or  indentations ; 
very  slight  cracks,  however,  that  cannot 
be  felt,  do  not  render  the  mortar  useless,  although  they  impair  its 
durability. 

Minerals  insoluble  in  acids,  and  which  consequently  require 
fusing,  must  especially  be  finely  divided,  otherwise  we  cannot  calcu- 
late upon  complete  decomposition.  This  object  may  be  obtained 
either  by  triturating  the  crushed  mineral  with  water,  or  by  elutri- 
ation,  or  by  sifting;  the  two  former  processes,  however,  can  be 
resorted  to  only  in  the  case  of  substances  which  are  not  attacked 
by  water.  It  is  quite  clear  that  analysts  must  in  future  be  much 
more  cautious  on  this  point  than  has  hitherto  been  the  case,  since 
we  know  now  that  many  substances  which  are  usually  held  to  be 
insoluble  in  water  are,  when  in  a  state  of  minute  division,  strongly 
affected  by  that  solvent;  thus,  for  instance,  water,  acting  ui)on 
some  sorts  of  finely  pulverized  glass,  is  found  to  rapidly  dissolve 
from  2  to  3  per  cent,  of  glass  even  in  the  cold.  (Pelouze.*) 
Thus,  again,  finely  divided  feldspar,  granite,  trachyte  and  porphyry 
give  up  to  water  both  alkali  and  silica.     (H.  Ludwig. f) 

Levigation  {trituration  with  water).  Add  a  little  water  to 
the  crushed  mineral  in  the  mortar,  and  triturate  the  paste  until  all 
crepitation  ceases,  or,  which  is  a  more  expeditious  process,  transfer 
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the  paste  from  the  mortar  to  an  agate  or  flint  slab,  and  tritnrate 
it  thereon  witli  a  muller.  Einse  the  paste  oflf,  with  the  washing- 
bottle,  into  a  smooth  porcelain  basin  of  hemispherical  form, 
evaporate  the  water  on  the  water-bath,  and  mix  the  residue  most 
carefully  with  the  pestle.  (The  paste  may  be  dried  also  in  the 
agate  mortar,  but  at  a  very  gentle  heat,  since  otherwise  the  mortar 
might  crack.) 

To  perfoma  the  process  of  dutriation^  the  pasty  mass,  having 
first  been  very  finely  triturated  with  water,  is  washed  oflE  into  a 
beaker,  and  stirred  with  distilled  water ;  the  mixture  is  then  allowed 
to  stand  a  minute  or  so,  after  which  the  supernatant  turbid  fluid  is 
poured  off  into  another  beaker.  The  sediment,  which  contains  the 
coarser  parts,  is  then  again  subjected  to  the  process  of  trituration, 
etc.,  and  the  same  operation  repeated  until  the  whole  quantity  is 
elutriated.  The  turbid  fluid  is  allowed  to  stand  at  rest  until  the 
minute  particles  of  the  substance  held  in  suspension  have  subsided, 
which  generally  tjvkes  many  hours.  The  water  is  then  finally 
decanted,  and  the  powder  dried  in  the  beaker. 

The  process  of  lifting  is  conducted  as  follows :  A  piece  of  fine, 
well-washed,  and  thoroughly  dry  linen  is  placed  over  the  mouth  of 
a  bottle  about  10  cm.  high,  and  pressed  down  a  little  into  the  mouth, 
so  as  to  fonn  a  kind  of  bag ;  a  portion  of  the  finely  triturated  sub- 
stance is  put  into  the  bag,  and  a  piece  of  soft  leather  stretched  tightly 
over  the  top  by  way  of  cover.  By  drumming  with  the  finger  on  the 
leather  cover,  a  shaking  motion  is  impai-ted  to  the  bag,  which 
makes  the  finer  particles  of  the  powder  gradually  pass  through  the 
linen.  The  portion  remaining  in  the  bag  is  subjected  again  to 
trituration  in  an  agate  mortar,  and,  together  with  a  fresh  portion 
of  the  powder,  sifted  again ;  the  process  is  repeated  until  the 
entire  mass  has  passed  through  the  bag  into  the  glass. 

When  operating  on  substances  consisting  of  different  com- 
pounds it  would  be  a  grave  error  indeed  to  use  for  analysis  the 
powder  resnlting  from  the  first  process  of  elutriation  or  sifting, 
since  this  will  contain  the  more  readily  pulverizable  constituents  in 
a  greater  proportion  to  the  more  resisting  ones  than  is  the  case 
with  the  original  substance. 

Great  care  must,  therefore,  also  be  taken  to  avoid  a  loss  of 
substance  in  the  process  of  elutriation  or  sifting,  as  this  loss  is 
likely  to  be  distributed  unequally  among  the  several  component 
parts.  It  is  safer  in  such  cases  to  effect  the  subdivision  by  patiently 
triturating  the  dry  substance,  and  to  avoid  elutriation  or  sifting. 
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In  cases  where  it  is  intended  to  ascertain  the  average  composi- 
tion of  a  heterogeneous  substance,  of  an  iron  ore  for  instance,  a 
large  average  sample  is  selected,  and  reduced  to  a  coarse  powder ; 
the  latter  is  thoroughly  intermixed,  a  portion  of  it  powdered  more 
finely,  and  mixed  uniformly,  and  finally  the  quantity  required  for 
analysis  is  reduced  to  the  finest  powder.  The  most  convenient 
instrument  for  the  crushing  and  coarse  powdering  of  large  samples 
of  ore,  &c.,  is  a  steel  anvil  and  hammer.  The  anvil  in  my  own 
laboratory  consists  of  a  wood  pillar,  85  cm.  high  and  26  cm.  in 
diameter,  into  which  a  steel  plate,  3  cm.  thick  and  20  cm.  in 
diameter,  is  let  to  the  depth  of  one-half  of  its  thickness.  A  brass 
ring,  5  cm.  high,  fits  round  the  upper  projecting  part  of  the  steel 
plate.  The  hammer,  which  is  well  steeled,  has  a  striking  surface 
of  5  cm.  diameter.  An  anvu  and  hammer  of  this  kind  afford, 
among  others,  this  advantage,  that  their  steel  surfaces  admit  most 
readily  of  cleaning.  To  convert  the  coarse  powder  into  a  finer,  a 
smooth-turned  steel  mortar  of  about  130  mm.  upper  diameter  and 
74  mm.  deep  is  used — the  final  trituration  is  conducted  in  an  agate 
mortar. 

§26. 

3.  Drying. 

Bodies  which  it  is  intended  to  analyze  quantitatively  must  be, 
when  weighed,  in  a  definite  state — in  a  condition  in  which  they 
can  be  always  obtained  again. 

Now,  the  essential  constituents  of  a  substance  are  usually  accom^ 
panied  by  an  unessential  one,  viz.,  a  greater  or  less  quantity  of 
water,  enclosed  either  within  its  lamellae,  or  adhering  to  it  from 
the  mode  of  its  preparation,  or  absorbed  by  it  from  the  atmosphere. 
It  is  perfectly  obvious  that  to  estimate  correctly  the  quantity  of  a 
substance,  we  must,  in  the  first  place,  remove  this  variable  quantity 
of  water.  Most  »olid  bodies^  therefore,  require  to  he  dried  before 
thexj  cam  he  quantitatively  analyzed. 

The  operation  of  drying  is  of  the  very  highest  importance  for 
the  correctness  of  the  results  ;  indeed  it  may  safely  be  averred  that 
many  of  the  differences  observed  in  analytical  researches  proceed 
entirely  from  the  fact  that  substances  are  analyzed  in  different 
states  of  moisture. 

Many  bodies  contain,  as  is  well  known,  w^ater  which  is  proper 
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to  them  either  as  inherent  in  their  Constitution,  or  as  so-called  water 
of  crystallization.  In  contradistinction  to  this,  we  will  employ  the 
term  moisture  to  designate  that  variable  adherent  or  mechanically 
enclosed  water,  with  the  removal  of  which  the  operation  of  drying 
in  the  sense  here  in  view  is  alone  concerned. 

In  the  drying  of  substances  for  quantitative  analysis,  our  object 
is  to  remove  all  moisture,  without  interfering  in  the  slightest  degree 
with  combined  water  or  any  other  constituent  of  the  body.  To 
accomplish  this  object,  it  is  absolutely  requisite  that  we  should 
know  the  properties  which  the  substance  under  examination  mani- 
fests in  the  dry  state,  and  whether  it  loses  water  or  other  constitu- 
ents at  a  red  heat,  or  at  100°,  or  in  dried  air,  or  even  simply  in 
contact  with  the  atmosphere.  These  data  will  serve  to  guide  us  in 
the  selection  of  the  process  of  desiccation  best  suited  to  each  sub- 
stance. The  dried  substance  should  always  at  once  be  transferred 
to  a  well-closed  vessel ;  glass  tubes,  sealed  at  one  end,  and  of  suf- 
ficiently thick  glass  to  bear  the  firm  insertion  of  tight-fitting 
smooth  corks — ^weighing-tubes — are  usually  employed  for  this 
purpose.     It  is  also  advisable  to  cover  the  corks  with  tinfoil. 

The  following  classification  may  accordingly  be  adopted : — 

a.  Substances  which  lose  water  even  on  simple  contact  with  the 
atmosphere  ;  such  as  sodium  sulphate,  crystallized  sodium  carbon- 
ate, etc.  Substances  of  this  kind  turn  dull  and  opaque  when 
exposed  to  the  air,  and  finally  crumble  wholly  or  partially  to  a  white 
powder.  They  are  more  diflicult  to  dry  than  many  other  bodies. 
The  process  best  adapted  for  the  pui-pose,  is  to  press  the  pulverized 
salts  with  some  degree  of  force  between  thick  layers  of  fine  white 
blotting-paper,  repeating  the  operation  with  fresh  paper  until  the 
last  sheets  remain  absolutely  dry. 

It  is  generally  advisable  in  the  course  of  this  operation  to  repow- 
der  the  salt. 

J.  Substances  which  do  not  yield  water  to  the  atmosphere  {unless 
it  is  perfectly  dry\  but  effloresce  in  artificially  dried  air  /  such  as 
magnesium  sulphate,  sodium-potassium  tartrate  (Rochelle  salt),  &c. 
Salts  of  this  kind  are  reduced  to  powder,  which,  if  it  be  very 
moist,  is  pressed  between  sheets  of  blotting-paper,  as  in  ay  after 
this  operation,  it  must  be  allowed  to  remain  for  some  time  spread 
in  a  thin  layer  upon  a  sheet  of  blotting-paper,  effectually  protected 
against  dust,  and  shielded  from  the  direct  rays  of  the  sun. 
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§27. 
c.  Substances  whieh  undergo  no  alteration  in  dried  air^  hut 
lose  water  at  100° ;  calcium  tartrate,  for  instance.  These  are  finely 
pulverized ;  the  powder  is  put  in  a  thin  layer  into  a  watch-glass  or 
shallow  dish,  and  the  latter  placed  inside  a  chamber  in  which  the 
air  is  kept  dry  by  means  of  concentrated  sulphuric  acid  or  calcium 
chloride.  This  process  is  usually  conducted  in  one  of  the  follow- 
ing apparatus,  which  are  termed  desiccators^  and  which  subserve 
still  another  purpose  besides  that  of  drying,  viz.,  that  of  allowing 
hot  crucibles,  dishes,  etc.,  to  cool  in  dry  air. 


Fig.  26.  Fig.  27. 

In  Fig.    26,   a  represents  a  glass  plate   (ground-glass  plates 
answer  the  purpose  best),  J,  a  bell  jar  with  ground  rim,  which  is 

greased  with  tallow;  c?  is  a  glass 
basin  with  concentrated  sulphuric 
acid;  d^  a  round  iron  plate,  sup- 
ported on  three  feet,  with  circular 
holes  of  various  sizes,  for  the  recep- 
tion of  the  watch-glasses,  crucibles, 
etc.,  containing  the  substance. 

In  Fig.  27,  a  represents  a  beaker 
with  ground  and  greased  rim,  and 
filled  to  one-fourth  or  one-third 
with  concentrated  sulphuric  acid; 
J  is  a  ground-glass  plate;  e  is  a 
bent  wire  of  lead,  which  serves  to  support  the  watch-glass  contain- 
ing the  substance. 

Fig.  28  is  a  similarly  constructed  calcium-chloride  desiccator. 


Fig.  28. 
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Fig.  29  represents  a  readily  portable  desiccator,  used  more  par- 
ticularly to  receive  crucibles  in  course 
of  cooling,  and  carry  them  to  the  bal- 
ance. The  apparatus  consists  of  a 
strong  glass  jar ;  the  lid  must  be  ground 
to  shut  air-tight ;  the  place  on  which  it 
joins  is  greased  with  tallow.  The  outer 
diameter  of  my  jars  is  105  mm. ;  the 
sides  are  6  mm.  thick.  The  aperture 
has  a  diameter  of  80  mm. ;  the  box  up 
to  the  small  part  is  65  mm.  high;  the 
lid  has  the  same  height ;  the  small  part 
itself  is  15  mm.  high,  and  ground  to  a 
elightly  conical  shape. 
A  brass  rin*^,  with 
rim,  fits  exactly  into 
th  e  apertu  r e ;  the  rim 
**^'  *^'  must  not  project   be- 

yond the  glass.      The   ring  bears  a  trianglo  of 

iron  or,  better,  platinum  wire,  intended  for  the 

reception  of  crucibles,  &c.     The  vessel  is  one- 

tliird  filled  with  calcium  chloride. 

Fig.  30  represents  an  exsiccator  devised  by 

A.  Schrotter;   it  affords  free  egress  to  the  air, 

which   expands  when  a 

hot   crucible   is  placed 

within    the    exsiccator 

and  passes  through  the 

small  tube,  a,  escaping 

through  two  small  holes 

placed  at  the  base  of  i, 

whence  it  rises  through 

sulphuric  acid  contained 

in  c,  and  finally  escapes 

through    the    bulb     d 

filled  with  calcium  chlo- 
ride.    When  the  appa-  Fig.  80. 

ratus   is   cooling,    per- 
fectly dry  air  re-enters  by  the  same  way.     The  operation  may  be 
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considered  at  an  end  when  no  more  air-babbles  pass  through  the 
sulphuric  acid.  The  small  tube,  e^  serves  to  catch  any  sulphuric 
acid  that  might  be  carried  down  through  a ;  it  must  not  clooe  air- 
tight, the  lower  orifice  of  the  apparatus  serving  as  a  8top|>er  for 
the  bell- jar,  hence  the  cork  carrying  it  must  be  chanoelled. 
y*  serves  as  a  stand  for  the  bell- jar.  This  desiccator  possef»es  the 
advantage  that  the  substances  placed  in  it  are  cooled  in  dry  air 
at  the  ordinary  atmospheric  pressure,  and  hence,  when  >dmoved 
from  the  apparatus,  have  no  tendency  to  absorb  air  and,  with  this, 
moisture,  which  can  not  be  said  of  substances  cooled  in  air  slightly 
rarefied  by  heat. 

The  substance  to  be  dried  is  exposed  to  the  action  of  the  dry 
air,  until  it  ceases  to  lose  weight.  Substances  which  are  acted  on 
by  atmospheric  oxygen  are  in  a  similar  manner  dried  under  the 
bell-jar  of  an  air-pump.  Substances  which,  although  they  lose 
no  water,  yet  lose  ammonia,  in  dry  air,  are  dried  over  caustic 
lime  mixed  with  a  little  powdered  ammonium  chloride,  i.e.,  in  an 
anhydrous  ammoniacal  atmosphere. 

§28. 

d.  Suhstcmces  which  at  100°  completely  lose  their  moisture^ 
without  suffering  em/  other  alteration^  such  as  hydrogen  potassium 
tartrate,  sugar,  etc.  These  are  dried  in  the  water-bath ;  in  the  case 
of  slow-drying  substances,  or  where  it  is  wished  to  expedite  the 

operation,  with  the  aid  of  a  current  of 
dry  air. 

Fig.  31  represents  the  water-bath 
most  commonly  used.  It  is  made  of 
sheet  copper.  The  engraving  renders 
a  detailed  description  unnecessary.  The 
inner  chamber,  c,  is  surrounded  on 
five  sides  by  the  outer  case  or  jacket, 
^^-  ^^'  d  Ö,    without  communicating   with    it. 

The  object  of  the  apertures  g  and  h  is  to  eflFect  change 
of  air,  which  purpose  they  answer  sufficiently  well.  When 
it  is  intended  to  use  the  apparatus,  the  outer  case  is  filled  to  about 
one- half  with  rain-water,  and  the  aperture  a  is  closed  with  a  perfor- 
ated cork,  into  which  a  glass  tube  is  fitted ;  the  aperture  h  is  entirely 
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cloBed.  If  tlie  apparatus  is  intended  to  be  heated  over  charcoal,  it 
should  have  a  length  of  about  20  cm.  from  dto/;  but  if  over  a 
gas-,  alcohol-,  or  oil-lamp,  it  should  be  only  about  13  cm«  long.  I:i 
the  former  case,  the  inner  chamber  is  17  cm.  deep,  14  cm.  broad, 
and  10  cm.  high ;  in  the  latter  case,  it  i(  10  cm.  deep,  9  cm.  broad, 
and  6  cm.  high.  The  temperature  in  the  inner  chamber  never 
quite  reaches  100® ;  to  bring  it  up  to  100°,  F.  Roohledkb  has  sug- 
gested to  close  b  with  a  double-limbed  tube,  the  outer  longer  limb 
of  which  dips  into  a  cylinder  filled  with  water ;  a  is  in  that  case 
closed  with  a  perforated  cork  bearing  a  sufficiently  tall  funnel 
tube,  which  fits  air-tight  in  the  cork.  The  lower  end  of  this  tube 
reaches  down  to  one  inch  from  the  bottom. 

In  large  analytical  laboratories  water  is  usually  kept  boiling  all 
day  long,  for  the  production  of  distilled  water.  The  boilers  used 
in  my  own  laboratory  have  the  shape  of  somewhat  oblong  square 
boxes,  about  120  cm.  long,  60  cm.  broad,  and  24  cm.  high ;  the 
front  of  the  boiler  has  soldered  into  it,  one  above  the  other,  two 
rows  of  drying  chambers,  of  the  kind  shown  in  Fig.  31.  This 
gives  so  many  ovens  that  almost  every  student  may  have  one  for 
his  special  use.  Most  of  these  ovens  are  from  11  to  12  cm.  deep 
and  broad,  and  8  cm.  high ;  some  of  them,  however,  are  16  cm. 
deep  and  broad,  to  enable  them  to  receive  large-sized  dishes.  The 
substances  to  be  dried  are  usually  put  on  double  watch-glasses, 
laid  one  within  the  other,  which  are  placed  in  the  oven,  and  the 
door  is  then  closed.  In  the  subsequent  process  of  weighing,  the 
upper  glass,  which  contains  the  substance,  is  covered  with  the 
lower  one.  The  glasses  must  be  quite  cold  before  they  are  placed 
on  the  scale.  In  cases 
where  we  have  to  deal  with 
hygroscopic  substances,  the 
reabsorption  of  water  upon 
cooling  is  prevented  by  the 
selection    of    close-fitting 

glasses,    which    are    held  pig.  33. 

tight  together  by  a  clasp 
(Fig.  32),  and  allowed  to  cool  with  their  contents  under  a  bell- 
glass  over  sulphuric  acid  (see  Fig.  26).  These  latter  instructions 
apply  equally  to  the  process  of  drying  conducted  in  other  appa- 
ratus. 

The  clasp  used  for  pressing  the  watch-glasses  together — and 
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which  in  all  cases  where  it  is  intended  to  ascertain  the  loss  of 
weight  which  a  substance  suffers  on  desiccation,  is  to  be  looked  upon 
as  belonging  to  the  glasses,  and  must  accordingly  be  weighed  with 
them — is  constructed  of  two  strips  of  thin  brass  plate,  about  10  cm. 
long  and  1  cm.  wide,  which  are  laid  tlie  one  over  the  other,  and 
soldered  togetlier  at  the  ends,  to  the  extent  of  5  to  6  mm. ;  or, 
they  may  be  made  of  one  piece,  as  our  illustration  shows. 

The  following  apparatus  serves  for  drying  substances  in  a  cur- 
rent of  air : 

In  Fig.  33  the  air-current  is  caused  by  simply  warming  the  air, 
hence  the  apparatus  is  very  convenient  to  use.     a  b  is  sl  copper  or 

k 


Fig.  88. 

tinned-iron  box  into  which  the  canal  cd  is  soldered,  and  communi- 
cates with  the  chimney  ef.  The  latter  is  surrounded  on  three 
sides  by  the  case  g  A,  which  also  communicates  with  a  X,  but  has  no 
opening  at  the  top ;  i  is  a  round  hole  leading  into  the  canal,  and 
which  may  be  closed  with  a  cork  \  lki&  provided  witli  a  well-fitting 
sliding  door  running  in  grooves. 

In  use,  the  aperture  n,  which  serves  as  an  outlet  for  the  water, 
is  closed  with  a  cork,  when  the  outer  case  is  half  filled,  through  the 
opening  in^  with  water,  which  is  then  heated  to  boiling.  The 
watch-glasses  containing  the  substances  to  be  dried  are  then  placed 
on  the  holes  in  the  sliding  shelf  B  (Fig.  33),  which  is  then  intro- 
duced into  the  canal  at  I  k,  and  the  latter  closed.  The  steam  sur- 
rounding the  chimney  soon  causes  an  upward  current  of  the 
warmed  air  within  it,  and  this  causes  cold  air  to  be  drawn  in  at 
the  opening  i,  and  to  pass  over  the  substance  to  be  dried,  carrying 
with  it  the  evaporating  moisture. 
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The  disadvantage  that  the  subBtances  are  always  kept  at  a  point 
below  100°  C.  by  the  current  of  cold  air,  is  easily  remedied  by  sol- 
dering a  tube  under  the  bottom  of  the  canal  along  its  entire  length 
and  back  again,  and  conducting  the  air  through  it  into  the  canal. 
The  air  is  thus  heated  to  100**  C.  before  it  comes  into  contact  with 
the  substances.  This  tube  is  not  shown  in  the  illustration,  in  order 
to  avoid  confusion.  It  is  very  practical,  also,  to  omit  the  opening 
m,  and  instead  to  cut  in  the  top  of  the  case  round  holes  of  different 
sizes  (provided  with  suitable  covers)  for  receiving  small  evaporating 
dishes.  According  to  requirements,  the  apparatus  may  be  made 
20  to  30  cm.  long,  15  cm.  wide,  and  about  10  cm.  high.  The 
chimney  should  be  6  cm.  wide  and  3  cm.  high.  Should  a  stronger 
current  of  air  be  desired  than  that  afforded  by  the  small  chimney,  a 
current  of  air  previously  passed  through  sulphuric  acid  or  over 
calcium  chloride  may  be  blown  through  the  opening  i  by  means  of 
a  gasometer,  rubber  bulb,  or  other  suitable  contrivance.  Or,  air 
dried  by  passing  through  sulphuric  acid  may  be  drawn  through  the 
apparatus  by  means  of  an  air-pump  (§  47),  or  an  aspirator  {d  in 
Fig.  34)  connected  with  the  small  chimney  by  a  tube-bearing  cork 
inserted  into  a  short  tube  with  which  the  chimney  is  in  this  case 
provided.  If  a  higher  temperature  than  that  of  boiling  water  is 
desired,  the  (copper)  apparatus  is  filled  with  oil,  and  the  tempera- 
ture taken  with  a  thermometer  inserted  in  a  perforated  cork  fixed 
in  the  opening  m. 

In  Fig.  34  the  air-current  is  produced  by  a  stream  of  water. 

Fig.  84. 


Fig.  35. 


a  represents  a  flask  one-third  filled  with  concentrated  sulphuric 
acid;   c  is  a  glass  vessel  (commonly  called  a  Liebio's  drying- tu  be), 
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and  dtktin  yesael  (the  aspirator)  provided  with  a  stop-cock  at  e^ 
and  arranged  in  other  respects  as  the  cnt  shows.  Fig.  35  repre- 
sents a  small  tin  yesael,  containing  water  and  covered  with  a  lid; 
two  apertures  are  cut  into  the  border  of  the  latter,  to  receive 
the  ascending  limbs  of  c. 

The  tube  c  is  first  weighed  with  the  substance,  then  placed  in 
the  water-bath  (Fig.  35),  which  is  placed  over  an  alcohol-  or  gas- 
lamp  ;  the  aspirator  d  is  then  filled  with  water,  and  c  connected 
with  the  flask  a  by  the  perforated  cork  g,  and  with  d  by  means  of 
a  caoutchouc  tube  /*.  If  the  stop-cock  e  be  now  opened  so  as  to 
allow  the  water  to  drop  from  J,  the  air  will  pass  through  the  tube 
hy  and  after  being  dehydrated  by  the  sulphuric  acid,  will  pass  over 
the  heated  substance  in  c.  After  the  operation  has  been  continued 
for  some  time,  it  is  interrupted  for  the  purpose  of  weighing  the 
tube  c  and  its  contents,  and  then  resumed  again,  and  continued 
until  the  weight  of  c  (and  its  contents)  remains  stationary.  The 
current  of  cold  air  exercising  its  constant  cooling  action  upon  the 
substance,  the  latter  never  really  reaches  100^.  It  is,  therefore, 
sometimes  advisable  to  substitute  for  the  water  in  the  bath  a  satu- 
rated solution  of  common  salt. 

With  this  substitution,  the  apparatus  will  be  found  to  effect  its 
purpose  most  expeditiously.  It  is  not  adapted,  however,  for  dry- 
ing such  substances  as  have  a  tendency  to  fuse  or  agglutinate  at 
100^.  It  is,  moreover,  less  adapted  for  determining  the  moisture 
in  substances  than  for  simply  drying  them,  because  the  glass  is  some- 
what attacked  by  the  prolonged  action  of  the  boiling  water,  hence 
causing  a  slight  loss  in  weight  of  the  drying-tube  in  the  course  of 
the  operation.    This  loss,  too,  varies  with  different  kinds  of  glass. 

§29. 

e.  SubstcmoeB  which  persistently  retain  moisture  at  100°,  or 
become  completely  dry  only  after  a  very  long  tim^j  but  which  are 
decomposed  by  a  red  heat. 

The  desiccation  of  such  substances  is  affected  by  means  of  air-, 
oil-,  paraffin-,  or  mercury -baths,  or  on  drying-disks  (Fig.  42),  at  a 
temperature  of  100°-120°  or  even  still  higher;  and,  according  to 
circumstances,  with  or  without  the  aid  of  a  current  of  air,  some- 
times in  a  partial  vacuum,  and  sometimes  in  diluted  carbon  dioxide. 
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Figs.  36  and  37  represent  two  air-baths  of  simple  construction. 
The  latter  is  adapted  for  the  desiccation  of  a  single  substance ;  the 
former  is  snited  for  the  simultaneous  drying  of  several  substances. 

In  Fig.  36,  a  &  is  a  case  of  stout  sheet  copper  soldered  with 
brass,  15  to  20  cm.  wide  and  deep,  and  of  suitable  height.    In  the 


Flg.8& 


Fig.  87. 


aperture  o  there  is  fixed  a  cork  carrying  a  thermometer,  dj  which 
extends  into  the  interior  of  the  case.  ^  is  a  wire  stand  on  which  the 
watch-glasses  containing  the  substances  to  be  dried  are  placed. 
The  case  is  heated  by  means  of  a  gas-,  alcohol-,  or  oil-lamp.  When 
the  temperature  has  reached  the  point  desired,  it  is  easily  main- 
tained at  this  point  by  regulating  the  flame.*  In  order  to  limit  as 
much  as  possible  the  cooling  from  without,  it  is  advisable  to  cover 
the  apparatus  with  a  pasteboard  hood  having  a  movable  front. 
In  Fig  37,  J.  is  a  box  of  strong  sheet  copper,  about  11  cm. 

*  When  using  gas,  Bünben'b  improved  Kemp  regulator  (made  bj  Dbbaga,  of 
Heidelberg)  may  be  advantageously  employed  in  order  to  obtain  constant  tem- 
peratures. A  modification  has  been  reconunended  by  Th.  Schorer  {Zeitschr.f, 
analyt,  Ohem.,  ix,  218).  Scheibler'b  regulator  {ibid.,  tu,  88)  is  more  certain  in 
action,  even  also  under  sudden  changes  in  gas  pressure,  but,  as  its  action  depends 
on  an  electromagnet,  its  construction  is  more  complicated. 
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high  and  9  cm.  in  diameter.  The  box  is  closed  with  the  loosely- 
fitting  cover  -S,  which  is  provided  with  a  narrow  rim,  and  has  two 
apertures,  G  and  E  \  (7  is  intended  to  receive  the  thermometer  2), 
which  is  fitted  into  it  by  a  perforated  cork;  ^affords  an  exit  to  the 
^  aqueous  vapors,  and  is,  according 

to  circumstances,  either  left  open 
or  loosely  closed.  Within  the 
box,  about  half-way  up,  are  fixed 
three  pins,  for  the  support  of  a 
triangle  of  moderately  stout  wire, 
upon  which  the  crucible  with  the 
substance  is  placed.  The  ther- 
mometer bulb  should  be  as  near 
the  crucible  as  possible,  but  must 
not  touch  the  triangle.  Heating 
is  effected  by  means  of  a  gas-  or 
alcohol-lamp.  When  the  appa- 
ratus has  cooled  to  the  extent  that 
it  may  be  conveniently  grasped, 
the  cover  is  removed,  and  the  still 
warm  crucible  taken  out,  covered, 
and  allowed  to  become  cold  in  an 
exsiccator,  when  it  is  weighed. 

The  air-bath  shown  in  Fig.  38 
serves  for  drying  substances  in  a 
bulb-tube  with  the  simultaneous 
employment  of  a  current  of  dry 
air.  The  apparatus  consists  of  a 
sheet-iron  box  having  the  follow- 
ing dimensions  in  cm.  :  a  J  =  20 ; 
ac  =  13;  ad  =  12;  ef.=  11; 
e  g  =  Q,  The  diameter  of  the 
aperture  on  each  side  is  16  mm. 
The  thermometer  is  thrust  so  far 
down  until  its  bulb  is  on  a  level  with  and  touches  the  side  of  the 
bulb-tube.  To  this  end  the  opening  h  is  not  placed  exactly  in  the 
middle  line,  but  1  cm.  behind  it.  In  this  apparatus  a  temperature 
of  200°  to  260°  may  be  easily  attained.  To  produce  the  current  of 
dry  air,  one  of  the  projecting  ends  of  the  bulb-tube  is  connected 
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with  a  hydraulic  air-pump  (§  47)  or  an  aspirator,  as  in  Fig.  34 ; 
the  other  end  is  connected  with  a  calcium -chloride  tube  or  a  flask 
containing  concentrated  sulphuric  acid  (Fig.  34,  a) ;  the  current 
should  be  somewhat  rapid  at  first,  slower  afterwards.  If  the  tube 
with  the  dried  substance  is  to  be  weighed,  it  must  be  allowed  to 
cool,  with  a  current  of  dry  air  still  passing  through  it. 

In  the  air-bath  shown  in  Fig.  39,  the  drying  is  promoted  by 
alternate  exhaustion  and  readmission  of  air.     a  is  a  vessel  of  stout 


Fig.  39. 


sheet  copper,  provided  with  two  apertures,  and  soldered  with  brass ; 
5  is  a  glass  tube  in  which  the  substance  is  dried ;  c  is  a  thermom- 
eter ;  ^  is  a  calcium-chloride  tube ;  ^  is  a  small  hand  air-pump, 
which  may,  of  course,  be  replaced  by  a  hydraulic  or  mercurial 
air-pump. 

In  use  a  is  heated  to  the  desired  degree ;  then  h  and  d  are  ex- 
hausted. After  a  few  minutes  the  stop-cock  y*  is  opened  and  air  is 
allowed  to  re-enter,  first  becoming  perfectly  dry  by  passing  over 
the  calcium  chloride.  The  exhaustion  and  readmission  of  air  are 
then  repeated  until  not  the  slightest  trace  of  moisture  is  visible  in 
the  tube  g  when  the  latter  is  cooled  by  surrounding  it  with  cotton 
saturated  with  ether. 
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§30. 

As  an  oil-bath,  the  copper  drying  closet  figured  in  Fig.  31  is 
employed  as  a  rule,  being  then  filled  two-thirds  with  refined  rape- 
oil.  The  temperature  is  ascertained  by  means  of  a  thermometer 
borne  by  a  perforated  cork  inserted  in  the  aperture  a.  The  ther- 
mometer bulb  must  reach  nearly  to  the  bottom,  or  must  at  least  be 
entirely  immersed  in  the  oil.  As  the  oil  emits  a  disagreeable  and 
most  annoying  odor  when  heated,  it  is  preferable  to  use  paraffin 
instead.  The  air-bath  shown  in  Fig.  39  may  also  serve  as  an  oil- 
bath.  If  it  is  intended  to  weigh  the  substance,  after  drying,  in 
the  tube,  a  shorter  tube  should  be  selected  which  may  be  readily 
inserted  into  the  tube  standing  in  the  oil. 

Some  organic  substances,  when  dried  at  high  temperatures, 
suffer  alteration  from  the  action  on  them  of  atmospheric  oxygen 
(see  Fb.  Koohleder,  Jour,  fUr  prakt,  Chemie^  lxvi,  208). 
When  drying  such  substances,  hence,  contact  with  oxygen  must  be 
avoided. 

Figs.  40  and  41  show  apparatus  devised  by  Rochleder  for  this 
purpose.  The  former  may  also  be  advantageously  employed  for 
drying  with  an  air-current ;  in  the  latter,  the  drying  is  effected  in 
:i  rarefied  gas.  -S,  Fig.  40,  is  a  sheet-copper 
'cylinder  18  cm.  high  and  9  cm.  in  diameter, 
containing  a  suitable  quantity  of  oil  or  paraffin 
in  which  is  suspended  and  suitably  fixed  an 
iron  or  glass  vessel,  A^  containing  mercury. 
In  the  mercury  there  dip  a  thermometer,  and 
the  glass  tube,  (7,  containing  the  substance 
to  be  dried.  The  dried  gas  (hydrogen,  car- 
bonic acid,  air,  etc.)  enters  at  },  and  escapes 
at  a  —  if  necessary,  through  a  weighed  cal- 
cium-chloride tube.  To  prevent  any  possible 
air-currents  acting  on  the  substance,  the  end 
of  h  is  bent  upwards.  The  advantage  of  hav- 
ing mercury  in  a  is  that,  on  removing  the 
tube  (7,  it  is  perfectly  clean. 


rig.  40. 


In  Fig.  41  the  cock  H  is  screwed  on  to  the  air-pump  at  a ; 
J  is  connected  by  means  of  rubber  tubing  with  a  rubber  bag  or 
bladder  filled  with  carbon  dioxide.      B  is  an  oil-batli,   the   tem- 
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perature  of  wliich  is  ascertained  by  a  thermometer.     In  the  oil- 
bath  is  suspended  a  wide-raonthed,  stont  glass  vessel,  5,  in  which 


Fig.  41. 

is  placed  the  substance  to  be  dried,  and  contained  in  a  glass  tube, 
as  wide  as  practicable,  and  sealed  at  one  end.  On  pumping,  while 
the  cock  ^is  open  and  the  cock  H'  is  closed,  the  air  in  /S  is  rare- 
fied; on  now  closing  J?  and  opening  n\  the  vessel  becomes  filled 
with  carbon  dioxide,  previously  dried  by  passing  through  the 
calcium-chloride  tube  C .  By  repeating  this  procedure  the  appa- 
ratus is  entirely  filled  with  dried  carbon  dioxide.  W  is  then 
closed,  and  the  pump  operated.  The  oil-bath  is  then  heated  to  the 
desired  temperature,  carbon  dioxide  being  admitted  from  time  to 
time  by  opening  W .  On  closing  H'  and  pumping  again,  the 
moisture  taken  up  by  the  carbon  dioxide  is  removed  with  the  lat- 
ter, and  is  retained  in  the  calcium-chloride  tube  C.  Within  half 
an  hour  the  drying  is  complete. 


§31. 

In  technical  and  agricultural  chemical  investigations,  in  which 
a  number  of  specimens  are  to  be  simultaneously  dried  at  a  liigh 
temperature,  the  drying-diak  illustrated  in  Fig.  42  and  devised 
by  me  is  recommended. 

The  apparatus  consists  of  a  turned  cast-iron  plate  21  cm.  in 
diameter  and  37  mm.  thick,  supported  by  a  tripod,  and  weighing 
about  8  kilos.  This  weight  enables  the  plate  to  be  uniformly 
heated,  and  permits  the  desired  temperature  to  be  readily  main- 
tained.   At  equal  distances  from  the  centre  of  the  plate  six  smooth. 
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cylindrical  cavities  are  turned.    Each  cavity  is  fitted  with  a  turned 

brass  pan  55  mm.  in  diameter  and 
18  mm.  deep,  and  fitting  rather 
loosely,  so  as  to  be  readily  removable 
after  heating.  Every  pan  is  provided 
with  a  small  handle  pointing  toward 
the  periphery  of  the  plate,  and  resting 
in  appropriate  grooves  made  in  the 
latter.  Each  handle,  moreover,  bears 
stamped  upon  it  a  number,  from  1 
to  6,  corresponding  to  a  similar  num- 
ber stamped  in  the  plate  behind  the 
cavities — so  that  each  pan  has  its  own 
proper  cavity.  The  centre  of  each 
pan  is  6.5  cm.  distant  from  the  centre 
of  the  plate;  and  the  rims  of  the 
pans  are  level  with  the  surface  of  the 
plate.  Five  of  the  pans  are  intended 
for  the  samples  (ores,  parts  of  plants, 
etc.),  and  the  sixth  for  the  thermom- 
eter. The  sixth  cavity  bears  fitted 
into  it  a  brass  rim  extending  3  cm- 
above  the  surface  of  the  plate;  the 
pan  so  heightened  is  filled  with  brass 
or  copper  filings,  and  the  thermom- 
eter bulb  is  embedded  in  these  down 
to  the  bottom.  Heat  is  applied  under 
^'  the  centre  of  the  plate. 

f.  Substances  which  suffer  no  alteration  at  a  red  heat^  such  as 
barium  sulphate,  pearlash,  etc.,  are  very  readily  freed  from  mois- 
ture. They  need  simply  be  heated  in  a  platinum  or  porcelain 
crucible  over  a  gas-  or  spirit-lamp  until  the  desired  end  is  attained. 
Tlie  crucible,  having  first  been  allowed  to  cool  a  little,  is  put,  still 
hot,  under  a  desiccator,  and  finally  weighed  when  cold. 
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III.  General  Pkoceduee  in  Quantitative  Analyses. 

§32. 

It  is  important,  in  the  first  place,  to  observe  that  we  embrace 
in  the  following  general  analytical  method  only  the  separation  and 
determination  of  the  metals  and  their  combinations  with  the 
metalloids,  and  of  the  inorganic  acids  and  salts.  With  respect  to 
the  quantitative  analysis  of  other  compounds,  it  is  not  easy  to  lay 
down  a  universally  applicable  method,  except  that  their  constitu- 
ents usually  require  to  be  converted  first  into  acids  or  bases,  before 
their  separation  and  estimation  can  be  attempted ;  this  is  the  case, 
for  instance,  with  phosphorus  sulphide,  sulphur  chloride,  iodine 
chloride,  nitrogen  sulphide,  &c. 

The  quantitative  analysis  of  a  substance  presupposes  an 
accurate  knowledge  of  its  properties,  and  of  the  nature  of  its 
several  constituents.  These  data  will  enable  the  operator  at  once 
to  decide  whether  the  direct  estimation  of  each  individual  constitu- 
ent is  necessary ;  whether  he  need  operate  only  on  one  portion 
of  the  substance,  or  whether  it  would  be  advantageous  to  deter- 
mine each  constituent  in  different  portions.  Let  us  suppose,  for 
instance,  we  have  a  mixture  of  sodium  chloride  and  anhydrous 
sodium  sulphate,  and  wish  to  ascertain  the  proportion  in  which 
these  two  substances  are  mixed.  Here  it  would  be  superfluous  to 
determine  each  constituent  directly,  since  the  determination  either 
of  the  quantity  of  the  chlorine,  or  of  the  sulphuric  acid,  is  quite 
sufficient  to  answer  the  purpose ;  still  the  estimation  of  both  the 
chlorine  and  the  sulphur  trioxide  will  afford  us  an  infallible  con- 
trol for  the  correctness  of  our  analysis ;  since  the  united  weights 
of  these  two  substances,  added  to  the  sodium  and  soda  respectively 
equivalent  to  them,  must  be  equal  to  the  weight  of  the  substance 
taken. 

These  estimations  may  be  made,  either  in  one  and  the  same 
portion  of  the  mixture,  by  first  precipitating  the  sulphuric  acid 
with  barium  nitrate,  and  subsequently  the  hydrochloric  acid  from 
the  filtrate  with  solution  of  silver  nitrate  ;  or  a  separate  portion  of 
the  mixture  may  be  appropriated  to  each  of  these  two  operations. 
Unless  there  is  some  objection  to  its  use  (e,g.^  deficiency  or  hetero- 
geneousness  of  substance),  the  latter  method   is  more  convenient, 
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and  generally  yields  more  accurate  results ;  since,  in  the  former 
method,  the  unavoidable  washing  of  the  first  precipitate  swells  the 
amount  of  liquid  so  considerably  that  the  analysis  is  thereby 
delayed,  and,  moreover,  loss  of  substance  less  easily  guarded 
against. 

Before  beginning  all  analyses,  at  least  those  of  a  more  complex 
nature,  the  student  should  write  out  an  exact  plan,  and  accurately 
note  on  paper,  during  the  entire  process,  everything  that  he  does. 
It  is  in  the  highest  degree  unwise  to  rely  on  the  memory  in  a  com- 
plicated analysis.  When  students,  who  imagine  they  can  do  so, 
come,  a  week  or  a  fortnight  after  they  have  begun  their  analysis, 
to  work  out  the  results,  they  find  generally  too  late  that  they  have 
forgotten  much,  which  now  appears  to  them  of  importance  to 
know.  The  intelligent  pursuit  of  chemical  analysis  consists  in  the 
projecting  and  accurate  testing  of  the  plan ;  acuteness  and  the 
power  of  passing  in  review  all  the  influencing  chemical  relations 
must  here  support  each  other.  He  who  works  without  a  thor- 
oughly thought-out  plan,  has  no  right  to  say  he  is  practising  chem- 
istry ;  for  a  mere  unthinking  stringing  together  of  a  series  of  filtra- 
tions,  evaporations,  ignitions,  and  weighings,  howsoever  well  these 
several  operations  may  be  performed,  is  not  chemistry. 

We  will  now  proceed  to  describe  the  various  operations  consti- 
tuting the  process  of  quantitative  analysis. 

§  33. 

1.  Weighing  the  Substance. 

The  amount  of  matter  required  for  the  quantitative  analysis  of  a 
substance  depends  upon  the  nature  of  its  constituents ;  it  is,  there- 
fore, impossible  to  lay  down  rules  for  guidance  on  this  point. 
Half  a  gramme  of  sodium  chloride,  and  even  less,  is  sufficient  to 
effect  the  estimation  of  the  chlorine.  For  the  quantitative  analy- 
sis of  a  mixture  of  common  salt  and  anhydrous  sodium  sulphate,  1 
gramme  will  suffice ;  whereas,  in  the  case  of  ashes  of  plants,  com- 
plex minerals,  &c.,  3  or  4  grammes,  and  even  more,  are  required. 
1  to  3  grm.  can  therefore  be  indicated  as  the  average  quantity 
suitable  in  most  cases.  For  the  estimation  of  constituents  present 
in  very  minute  proportions  only,  as,  for  instance,  sodium  and 
potassium  in  limestones,  phosphorus  or  sulphur  in  cast-iron,  &c., 
much  greater  quantities  are  often  required — 10,  20,  or  50  grammes. 
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The  greater  the  amount  of  substance  taken  the  more  accurate 
will  be  the  analysis ;  the  smaller  the. quantity,  the  sooner,  as  a  rule, 
will  the  analysis  be  finished.  We  would  advise  the  student  to 
endeavor  to  combine  accuracy  with  economy  of  time.  The  less 
substance  he  takes  to  operate  upon,  the  more  carefully  he  ought  to 
weigh;  the  larger  the  amount  of  substance,  the  less  harm  can 
result  from  slight  inaccuracies  in  weighing.  Somewhat  large 
quantities  of  substance  are  generally  weighed  to  1  milligramme  ; 
minute  quantities,  to  0*1  milligramme. 

If  one  portion  of  a  substance  is  to  be  weighed  oflF,  we  first 
weigh  two  watch-glasses  which  fit  on  each  other,  or  else  an  empty 
platinum  crucible  with  lid,  then  we  put  some  substance  in,  and 
weigh  again ;  the  difference  between  the  two  weighings  gives  the 
weight  of  the  substance  taken. 

This  mode  of  weighing  ofi,  however,  is  advisable  only  when 
the  substance  is  to  be  further  treated  in  the  watch-glasses  or 
crucible,  or  when  the  substance  is  not  of  an  adherent  nature,  or 
when  the  adherent  particles  may  be  washed  away  with 
water.  If  the  substance  is  to  be  transferred  to  a  flask 
or  beaker,  and  treated  with  a  concentrated  solvent,  the 
weighing  is  best  done  in  a  small  tube  sealed  at  one  end. 
In  this  case  the  approximate  weight  of  the  tube  should 
be  known.  After  receiving  the  substance,  the  tube  and 
its  contents  are  carefully  weighed;  then  nearly  the 
whole,  or  a  suitable  quantity,  of  the  substance  is  shaken 
out  into  the  flask  or  beaker,  the  weight  again  taken,  and 
the  difference  in  weight,  showing  the  quantity  of  sub- 
stance taken,  noted.  When  the  substances  handled  are 
hygroscopic,  the  tube  must  be  closed ;  this  is  easily  ac-  ^'  ^ 
complished  by  inserting  the  tube  into  one  slightly  larger,  as  shown 
in  Fig.  43. 

If  several  quantities  of  a  substance  are  to  be  operated  upon, 
the  best  way  is  to  weigh  off  the  several  portions  successively; 
which  may  be  accomplished .  most  readily  by  weighing  in  a  glass 
tube,  or  other  appropriate  vessel,  the  whole  amount  of  substance, 
and  then  shaking  out  of  the  tube  the  quantities  required  one 
after  another  into  appropriate  vessels,  weighing  the  tube  after  each 
time. 

The  work  may  often  also  be  materially  lightened,  by  weighing 
off  a  larger  portion  of  the  substance,  dissolving  this  to  i,  i  or  1 
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litre,  and  taking  out  for  the  several  estimations  aliquot  parts,  with 
the  50-  or  100-c.  c.  pipette.  The  first  and  most  essential  condition 
of  this  proceeding,  of  course,  is  that  the  pipettes  must  accurately 
correspond  with  the  measuring  flasks  (§§  18  and  20). 

§34. 
2.  Estimation  of  the  "Wateb. 

If  the  substance  to  be  examined — after  having  been  freed  from 
moisture  by  a  suitable  drying  process  (§§  26-32)— contains  water, 
it  is  usual  to  begin  by  determining  the  amount  of  this  water.  This 
operation  is  generally  simple ;  in  some  instances,  however,  it  has 
its  difficulties.  This  depends  upon  various  circumstances,  viz., 
whether  the  compounds  intended  for  analysis  yield  their  water 
readily  or  not ;  whether  they  can  bear  a  red  heat  without  suffering 
decomposition ;  or  whether,  on  the  contrary,  they  give  off  other 
volatile  substances,  besides  water,  even  at  a  lower  temperature. 

The  correct  hnowledge  of  the  constitution  of  a  compound 
depends  frequently  upon  the  accurate  estimation  of  the  water  con- 
tained in  it;  in  many  cases — for  instance,  in  the  analysis  of  the 
salts  of  known  acids — the  estimation  of  the  water  contained  in  the 
analyzed  compound  suffices  to  enable  us  to  deduce  the  formula. 
The  estimation  of  the  water  contained  in  a  substance  is,  therefore, 
one  of  the  most  important,  as  well  as  most  frequently  occurring 
operations  of  quantitative  analysis.  The  proportion  of  water  con- 
tained in  a  substance  may  be  determined  in  two  ways,  viz.,  a,  from 
the  diminution  of  weight  consequent  upon  the  expulsion  of  the 
water ;  J,  by  weighing  the  amount  of  water  expelled. 

§  35. 

a.   ESTIILATION   OF  THE    WaTER   FROM  THE   LoSS   OF   WeIGHT. 

This  method,  on  account  of  its  simplicity,  is  most  frequently 
employed.  The  modus  operandi  depends  upon  the  nature  of  the 
substance  under  examination. 

a.  The  svhsta/nce  hears  ignition  without  losing  other  Constituents 
besides  Water ^  a/nd  without  absorbing  Oxygen. 

The  substance  is  weighed  in  a  platinum  or  porcelain  cnicible, 
and  placed  over  the  gas-  or  spirit-lamp ;  the  heat  should  be  very 
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gentle  at  first,  and  gradually  increafied.  Wlien  the  crucible  has 
been  maintained  some  time  at  a  red  heat,  it  is  allowed  to  cool  a 
little,  put  still  warm  under  the  desiccator,  and  finally  weighed  when 
cold.  The  ignition  is  then  repeated,  and  the  weight  again  ascer- 
tained. If  no  further  diminution  of  weight  has  taken  place,  the 
process  is  at  at  end,  the  desired  object  being  fully  attained.  But 
if  the  weight  is  less  than  after  the  first  heating,  the  operation  must 
be  repeated  until  the  weight  remains  constant. 

In  the  case  of  silicates,  the  heat  must  be  raised  to  a  very  high 
degree,  since  many  of  them  {e.g.^  talc,  steatite,  nephrite)  only  begin 
at  a  red  heat  to  give  off  water,  and  require  a  yellow  heat  for  the 
complete  expulsion  of  that  constituent.  (Th.  Schbkber.*)  Such 
bodies  are  therefore  ignited  over  a  blast-lamp.  The  flame  should 
be  observed ;  if  it  be  colored,  it  indicates  some  volatilization  of 
alkali. 

In  the  case  of  substances  that  have  a  tendency  to  puff  off,  or  to 
spirt,  a  small  flask  or  retort  may  sometimes  be  advantageously  sub- 
stituted for  the  crucible.  Care  must  be  taken  to  remove  the  last 
traces  of  aqueous  vapor  from  the  vessel,  by  suction  through  a  glass 
tube.  ~ 

Decrepitating  salts  (sodium  chloride,  for  instance)  are  put — 
finely  pulverized,  if  possible — in  a  small  covered  platinum  crucible, 
which  is  then  placed  in  a  large  one,  also  covered ;  the  whole  is 
weighed,  then  heated,  gently  at  first  for  some  time,  then  more 
strongly ;  finally,  after  cooling,  weighed  again. 

ß.  The    mbsta/nce  loses  on   ignition    oiker   Constituents  besides 
Water  (Boric  Acid^  Sulphuric  Acid,  Silicon  Fluoride,  d&c). 

Here  the  analyst  has  to  consider,  in  the  first  place,  whether  the 
water  may  not  be  expelled  at  a  lower  degree  of  heat,  which  does 
not  involve  the  loss  of  other  constituents.  If  this  may  be  done, 
the  substance  is  heated  either  in  the  water-bath,  or  where  a  higher 
temperature  is  required,  in  the  air-bath  or  oil-bath,  the  tempera* 
ture  being  regulated  by  the  thermometer.  The  expulsion  of  the 
water  may  be  promoted  by  the  co-operation  of  a  current  of  air 
(compare  §§  29  and  30) ;  or  by  the  addition  of  pure  dry  sand  to 
the  substance,  to  keep  it  porous-f  The  process  must  be  continued 
under  these  circumstances  also,  until  the  weight  remains  constant. 

*Jahre^)er,  von  Liebio  u.  Kopp,  1851,  610. 
t  -4w».  d.  CTiem,  u.  Pharm.,  lih,  288. 
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In  cases  where,  for  some  reason  or  other,  such  gentle  heating 
is  insufScient,  the  analyst  has  to  consider  whether  the  desired  end 
may  not  be  attained  at  a  red  heat,  by  adding  some  substance  that 
will  retain  the  volatile  constituent  whose  loss  is  apprehended. 
Thus,  for  instance,  the  crystallized  aluminium  sulphate  loses  at  a 
red  heat,  besides  water,  also  sulphuric  acid ;  now,  the  loss  of  the 
latter  constituent  may  be  guarded  against  by  adding  to  the  sul- 
phate an  excess  (about  six  times  the  quantity)  of  finely  pulverized, 
recently  ignited,  pure  lead  oxide.  But  the  addition  of  this  sub- 
stance will  not  prevent  the  escape  of  silicon  fluoride  from  silicates 
when  exposed  to  a  red  heat  (List  *). 

Thus,  again,  the  amount  of  water  in  commercial  iodine  may 
be  determined  by  triturating  the  iodine  together  with  eight  times 
the  quantity  of  mercury,  and  drying  the  mixture  at  100**  (Bol- 
LBY,  Dingleb's  Polytech.  Jav/ni.^  oxxvi,  39). 

For  the  determination  of  water  in  silicofluorides  magnesia  is 
added  to  the  substance.  For  this  purpose  about  twice  as  much 
magnesia  as  is  required  for  decomposing  the  silicofluoride  is  ig- 
nited in  a  platinum  crucible,  weighed,  stirred  ^ith  warm  water 
to  a  thick  paste,  the  weighed  silicofluoride  added,  the  whole 
stirred  with  a  platinum  wire  of  known  weight,  more  water  added 
if  necessary  to  effect  solution,  and  the  mixture  then  carefully 
dried  and  ignited.  The  loss  of  weight  represents  the  water  con- 
tained in  the  silicofluoride,  sinoe  the  decomposition  products — 
magnesium  fluoride,  silicic  acid,  and  metallic  oxide — weigh  as 
much  as  the  anhydrous  silicofluoride  plus  the  magnesia.  A  cor- 
rection in  this  case  would  be  necessary  only  when  the  separated 
metallic  oxide,  e.g.^  ferrous  oxide,  takes  up  atmospheric  oxygen 
on  ignition  (F.  Stolba  f). 

y.  The  substance  contains  several  differently  combined  quantities 
of  Water  which  require  different  Degrees  of  Temperature 
for  JEsßpulsion. 

Substances  of  this  nature  are  heated  flrst  in  the  water-bath, 
until  their  weight  remains  constant ;  they  are  then  exposed  in  the 
oil-  or  air-bath  to  150°,  200°,  or  250°,  &c.,  and  finally,  when 

*Ann.  d,  CTi^m,  u.  Pharm.,  lxxxi,  189. 
\Zeüiehr,f,  analyt.  Chem.^YU,  98. 
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practicable,  ignited  over  a  gas-  or  spirit-lamp.  In  sach  opera- 
tions I  prefer  to  use  the  apparatus  illustrated  in  Fig.  38. 

The  bulb-tube  may  also  be  replaced,  if  desired,  by  a  tube  of 
uniform  width  in  which  is  slid  a  small  porcelain  boat  containing 
the  substance.  In  order  to  prevent  a  desiccated  substance  from 
attracting  water  during  the  weighing,  the  boat  is  weighed  in  a 
cork-stoppered  glass  tube. 

In  this  manner  differently  combined  quantities  of  water  may 
be  distinguished,  and  their  respective  amounts  correctly  esti- 
mated. Thus,  for  instance,  crystallized  copper  sulphate  contains 
28*87  per  cent,  of  water,  which  escapes  at  a  temperature  below 
140^,  and  7-22  per  cent.,  which  escapes  only  at  a  temperature 
between  220°  and  260°. 

It  is  frequently*  advisable  to  assist  the  action  of  heat  by  the 
aid  of  a  partial  vacuum.  Thus  magnesium  sulphate  m  vacuo 
over  sulphuric  acid  at  100°  loses  5  equivalents  of  water ;  dried 
in  the  air  at  132°  it  loses  6,  and  at  a  low  red  heat  7,  equivalents. 

<^.  When  the  substance  has  a  tendency  to  absorb  oxygen  (from 
the  presence  of  ferrous  compounds,  for  instance)  the  water  is  bet* 
ter  determined  in  the  direct  way  than  by  the  loss.     (§  36.) 

§86. 
J.  Estimation  of  Watkk  by  Dibbot  Wbiohino. 

This  method  is  resorted  to  by  way  of  control,  or  in  the  case  of 
substances  which,  upon  ignition,  lose,  besides  water,  other  con- 
stituents, which  cannot  be  retained  even  by  the  addition  of  some 
other  substance  («.^.,  carbon  dioxide,  oxygen),  or  in  the  case  of 
substances  containing  bodies  inclined  to  oxidation  (^.^.,  ferrous 
compounds).  The  principle  of  the  method  Sa  to  expel  the  water 
by  the  application  of  a  red  heat,  so  as  to  admit  of  the  condensa- 
tion of  the  aqueous  vapor,  and  the  collection  of  the  condensed 
water  in  an  appropriate  apparatus,  partly  physically,  partly  by 
the  agency  of  some  hygroscopic  substance.  The  increase  in  the 
weight  of  this  apparatus  represents  the  quantity  of  the  water  ex- 
pelled. 

The  operation  may  be  conducted  in  various  ways ;  the  follow- 
ing apparatus.  Fig.  44,  is  one  of  the  most  appropriate : — 
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B^  Fig.  44,  represents  a  gasometer  filled  with  air ;  5  a  flask 
half -filled  with  concentrated  sulphuric  acid ;  c  and  a  o  are  calcium- 
chloride  tubes  (§  66,  7);  d\&  a  bulb-tube  of  highly  infusible  glass. 


Pig.  44. 

The  substance  intended  for  examination  is  weighed  in  the 
perfectly  dry  tube  rf,  which  is  then  connected  with  c  and  the 
weighed  calcium  chloride  tube  ao^  by  means  of  sound  and  well- 
di*ied  perforated  corks. 

The  operation  is  commenced  by  opening  the  stop-cock  of  the 
gasometer  a  little,  to  allow  the  air,  which  loses  all  its  moisture  in  h 
and  c,  to  pass  slowly  through  d ;  the  tube  d  is  then  heated  to  be- 
yond the  boiling-point  of  water,  by  holding  a  lamp  towards  y, 
taking  care  not  to  bum  the  cork ;  and  finally,  the  bulb  which  con- 
tains the  substance  is  exposed  to  a  low  red  heat,  the  temperature 
aty  being  maintained  all  the  while  at  the  point  indicated.  When 
the  expulsion  of  the  water  has  been  accomplished,  a  slow  current 
of  air  is  still  kept  up  till  the  bulb-tube  is  cold ;  the  apparatus  is 
then  disconnected,  and  the  calcium  chloride  tube  ao^  weighed. 
The  increase  in  the  weight  of  this  tube  represents  the  quantity  of 
water  originally  present  in  the  substance  examined. 

The  empty  bulb  a,  in  which  the  greater  portion  of  the  water 
collects,  has  not  only  for  its  object  to  prevent  the  liquefaction  of 
the  calcium  chloride,  but  enables  the  analyst  also  to  test  the  con- 
densed water  as  to  its  reaction  and  purity. 
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The  apparatus  may,  of  course,  be  modified  in  various  ways; 
thus,  the  chloride  of  calcium  tubes  may  be  U-shaped ;  a  U-tube, 
filled  with  pieces  of  pumice-stone  saturated  with  sulphuric  acid, 
may  be  substituted  for  the  fiask  with  sulphuric  acid ;  and  the  gas- 
ometer may  be  replaced  by  an  aspirator  (Fig.  84)  joined  to  o.  The 
calcium-chloride  tube  c  is,  however,  absolutely  indispensable,  be- 
cause I  have  found  *  that  air  dried  by  sulphuric  acid  takes  up  a 
slight  quantity  of  moisture  from  well-dried  calcium  chloride,  i.e., 
the  sulphuric-acid  dried  air  is  converted  into  a  calcium-chloride 
dried  air.  Were  the  tube  c  omitted,  the  water-content  of  the 
substance  would  hence  be  found  to  be  too  low,  and  by  just  the 
quantity  of  moisture  taken  up  by  tho  sulphuric  acid  from  the 
dried  calcium-chloride  tube.  On  interposing  c,  however,  tlie  air 
is  dried  by  calcium  chloride  both  before  and  after  passing  over 
the  substance,  hence  the  increase  in  weight  oi  ao  will  give  the 
exact  water-content  of  the  substance. 


Fig.  45. 

The  expulsion  of  the  aqueous  vapor  from  the  tube  containing 
the  substance  under  examination,  into  the  calcium  chloride  tube, 
may  be  effected  also  by  other  means  than  a  current  of  air  sup. 
plied  by  a  gasometer  or  aspirator ;  viz.,  the  substance  under  ex- 
amination may  be  heated  to  redness  in  a  perfectly  dry  tube,  to. 
gether  with  lead  carbonate,  since  the  carbon  dioxide  escaping 
from  the  latter  at  a  red  heat,  serves  here  the  same  purpose  as  a 
stream  of  air.  This  method  is  principally  applied  in  cases  where 
it  is  desirable  to  retain  an  acid  which  otherwise  would  volatilize 
together  with  the  water ;  thus,  it  is  applied,  for  instance,  for 
the  direct  estimation  of  the  water  contained  in  acid  potassium 
sulphate. 

*  Zeitschr,/.  analyi.  Chem,,  iv,  177. 
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Fig.  45  represents  the  diR|x>Rition  of  the  apparatus. 

abhsL  common  combustion  f nmace ;  cj^  a  tube  filled  as  fol- 
lows : — from  e  to  d  with  lead  carbonate,*  from  d  to  e  the  substance 
intimately  mixed  with  lead  carbonate,  and  from  e  iof  pure  lead  car- 
bonate. The  calcium-chloride  tube  g^  being  accurately  weighed^ 
is  connected  with  the  tube  cf,  by  means  of  a  well-dried  perfo- 
rated cork,/^. 

The  operation  is  commenced  by  surrounding  the  tube  with  red- 
hot  charcoal,  advancing  ivoxa  f  toward  c\  tlie  fore  part  of  the 
tube  which  protrudes  from  the  furnace  should  be  maintained  at  a 
degree  of  heat  which  barely  permits  the  operator  to  lay  hold  of  it 
with  his  fingers.  All  further  particulars  of  this  operation  will  be 
found  in  the  chapter  on  organic  elementary  analysis.  The  mix- 
ing is  performed  best  in  the  tube  with  a  wire.  The  tube  cf  may 
be  short  and  moderately  narrow.  Of  course,  the  charcoal  furnace 
may  be  replaced  by  a  gas  combustion  furnace. 

The  volatilization  of  an  acid  cannot  in  all  cases  be  prevented 
by  lead  oxide ;  thus,  for  instance,  we  could  not  determine  the 
water  in  crystallized  boric  acid  by  the  above  process.  This  could 
readily  be  done,  however,  by  igniting  the  acid  mixed  with  excess 
of  dry  sodium  carbonate  in  a  glass  tube  drawn  out  behind  in  the 
form  of  a  beak,  receiving  the  water  in  a  calcium-chloride  tube, 
and  transferring  the  final  residue  of  aqueous  vapor  into  the  Ca  CI, 
tube  by  suction,  after  the  point  of  the  beak  has  been  broken  off. 
(See  Organic  Analysis.) 

The  foregoing  methods  for  the  direct  estimation  of  water  do 
not,  however,  yet  embrace  all  cases  in  which  those  described 
in  §  35  are  inapplicable ;  since  they  can  be  employed  only  if  the 
substances  escaping  along  with  the  water  are  such  as  will  not 
wholly  or  partly  condense  in  the  calcium -chloride  tube  (or  in  a 
tube  containing  fused  potassa,  or  one  filled  with  pumice-stone  satu- 
rated with  sulphuric  acid,  which  might  be  used  instead).  Thus 
they  are  perfectly  well  adapted  for  determining  the  water  in  the 
basic  zinc  carbonate,  but  they  cannot  be  applied  to  determine  the 
water  in  sodium-ammonium  sulphate.  With  substances  like  the 
latter,  we  must  either  have  recourse  to  the  processes  of  organic 
elementary  analysis,  or  we  must  rest  satisfied  with  the  indirect 
estimation  of  the  water. 

*  The  lead  carbonate  must  have  been  previously  ignited  to  incipient  decom- 
position, and  cooled  in  a  closed  tube. 
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§37. 
3.  Solution  of  Substakceb. 

Before  pursuing  the  analytical  process  further,  it  is  in  most 
cases  necessary  to  obtain  a  solution  of  the  substance.  This  opera- 
tion is  simple  where  the  body  may  be  dissolved  by  direct  treat- 
ment with  water,  or  acids,  or  alkalies,  &c. ;  but  it  is  more  compli- 
cated in  cases  where  the  body  requires  fluxing  as  an  indispensable 
preliminary  to  solution. 

When  we  have  mixed  substances  to  operate  upon,  the  compo- 
nent parts  of  which  behave  differently  with  solvents,  it  is  not  by 
any  means  necessary  to  dissolve  the  whole  substance  at  first ;  on 
the  contrary,  the  separation  may,  in  such  cases,  be  often  effected, 
in  the  most  simple  and  expeditious  manner,  by  the  solvents  them- 
selves. Thus,  for  instance,  a  mixture  of  potassium  nitrate,  calcium 
carbonate,  and  barium'  sulphate  may  be  readily  and  accurately 
analyzed  by  dissolving  out,  in  the  first  place,  the  potassium  nitrate 
with  water,  and  subsequently  the  calcium  carbonate  by  hydrochlorio 
acid,  leaving  the  insoluble  barium  sulphate. 

§  38. 
a.  DmECT  Solution. 

The  direct  solution  of  substances  is  effected,  according  to  cir- 
cumstances, in  beakers,  flasks,  or  dishes,  and  may,  if  necessaiy,  be 
promoted  by  the  application  of  heat ;  for  which  purpose  the  water- 
bath  will  be  found  most  convenient.  In  cases  where  an  open  fire, 
or  the  sand-bath,  or  an  iron-plate  is  resorted  to,  the  analyst  must 
take  care  to  guard  against  actual  ebullition  of  the  fluid,  since  this 
would  render  a  loss  of  substance  from  spirting  almost  unavoidable, 
especially  in  cases  where  the  process  is  conducted  in  a  dish.  Fluids 
containing  a  sediment,  either  insoluble,  or,  at  least,  not  yet  dissolved, 
will,  when  heated  over  the  lamp,  often  bump  and  spirt  even  at 
temperatures  far  short  of  the  boiling-point. 

In  cases  where  the  solution  of  a  substance  is  attended  with 
evolution  of  gas,  the  process  is  conducted  in  a  flask,  placed  in  a 
sloping  position,  so  that  the  spirting  drops  may  be  thrown  against 
the  walls  of  the  vessel,  and  thus  secured  from  being  carried  off 
with  the  stream  of  the  evolved  gas  ;  or  it  may  be  conducted  in  a 
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beaker,  covered  with  a  largenäized  watch-glass,  which,  after  the 
solution  is  eflEected,  and  the  gas  expelled  by  heating  on  the  water- 
bath,  must  be  thoroughly  rinsed  with  the  washing^bottle. 

In  cases  where  the  solution  has  to  be  effected  by  means  of  con- 
centrated volatile  acids  (hydrochloric  acid,  nitric  acid,  aqua  regia), 
the  operation  should  never  be  conducted  in  a  dish,  but  always  in  a 
flask  covered  with  a  watch-glass,  or  placed  in  a  slanting  position, 
and  the  application  of  too  high  a  temperature  must  be  avoided. 
The  operation  should  always  be  conducted  also  under  a  hood,  with 
proper  draught,  to  carry  off  the  escaping  acid  vapors.  All  such 
arrangements  for  carrying  off  vapors  as  require  the  flasks  to  be 
closed  are  not  to  be  recommended ;  at  times  they  are  even  inad- 
missible, because  the  vapors  of  nitric  acid,  nitrohydrochloric  acid, 
etc.,  powerfully  attack  cork  and  caoutchouc,  and  hence  solutions 
may  become  contaminated  with  organic  substances,  sulphuric  acid 
(from  oxidation  of  the  sulphur  contained  in  the  vulcanized  caout- 
chouc), and  other  substances. 

It  is  often  necessary,  in  conducting  a  process  of  solution,  to 
guard  against  the  action  of  the  atmospheric  oxygen ;  in  such  cases, 
a  slow  stream  of  carbon  dioxide  is  transmitted  through  the  solu- 
tion-flask ;  in  some  cases  it  is  suflicient  to  expel  the  air,  by  simply 
first  putting  a  little  hydrogen-sodium  carbonate  into  the  flask,  con- 
taining an  excess  of  acid,  before  introducing  the  substance. 

In  selecting  vessels  in  which  solutions  are  to  be  effected,  some 
care  must  be  exercised  that  the  substance  of  the  vessels  be  as  little 
liable  to  be  attacked  as  possible  by  the  solvent.  As  a  general 
rule,  glass  vessels  are  but  slightly  attacked  by  acids,  but  are 
strongly  acted  on  by  alkalies  (see  §  41). 

§39. 
h.  Solution,  pbeceded  by  Fluxing. 

Substances  insoluble  in  water,  acids,  or  aqueous  alkalies 
usually  require  decomposition  by  fluxing,  to  prepare  them  for 
analysis.  Substances  of  this  kind  are  often  met  with  in  the  min- 
eral kingdom;  most  silicates,  the  sulphates  of  the  alkali-earth 
metals,  chrome  ironstone,  &c. ,  belong  to  this  class. 

The  object  and  general  features  of  the  process  of  fluxing  have 
already  been  treated  of  in  the  qualitative  part  of  the  present  work. 
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The  special  methods  of  conducting  this  important  operation  will 
be  described  hereafter  under  "  Tlie  analysis  of  silicates,"  and  in 
the  proper  places ;  as  a  satisfactory  description  of  the  process,  with 
its  various  modifications,  cannot  well  be  given  without  entering 
more  minutely  into  the  particular  circumstances  of  the  several 
special  cases. 

Decomposition  by  fluxing  often  requires  a  higher  temperature 
than  is  attainable  with  a  spirit-lamp  with  double  draught,  or  with 
a  common  gas-lamp.  In  such  cases,  the  glass-blower's  lamp,  fed 
with  gas,  is  used  with  advantage.* 

§40. 

4.   CONVEBSION  OF  DISSOLVED  SXTBSTANCES  INTO  WBIOHABLE  FoRMS. 

The  conversion  of  a  substance  in  a  state  of  solution  into  a  form 
adapted  for  weighing  may  be  effected  either  by  evaporation  or  by 
precipitation.  The  former  of  these  operations  is  applicable  only 
in  cases  where  the  substance,  the  weight  of  which  we  are  desirous 
to  ascertain,  either  exists  already  in  the  solution  in  the  form  suit- 
able for  the  determination  of  its  weight,  or  may  bo  converted  into 
such  form  by  evaporation  in  conjunction  with  some  reagent.  The 
solution  must,  moreover,  contain  the  substance  unmixed,  or,  at 
least,  mixed  only  with  such  bodies  as  are  expelled  by  evaporation 
or  at  a  red  heat.  Thus,  for  instance,  the  amount  of  sodium 
sulphate  present  in  an  aqueous  solution  of  that  substance  may  be 
ascertained  by  simple  evaporation ;  whilst  the  potassium  carbonate 
contained  in  a  solution  would  better  be  converted  into  potassium 
chloride,  by  evaporating  with  solution  of  ammonium  chloride. 

Precipitation  may  always  be  resorted  to,  whenever  the  substance 
in  solution  admits  of  being  converted  into  a  combination  which  is 
insoluble  in  the  menstruum  present,  provided  that  the  precipitate 
is  fit  for  determination,  which  can  never  be  the  case  unless  it  can 
be  washed  and  is  of  constant  composition. 

§41. 
a.  Evaporation. 

In  processes  of  evaporation  for  pharmaceutical  or  technico- 
chemical  purposes  the  principal  object  to  be  considered  is  saving 

*  Excellent  lamps  of  thifl  kind  are  made  by  Dbsaga,  of  Heidelberg. 
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of  time  and  fuel;  but  in  evaporating  processes  in  quantitative 
analytical  researches  this  is  merely  a  subordinate  point,  and  the 
analyst  has  to  direct  his  principal  care  and  attention  to  the  means 
of  guarding  against  loss  or  contamination  of  the  substance  operated 
upon. 

The  simplest  case  of  evaporation  is  when  we  have  to  concentrate 
a  dearßuidj  without  carrying  the  process  to  dryness.  To  effect 
this  object,  the  fluid  is  poured  into  a  basin,  which  should  not  be 
filled  to  more  than  two-thirds.  Heat  is  then  applied  by  placing 
the  basin  either  on  a  water-bath,  sand-bath,  common  stove,  or 
heated  iron  plate,  or  over  the  flame  of  a  gas-  or  spirit-lamp,  care 
being  taken  always  to  guard  against  actual  ebullition,  as  this  in- 
variably and  unavoidably  leads  to  loss  from  small  drops  of  fluid 
spirting  out.  Evaporation  over  a  gas-  or  spirit-lamp,  when  con- 
ducted with  proper  care,  is  an  expeditious  and  cleanly  process, 
Bunsen's  gas-lamp.  Fig.  46,  may  be  used  most  advantageously 
in  operations  of  this  kind ;  a  little  wire-gauze  cap,  loosely  fitted 
upon  the  tube  of  the  lamp,  is  a  material  improvement.    By  means 


P^ 


Fig.  46.  Fig.  47. 

of  this  simple  arrangement  it  is  easy  to  produce  even  the  smallest 
flame,  without  the  least  apprehension  of  the  flame  striking  back. 
The  lamp  recently  introduced  by  the  Maste  Brothers,  of 
Iserlohn,  and  illustrated  in  Fig.  47,  affords  excellent  service  both 
for  evaporation  and  ignition.     In  it  the  burner  is  very  sunilar  to 
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that  of  the  Berzeliub  alcohol  lamp,  and  affords  a  very  small  as  well 
as  a  yery  powerful  large  flame,  and  it  has  given  me  excellent 
results  during  long-continued  use.    Five  different  sizes  are  made. 

The  gas  furnace 
shown  in  Fig.  48  is 
also  excellently  adapt* 
ed  for  evaporations 
carried  on  in  evapo- 
rating-dishes.  In  this 
furnace  the  mixture 
of  gas  and  air  issues 
from  many  small  ori- 
fices, and  the  construc- 
tion enables  the  flames 
to  be  made  so  small 
that  the  contents  of 
the  dish  can  be  quietly 
evaporated  without 
ebullition.* 


Fig.  48. 


If  the  evaporation  is  to  be  effected  on  the  water-bath,  and  the 
operator  happens  to  possess  a  Beindorf,  or  other  similarly  con- 
structed, steam  apparatus,  the  evaporating- 
dish  may  l>e  placed  simply  into  an  opening 
corresponding  in  size.  Otherwise  recourse 
must  be  had  to  the  water-bath  illustrated  by 
Fig.  49. 

^^-  *^-  It  is  made  of  strong  sheet  copper,  and 

when  used  is  half  filled  with  water,  which  is  kept  boiling  over  a  . 
gas-,  spirit-,  or  oil-lamp.  The  breadth  from  a  to  J  should  be  from 
12  to  18  cm.  Various  flat  rings  of  the  same  outside  diameter  as 
the  top  of  the  bath,  and  adapted  to  receive  dishes  and  crucibles  of 
different  sizes,  are  essential  adjuncts  to  the  bath.  These  rings 
when  required  are  simply  laid  on  the  bath. 

It  is  very  inconvenient  to  have  the  water  in  the  bath  com- 
pletely evaporate  unnoticed,  because  frequently  residues  become 
heated  to  a  higher  degree  than  is  desirable,  or  concentrated  solu- 
tions spirt,  etc.  To  avoid  such  inconveniences,  I  make  use  of  a 
water-bath  with  constant  level,  as  shown  in  Fig.  50.  This  ap- 
paratus consists  of  a  zinc  vessel,  ah  c  d^  10  cm.  high  and  12  cm. 
*  My  furnaces  are  made  by  Eiuan,  of  Wiesbaden. 
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in  diameter,  and  connected  with  the  water-bath,  <7,  by  means  of 
the  short  rubber  tube,  e^  and  the  copper  tube,  /.     A  sheet-zinc 


Fig  50. 
bottle,  h  i  k  Ij  the  cylindrical  part  of  which  is  17  cm.  high  and 
the  neck  3  cm.  in  diameter,  is  filled  with  water,  and,  inverted, 
placed  in  the  vessel,  abed.  The  orifice  of  the  bottle  at  the  neck  is 
15  mm.  wide,  and,  in  the  inverted  position,  is  closed  by  a  valve,  m. 
On  inserting  the  bottle  into  the  vessel,  the  wire  carrying  the 
valve  strikes  the  bottom  of  the  vessel  and  opens  the  valve. 
The  level  of  the  water  in  cj  is  readily  regulated  by  raising  or  low- 
ering the  pillar  support,  ö,  and  remains  constant  so  long  as  any 
water  remains  in  the  bottle.  The  tubey  is  bent  downward  in  the 
water-bath  and  reaches  nearly  to  the  bottom. 

A  simple  arrangement  for  extinguishing  the  flame  when  all  tlie 
water  in  the  water-bath  has  evaporated  has  been  described  by 
K.  Eeuss*;  the  construction  of  Bunsen's  constant  water-bath 
has  been  detailed  by  W.  H.  WAHL.f 

If  the  operator  can  conduct  his  processes  of  evaporation  in  a 
room  set  apart  for  the  purpose,  where  he  may  easily  guard  against 
any  occurrence  tending  to  suspend  dust  in  the  air,  he  will  find  it 
no  very  diflicult  task  to  keep  the  evaporating  fluid  clean ;  in  this 


*  ZeiUc/ir.  f.  aruUyU  CJiem,,  ix,  336. 


+  Ibid,,  X,  88. 
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case  it  is  best  to  leave  the  dishes  uncovered.''^  But  in  a  large 
laboratory,  frequented  by  many  people,  or  in  a  room  exposed  to 
draughts  of  air,  or  in  which  coal  fires  are  burning,  the  greatest 
caution  is  required  to  protect  the  evaporating  fluid  from  contami- 
nation by  dust  or  ashes. 

For  tins  purpose  the  evaporating  dish  is  either  covered  with  a 
sheet  of  filtering-paper  turned  down  over  the  edges,  or  a  glass  rod 
twisted  into  a  triangular  shai)e.  Fig.  51,  is  laid 
upon  it,  and  a  sheet  of  filtering-paper  spread 
over  it,  which  is  kept  in  position  by  a  glass  rod 
laid  across,  the  latter  again  being,  kept  from 
rolling  down  by  the  slightly  turned  up  ends, 
a  and  (,  of  the  triangle. 

The  best  way,  however,  is  the  following: — Take  two  small 
thin  wooden  hoops.  Fig.  52,  one  of  which  fits  loosely  in  the  other ; 
spread  a  sheet  of  blotting-paper  over  the  smaller 
one,  and  push  the  other  over  it.  This  forms  a 
cover  admirably  adapted  to  the  purpose ;  and 
whilst  in  no  way  interfering  with  the  operation,  "^^^^^ 
it  completely  protects  the  evaporating  fluid 
from  dust,  and  may  be  readily  taken  off ;  the  paper  cannot  dip 
into  the  fluid ;  the  cover  lasts  a  long  time,  and  may,  moreover,  at 
any  time  be  easily  renewed. 

It  must  be  borne  in  mind,  however,  that  the  common  flltering- 
paper  contains  always  certain  substances  soluble  in  acids,  such  as 
lime,  ferric  oxide,  &c.,  which,  were  covers  of  the  kind  just 
described  used  over  evaporating  dishes  containing  a  fluid  evolving 
acid  vapors,  would  infallibly  dissolve  in  these  vapors,  and  the  solu- 
tion dripping  down  into  the  evaporating  fluid,  would  speedily  con- 
taminate it.  Care  must  be  taken,  therefore,  in  such  cases,  to  use 
only  such  filtering-paper  as  has  been  freed  by  washing  from  sub- 
stances soluble  in  acids. 

Evaporation  for  the  purpose  of  concentration  may  be  effected 

also  in  flasks ;  these  are  only  half  filled,  and  placed  in  ä  slanting 

*  In  my  own  laboratory  separate  closets  are  set  apart  for  evaporations  in 
quantitative  analyses.  It  is  best  to  have  the  floor  and  roof  of  sandstone,  and 
the  walls  of  brick  lined  with  glazed  tiles  or  finished  with  plaster  of  Paris.  At 
the  top  of  the  back  wall  is  a  horizontal  channel  of  suitable  width,  and  leading 
into  a  Russian  chinuiey.  No  fire  must  be  made  under  this  chimney,  but  it  is 
very  desirable  to  place  this  chimney  close  to  another  chimney  kept  constantly 
warm  (by  the  fire  used  for  the  steam  apparatus,  for  instance).  The  front  wall 
of  the  evaporating  chamber  may  be  of  sandstone  pillars  18  decimeters  high,  be- 
tween which  are  fitted  wooden  frames  wherein  balanced  windows  may  slide  up 
and  down. 
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position.  The  process  may  be  condncted  on  the  sand-bath,  or  over 
a  gas-  or  spirit-lamp,  or  even,  and  with  equal  propriety,  over  a  char- 
coal fire.  In  cases  where  the  operation  is  conducted  over  a  lamp 
or  a  charcoal  fire,  it  is  the  safest  way  to  place  the  flasks  on  wire 
gauze.  Gentle  ebullition  of  the  fluid  can  do  no  harm  here,  since 
the  slanting  position  of  the  flask  guards  effectively  against  risk  of 
loss  from  the  spirting  of  the  liquid.  Still  better  than  in  flasks,  the 
object  may  be  attained  by  evaporating  in  tubulated  retorts  with 
open  tubulure  and  neck  directed  obliquely  upwards.  The  latter 
acts  as  a  chimney,  and  the  constant  change  of  air  thus  effected  is 
extremely  favorable  to  evaporation. 

The  evaporation  of  fluids  cantaininff  a  precipitate  is  best  con- 
ducted on  the  water-bath ;  since  on  the  sand-bath,  or  over  the  lamp, 
it  is  nei^t  to  impossible  to  guard  against  loss  from  bumping.     This 


Fig.  5Ö. 

bumping  is  occasioned  by  slight  explosions  of  steam,  arising  from 
the  sediment  impeding  the  uniform  diffusion  of  the  heat.  Still 
there  remains  another,  though  less  safe  way,  viz.,  to  conduct  the 
evaporation  in  a  crucible  placed  in  a  slanting  position,  as  illus- 
trated in  fig.  53.  In  this  process,  the  flame  is  made  to  play  upon 
the  crucible  above  the  level  of  the  fluid. 

Where  a  flaiid  has  to  he  evaporated  to  dryness^  as  is  so  often 
the  case,  the  operation  should  always,  if  possible,  be  terminated  on 
the  water-bath.  In  cases  where  the  nature  of  the  dissolved  sub- 
stance precludes  the  application  of  the  water-bath,  the  object  in 
view  may  often  be  most  readily  attained  by  heating  the  contents 
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of  the  dish  from  the  top,  which  is  effected  by  placing  the  dish  in  a 
proper  position  in  a  drying  closet,  the  upper  plate  of  which  is  heated 
by  a  flame  (that  of  the  water-  or  sand-bath)  passing  over  it.  If  the 
substance  is  in  a  covered  platinum  dish  or  crucible,  place  the  gas- 
lamp  in  such  a  position  that  the  flame  may  act  on  the  cover  from 
above. 

In  cases  where  the  heat  has  to  be  applied  from  the  bottom,  a 
method  must  be  chosen  which  admits  of  an  equal  diffusion  and 
ready  r^ulation  of  the  heat. 

An  air-bath  is  well  adapted  for  this  purpose,  i,e.^  a  dish  of  iron 
plate,  in  which  the  porcelain  or  platinum  dish  is  to  be  placed  on  a 
wire  triangle,  so  that  the  two  vessels  may  be  at  all  •  points  i  to  J 
inch  distant  from  each  other.  The  copper  apparatus,  fig.  49  may 
also  serve  as  an  air-bath,  although  I  must  not  omit  to  mention  that 
this  mode  of  application  will  in  the  end  seriously  injure  it.  If  the 
operation  has  to  be  conducted  over  a  lamp,  the  dish  should  be 
placed  high  above  the  flame ;  best  on  wire  gauze,  since  this  will 
greatly  contribute  to  an  equal  diffusion  of  the  heat.  The  use  of 
the  sand-bath  is  objectionable  here,  because  with  that  apparatus  we 
cannot  reduce  the  heat  so  speedily  as  may  be  desirable.  An  iron 
plate  heated  by  gas  may  perhaps  be  used  with  advantage.  But  no 
matter  which  method  be  employed,  thia  rule  applies  equally  to  all  of 
them ;  that  the  operator  must  watch  the  process,  from  the  moment 
that  the  residue  begins  to  thicken,  in  order  to  prevent  spirting,  by 
reducing  the  heat,  and  breaking  the  pellicles  which  form  on  the 
surface,  with  a  glass  rod,  or  a  platinum  wire  or  spatula. 

Saline  solutions  that  have  a  tendency ^  upon  their  evapora;tion^  to 
creep  up  the  sides  of  the  vessel^  and  may  thus  finally  pass  over  the 
brim  of  the  latter,  thereby  involving  the  risk  of  a  loss  of  substance, 
should  be  heated  from  the  top,  in  the  way  just  indicated ;  since  by 
that  means  the  sides  of  the  vessel  will  get  heated  sufficiently  to 
cause  the  instantaneous  evaporation  of  the  ascending  liquid,  pre- 
venting thus  its  overflowing  the  brim.  The  inconvenience  just 
alluded  to  may,  however,  be  obviated  also,  in  most  cases,  by  cover- 
ing the  brim,  and  the  uppermost  part  of  the  inner  side  of  the  ves- 
sel, with  a  very  thin  coat  of  tallow,  thus  diminishing  the  adhesion 
between  the  fluid  and  the  vessel. 

In  the  case  of  liquids  evolving  gas^bMles  upon  evapora/ting^ 
particular  caution  is  required  to  guard  against  loss  from  spirting. 
The  safest  way  is  to  heat  such  liquids  in  an  obliquely-placed 
flask,  or  in  a  beaker  covered  with  a  large  watch-glass ;  the  latter  is 
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removed  as  soon  as  the  evolution  of  gas-bubbles  has  ceased,  and  the 
fluid  that  may  have  spirted  up  against  it  is  carefully  rinsed  into 
the  glass,  by  means  of  a  washing-bottle.  If  the  evaporation  has  to 
be  conducted  in  a  dish,  a  rather  capacious  one  should  be  selected, 
and  a  very  moderate  degree  of  heat  applied  at  first,  and  until  the 
evolution  of  gas  has  nearly  ceased. 

If  a  fluid  has  to  be  evaporated  with  exduaion  of  air^  the  best 
way  is  to  place  the  dish  under  the  bell  of  an  air-pump,  over  a  ves- 
sel with  sulphuric  acid,  and  to  exhaust;  or  a  tubulated  retort  may 
be  used  through  whose  tubulure  hydrogen  or  carbon  dioxide  is 
passed  by  the  acid  of  a  tube  not  quite  reaching  to  the  surface  of 
the  fluid. 

The  7naterial  of  the  eoa/poraling  vessels  may  exercise  a  much 
greater  influence  on  the  results  of  an  analysis  than  is  generally 
believed.  Many  rather  startling  phenomena  that  are  observed  in 
analytical  processes  may  arise  simply  from  a  contamination  of  the 
evaporated  liquid  by  the  material  of  the  vessel ;  great  errors  may 
also  spring  from  the  same  source.* 

The  importance  of  this  point  has  induced  me  to  subject  it  to 
a  searching  investigation  (see  Appendix,  Analytical  Experiments, 
1-4) ;  more  recently  A.  Emmerling  has  also  exhaustively  inves- 
tigated the  subject,  and  fully  confirms  the  results,  which  I  will 
here  briefly  intimate. 

Distilled  water  kept  boiling  for  some  length  of  time  in  glass 
(flasks  of  Bohemian  glass)  dissolves  very  appreciable  traces  of  that 
material.  This  is  owing  to  the  formation  of  soluble  silicates ;  the 
particles  dissolved  consist  chiefly  of  potassa,  or  soda  and  lime,  in 
combination  with  silicic  acid.  A  much  larger  proportion  of  the 
glass  is  dissolved  by  water  containing  caustic  or  carbonated  alkali ; 
boiling  solution  of  ammonium  chloride  also  strongly  attacks  glass 
vessels.  Boiling  dilute  acids,  with  the  exception,  of  course,  of 
hydrofluoric  and  hydrofluosilicilic  acids,  exercise  a  less  powerful 
solvent  action  on  glass  than  pnre  water.  Porcelain  (Berlin  dishes) 
is  much  less  affected  by  water  than  glass ;  alkaline  liquids  also 
exercise  a  less  powerful  solvent  action  on  porcelain  than  on  glass ; 
the  quantity  dissolved  is,  however,  still  notable.  Solution  of 
ammonium  chloride  acts  on  porcelain  as  strongly  as  on  glass; 
dilute  acids,  though  exercising  no  very  powerful  solvent  action  on 
porcelain,  yet  attack  that  material  more  strongly  than  glass.  It 
results  from  these  data,  that  in  analyses  pretending  to  a  high 
♦  Compare  A.  Souchay,  ZeiUchr.  f.  analyi.  Chem.,  iv,  66. 
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degree  of  accuracy,  platinum  or  platinum-iridium  or  silver  dishes 
should  always  be  preferred.  The  former  may  be  used  in  all  easel 
where  no  free  chlorine,  bromine,  or  iodine  is  present  in  the  fluid, 
or  can  be  formed  during  evaporation.  Fluids  containing  caustic 
alkalies  may  safely  be  evaporated  in  platinum,  but  not  to  the  point 
of  fusion  of  the  residue.  Silver  vessels  should  never  be  used  to 
evaporate  acid  fluids  nor  liquids  containing  alkaline  sulphides; 
but  they  are  admirably  suited  for  solutions  of  alkali  hydroxides 
and  carbonates,  as  well  as  of  most  normal  salts.  If  the  use  of 
porcelain  or  glass  vessels  for  evaporating  large  volumes  of  fluid 
cannot  be  avoided,  then  porcelain  dishes  are  to  be  preferred ;  with 
alkaline  fluids  glass  vessels  are  totally  inadmissible,  at  least  in 
accurate  analyses. 

§42. 

We  come  now  to  weighing  the  residues  remaifiing  upon  the 
evaporation  of  fluids.  We  allude  here  simply  to  such  as  are 
soluble  in  water;  those  which  are  separated  by  filtration  will  be 
treated  of  afterwards.  Residues  are  generally  weighed  in  the 
same  vessel  in  which  the  evaporation  has  been  completed,  for 
which  purpose  platinum  dishes,  from  4  to  8  cm.  in  diameter,  pro- 
vided with  light  covers,  or  large  platinum  cruci- 
bles, are  best  adapted,  since  they  are  lighter  than 
porcelain  vessels  of  the  same  capacity. 

However,  in  most  cases,  the  amount  of  liquid 

to  be  evaporated  is  too  large  for  so  small  a  vessel, 

and  its  evaporation  in  portions  would  occupy  too 

much  time.     The  best  way,  in  cases  of  this  kind, 

is  to  concentrate  the  liquid  first  in  a  lai'ger  vessel, 

^*  and  to  terminate  the  operation  afterwards  in  the 

smaller  weighing  vessel.     In  transferring  the  fluid  from  the  larger 

to  the  smaller  vessel,  the  lip  of  the  former  is  slightly  greased,  and 

the  liquid  made  to  run  down  a  glass  rod  (Fi^.  54). 

Finally  the  large  vessel  is  carefully  rinsed  with  a  washing- 
bottle,  until  a  drop  of  the  last  rinsing  leaves  no  longer  a  residue 
upon  evaporation  on  a  platinum  knife.  When  the  fluid  has  thus 
been  transferred  to  the  weighing-vessel,  the  evaporation  is  com- 
pleted on  the  water-bath  and  the  residuary  substance  finally  ignited, 
provided,  of  course,  it  will  admit  of  this  process.     For  this  pur- 
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pose  the  dish  is  covered  with  a  lid  of  thin  platinnm  (or  a  thin  glass 
plate),  and  then  placed  high  over  the  flame  of  a  lamp,  and  heated 
very  gently  until  all  the  water  which  may  still  adhere  to  the  sub- 
stance is  expelled ;  the  dish  is  now  exposed  to  a  stronger,  and  finally 
to  a  red  heat.  (Where  a  glass  plate  is  used,  this  must,  of  course,  be 
removed  before  igniting.)  In  this  case  it  is  also  well  to  make  the 
flame  play  obliquely  on  the  cover  from  above,  so  as  to  run  as 
little  risk  as  possible  of  loss  by  spirting.  After  cooling  in  a  desic- 
cator, the  covered  dish  is  weighed  with  its  contents.  When  oper- 
ating upon  substances  which  decrepitate,  such  as  sodium  chloride, 
for  instance,  it  is  advisable  to  expose  them — after  their  removal 
from  the  water-bath,  and  previously  to  the  application  of  a  naked 
flame — to  a  temperature  somewhat  above  100°,  either  in  the  air- 
bath,  or  on  a  sand-bath,  or  on  a  common  stove. 

If  the  residue  does  not  admit  of  ignition,  as  is  the  case,  for 
instance,  with  organic  substances,  ammonium  salts,  &c.,  it  is  dried 
at  a  temperature  suited  to  its  nature.  In  many  cases,  the  tempera- 
ture of  the  water-bath  is  sufliciently  high  for  this  purpose,  for  the 
drying  of  ammonium  chloride,  for  instance ;  in  others,  the  air  or 
oil-bath  must  be  resorted  to.  (See  §§  29  and  30.)  Under  any  cir- 
cumstances, the  desiccation  must  be  continued  until  the  substance 
ceases  to  suflEer  the  slightest  diminution  in  weight,  after  renewed 
exposure  to  heat  for  half  an  hour.  The  dish  should  invariably  be 
covered  during  the  process  of  weighing. 

Since  saline  residues  obtained  on  evaporation  are  frequently 
prone  to  attract  moisture  after  drying  or  ignition,  the  flrst  weigh- 
ing, which  always  requires  some  time,  may  give  results  which  are 
too  high.  To  avoid  this,  the  dish  is  reheated  after  the  first 
weighing,  then  allowed  to  cool  in  the  exsiccator ;  the  weight  ob- 
tained in  the  first  weighing  is  then  placed  on  one  scale-pan  and 
the  dish  placed  on  the  other,  when  the  second  weighing  is  ac- 
complished with  as  little  loss  of  time  as  possible. 

If,  as  will  frequently  happen,  we  have  to  deal  with  a  fluid  con- 
taining a  small  quantity  of  a  potassium  or  sodium  salt,  the  weight 
of  which  we  want  to  ascertain,  in  presence  of  a  comparatively  large 
amount  of  an  ammonium  salt,  which  has  been  mixed  with  it  in  the 
course  of  the  analytical  process,  I  prefer  the  following  method : 
The  saline  mass  is  thoroughly  dried,  in  a  large  dish,  on  the  water- 
bath,  or,  towards  the  end  of  the  process,  at  a  temperature  some- 
what exceeding  100°.     The  dry  mass  is  then,  with  the  aid  of  a 
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platinnm  spatula,  transferred  to  a  small  glass  dish,  which  is  put 
aside  for  a  time  in  a  desiccator.  The  last  traces  of  the  salt  left 
adhering  to  the  sides  and  bottom  of  the  large  dish  are  rinsed  ofi' 
with  a  little  water  into  the  small  dish,  or  the  large  crucible,  in 
which  it  is  intended  to  weigh  the  salt ;  the  water  is  then  evaporated, 
and  the  diy  contents  of  the  glass  dish  are  added  to  the  residue  : 
the  ammonium  salts  are  now  expelled  by  ignition,  and  the  residu- 
ary fixed  salts  finally  weighed.  Should  some  traces  of  the  saline 
mass  adhere  to  the  smaller  glass  dish,  they  ought  to  be  removed 
and  transferred  to  the  weighing  vessel,  with  the  aid  of  a  little 
pounded  ammonium  chloride,  or  some  other  ammonium  salt,  as  the 
moistening  again  with 'water  would  involve  an  almost  certain  loss 
of  substance. 

§43 

ft.   PBBOIPrrATION. 

Precipitation  is  resorted  to  in  quantitative  analysis  far  more 
frequently  than  evaporation,  since  it  serves  not  merely  to  convert 
substances  into  forms  adapted  for  weighing,  but  also,  and  more 
especially,  to  separate  them  from  one  another.  The  principal  in- 
tention in  precipitation,  for  the  purpose  of  quantitative  estimations, 
is  to  convert  the  substance  in  solution  into  a  form  in  which  it  is 
insoluble  in  the  menstruum  present.  The  result  will,  therefore, 
ccEteris  pcmlms,  be  the  more  accurate,  the  more  the  precipitated 
body  deserves  the  epithet  insoluble,  and  in  cases  where  precipi- 
tates are  of  the  same  degree  of  solubility,  that  one  will  suffer  the 
least  loss  which  comes  in  contact  with  the  smallest  amount  of 
solvent. 

Hence  it  follows,  first,  that  in  all  caaes  where  other  circum- 
stances do  not  interfere,  it  is  preferable  to  precipitate  substances 
in  their  most  insoluble  form ;  thus,  for  instance,  barium  had  better 
be  precipitated  as  sulphate  than  as  carbonate  ;  secondly,  that  when 
we  have  to  deal  with  precipitates  that  are  not  quite  insoluble  in 
the  menstruum  present,  we  must  endeavor  to  remove  that  men- 
struum, as  far  as  practicable,  by  evaporation ;  thus  a  dilute  solution 
of  strontium  should  be  concentrated,  before  proceeding  to  precipi- 
tate the  strontium  with  sulphuric  acid ;  and,  thirdly,  that  when  we 
have  to  deal  with  precipitates  slightly  soluble  in  the  liquid  present, 
but  insoluble  in  another  menstruum,  into  which  the  former  may 
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be  converted  by  the  addition  of  some  subetanoe  or  other,  we  onght 
to  endeavor  to  bring  about  this  modification  of  the  menstruum. 
Thus,  for  instance,  alcohol  may  be  added  to  water,  to  induce  com- 
plete precipitation  of  ammonium  platinic  chloride,  lead  chloride, 
calcium  sulphate,  &e.;  thus  again,  ammonium  magnesium  phosphate 
may  be  rendered  insoluble  in  an  aqueous  menstruum  by  adding 
anmaonia  to  the  latter,  &c. 

Precipitation  is  generally  effected  in  beakers.  In  cases,  how- 
ever, where  we  have  to  precipitate  from  fluids  in  a  state  of  ebulli- 
tion, or  where  the  precipitate  requires  to  be  kept  boiling  for  some 
time  with  the  fluid,  flasks  or  dishes  are  substituted  for  beakers, 
with  due  regard  always  to  the  material  of  which  they  are  made 
(see  Evaporation,  §  41,  at  the  end). 

The  separation  of  precipitates  from  the  fluid  in  which  they  are 
suspended,  is  effected  either  by  deco/fUatian  or  fiUraiion^  or  by 
both  these  processes  jointly.  But,  before  proceeding  to  the  sepa- 
ration of  the  precipitate  by  any  of  these  methods,  the  operator 
must  know  whether  the  precipitant  has  been  added  in  sufficient 
quantity,  and  whether  the  precipitate  is  completely  formed.  To 
determine  the  latter  point,  an  accurate  knowledge  of  the  properties 
of  the  various  precipitates  must  be  attained,  which  we  shall  en- 
deavor to  supply  in  the  third  section.  To  decide  the  former  ques- 
tion, it  is  usually  sufficient  to  add  to  the  fluid  (after  the  precipitate 
has  settled)  cautiously  a  fresh  portion  of  the  precipitant,  and 
to  note  if  a  further  turbidity  ensues.  This  test,  however,  is  not 
infallible,  when  the  precipitate  has  not  the  property  of  forming 
immediately ;  as,  for  instance,  is  the  case  with  ammonium  phos- 
pho-molybdate.  When  this  is  apprehended,  pour  out  (or  transfer 
with  a  pipette)  a  small  quantity  of  the  clear  supernatant  fluid  into 
another  vessel,  add  some  of  the  precipitant,  warm  if  necessary ; 
and  after  some  time  look  and  see  whether  a  fresh  precipitate  has 
formed.  As  a  general  rule,  the  precipitated  liquid  should  be 
allowed  to  stand  at  rest  for  several  hours,  before  proceeding  to  the 
separation  of  the  precipitate.  This  rule  applies  more  particularly 
to  crystalline,  pulverulent,  and  gelatinous  precipitates,  whilst  curdy 
and  flocculent  precipitates,  more  particularly  when  the  precipitation 
was  effected  at  a  boiling  temperature,  may  often  be  filtered  off  im- 
mediately. However,  we  must  observe  here,  that  all  general  rules, 
in  this  respect,  are  of  limited  application. 
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§44. 
a.  Separation  of  Pbeoipitates  bt  Dboantation. 

When  a  precipitate  subsides  so  completely  and  speedily  in  a 
fluid  that  the  latter  may  be  decanted  off  perfectly  clear,  or  drawn 
off  with  a  syphon,  or  removed  by  means  of  a  pipette,  and  that 
the  washing  of  the  precipitate  does  not  require  a  very  long  time, 
decantation  is  often  resorted  to  for  its  separation  and  washing ; 
this  is  the  case,  for  instance,  with  silver  chloride,  metallic  mer- 
cury, &c. 

Decantation  will  always  be  found  a  very  expeditious  and  accu- 
rate method  of  separation,  if  the  process  be  conducted  with  due 
care ;  it  is  necessary,  however,  in  most  cases,  to  promote  the  speedy 
and  complete  subsidence  of  the  precipitate ;  and  it  may  be  laid  down 
as  a  general  rule,  that  heating  the  precipitate  with  the  fluid  will 
produce  the  desired  effect.  Nevertheless,  there  are  instances  in 
which  the  simple  application  of  heat  will  not  suffice ;  in  some  cases, 
as  with  silver  chloride,  for  instance,  agitation  must  be  resorted  to ; 
in  other  cases,  some  reagent  or  other  is  to  be  added — ^hydrochloric 
acid,  for  instance,  in  the  precipitation  of  mercury,  &c.  We  shall 
have  occasion,  subsequently,  in  the  fourth  section,  to  discuss  this 
point  more  fully,  when  we  shall  also  mention  the  vessels  l)est 
adapted  for  the  application  of  this  process  to  the  various  precipitates. 

After  having  washed  the  precipitate  repeatedly  with  fresh 
quantities  of  the  proper  fluid,  until  there  is  no  trace  of  a  dissolved 
substance  to  be  detected  in  the  last  rinsings,  it  is  placed  in  a 
crucible  or  dish,  if  not  already  in  a  vessel  of  that  description ;  the 
fluid  still  adhering  to  it  is  poured  off  as  far  as  practicable,  and  the 
precipitate  is  then,  according  to  its  nature,  either  simply  dried,  or 
heated  to  redness. 

A  far  larger  amount  of  water  being  required  for  washing  pre- 
cipitates by  decantation  than  on  filters,  the  former  process  can  be 
expected  to  yield  accurate  results  only  where  the  precipitates  are 
ahsolutdy  inuolvhle.  For  the  same  reason,  decantation  is  not  ordi- 
narily resorted  to  in  cases  where  we  have  to  determine  other  con* 
stituents  in  the  decanted  fluid. 

The  decanted  fluid  must  be  allowed  to  stand  at  rest  from 
twelve  to  twenty-four  hours,  to  make  quite-  sure  that  it  contains 
no  particles  of  the  precipitate ;  if,  after  the  lapse  of  this  time,  no 
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precipitate  is  visible,  the  fluid  may  be  thrown  away ;  but  if  a  pre- 
cipitate has  subsided,  this  had  better  be  estimated  by  itself,  and  the 
weight  added  to  the  main  amount ;  the  precipitate  may,  in  such 
cases,  be  separated  from  the  supernatant  fluid  by  decantation,  or 
by  flltration. 

§45. 

ß.  Separation  of  PREOiprrATEs  by  Filtration. 

This  operation  is  resorted  to  whenever  decantation  is  imprac- 
ticable, and,  consequently,  in  the  great  majority  of  cases  ;  provided 
always  the  precipitate  is  of  a  nature  to  admit  of  its  being  com- 
pletely freed,  by  mere  washing  on  the  filter,  from  all  foreign 
substances.  Where  this  is  not  the  case,  more  particularly,  there- 
fore, with  gelatinous  precipitates,  aluminium  hydroxide  for  in- 
stance, a  combination  of  decantation  and  filtration  is  resorted  to 
(§  48).  Filtration  is  effected  either  with  or  without  exhaustion  of 
the  liquid ;  in  the  latter  case,  however,  it  is  greatly  accelerated. 

§«. 

aa.  ORDINARY  FILTRATION. 

Ota.  Filtering  Apparatus. 

Filtration,  as  a  process  of  quantitative  analysis,  is  almost 
exclusively  effected  by  means  of  paper. 

Plain  circular  filters  are  most  generally  employed ;  plaited  fil- 
ters are  only  occasionally  used.  Much  depends  upon  the  quality 
of  the  paper.  Good  filtering  paper  must  possess  the  three  follow- 
ing properties: — 1.  It  must  completely  retain  the  finest  precipi- 
'tates;  2.  It  must  filter  rapidly;  and  3.  It  must  be  as  free  as 
possible  from  any  admixture  of  inorganic  bodies,  but  more  espe- 
cially^ from  such  as  are  soluble  in  acid  or  alkaline  fluids. 

It  is  a  matter  of  some  diflSculty,  however,  to  procure  paper 
fully  answering  these  conditions.  The  Swedish  ßlte7*i7ig  paper^ 
with  the  water-mark  J.  H.  Munktell,  is  considered  the  best,  and, 
consequently,  fetches  the  highest  price ;  but  even  this  answers  only 
the  first  two  conditions,  being  by  no  means  sufliciently  pure  for 
very  accurate  analyses,  since  it  leaves  upon  incineration  about  0-3 
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per  cent,  of  Bsh^^  and  yields  to  acids  perceptible  traces  of  lime,  mag- 
nesia, and  ferric  oxide.  For  exact  experiments  it  is,  consequently, 
necessary  first  to  extract  the  paper  with  dilute  hydrochloric  acid, 
then  to  wash  the  acid  completely  out  with  water,  and  finally  to 
dry  the  paper.  In  the  case  of  very  fine  filtering  paper,  the  best 
way  to  perform  this  operation  is  to  place  the  ready-cut  filters, 
several  together,  in  a  funnel,  exactly  the  same  way  as  if  intended 
for  immediate  filtration ;  they  are  then  moistened  with  a  mixture 
of  one  part  of  ordinary  pure  hydrochloric  acid  with  two  parts  of 
water,  which  is  allowed  to  act  on  them  for  about  ten  minutes ; 
after  this  all  traces  of  the  acid  are  carefully  removed  by  washing 
the  filters  in  the  funnel  repeatedly  with  warm  water.  The  funnel 
being  then  covered  with  a  piece  of  paper,  turned  over  the  edges, 
is  put  in  a  warm  place  until  the  filters  are  dry.  Compare  the 
instniction  given  in  the  "Qual.  Anal.,"  Am.  Ed.,  p.  8,  on  the 
preparation  of  washed  filters.  Filter  paper  containing  lead,  and 
which  is  consequently  blackened  by  sulphuretted  hydrogen,  should 
be  rejected,  t 

Ready-cut  filters  of  various  sizes  should  always  be  kept  on  hand. 
Filters  are  either  cut  by  circular  patterns  of  pasteboard  or  tin,  or, 

still  better,  by  Mohr's  filter- 
patterns,  fig.  55.  This  little 
apparatus  is  made  of  tin-plate, 
and  consists  of  two  parts.  £  is 
a  quadrant  fitting  in  J.,  whose 
straight  edges  are  turned  up, 
and  which  is  slightly  smaller 
than  B.  The  sheets  of  filter- 
paper  are  first  cut  up  into  squares,  which  are  folded  in  quartei-s, 
and  placed  in  A,  then  JS  is  placed  on  the  top,  and  the  free  edge  of 
the  paper  is  cut  off  with  scissors.  Filters  cut  in  this  way  are  per- 
fectly circular,  and  of  equal  size. 

Several  pairs  of  these  patterns  of  various  sizes  (3,  4,  5,  6,  6 '5, 
and  8  cm.  radius)  should  be  procured.  In  taking  a  filter  for  a 
given  operation,  you  should  always  choose  one  whicli,  after  the 
fluid  has  run  through,  will  not  be  more  than  half  filled  with  the 
precipitate.. 

*  Plantamour  found  the  ash  of  Swedish  filteriDg  paper  to  consist  of  63*28 
silicic  acid,  12'88  lime,  6'21  magnesia,  2*94  alumina,  and  13*92  ferric  oxide,  in 
100  parts. 

t  WiCKB,  AntuU.  d.  Ch&m,  u.  Pharm.  ^  cxii,  127. 
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As  to  the  funnels,  they  should  be  inclmed  at  the  angle  of  60*^, 
and  not  bulge  at  the  sides.  Olass  is  the  most  suitable  material  for 
them. 


Fig.  56. 


Fig.  57. 


The  filter  should  never  protrude  beyond  the  funnel.  It  should 
come  up  to  one  or  two  lines  from  the  edge  of  the  latter. 

The  filter  is  firmly  pressed  into  the  funnel,  to  make  the  paper 
fit  closely  to  the  side  of  the  latter;  it  is  then  moistened  with 
water ;  any  extra  water  is  not  poured  out,  but  allowed  to  drop 
through. 

The  stands  shown  in  figs.  56  and  57  complete  the  apparatus  for 
filtering. 

The  stands  are  made  of  hard  wood.  The  arm  holding  the 
funnel  or  funnels  must  slide  easily  up  and  down,  and  be  fixable  by 
the  screw.  The  holes  for  the  funnels  must  be  cut  conically,  to 
keep  the  funnels  steadily  in  their  place. 

These  stands  are  very  convenient,  and  may  be  readily  moved 
about  without  interfering  with  the  operation. 

ßß-  Rules  to  be  observed  in  the  Process  of  Filtration. 

In  the  case  of  curdy,  flocculent,  gelatinous,  or  crystalline  pre- 
cipitates there  is  no  danger  of  the  fluid  passing  turbid  through  the 
filter.  But  with  fine  pulverulent  precipitates  it  is  generally  neces- 
sary^ and  always  adviscMe^  to  let  the  precipitate  subside,  and  then 
filter  the  supernatant  liquid,  before  proceeding  to  place  the  precipi- 
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täte  upon  the  filter.  We  geDerally  proceed  in  this  way  also  with 
other  kinds  of  precipitates,  especially  with  those  that  require  to 
stand  long  before  thej  completely  separate.  Precipitates  which 
have  been  thrown  doMm  hot,  are  most  properly  filtered  off  before 
cooling  (provided  always  there  be  no  objections  to  this  course), 
since  hot  fluids  run  through  the  filter  more  speedily  than  cold  ones. 
Some  precipitates  have  a  tendency  to  be  carried  through  the  filter 
along  with  the  fluid ;  this  may  be  prevented  in  some  instances  by 
modifying  the  latter.  Thus  barium  sulphate,  when  flltered  from 
an  aqueous  solution,  passes  rather  easily  through  the  filter — the 
addition  of  hydrochloric  acid  or  ammonium  chloride  prevents  this 
in  a  great  measure. 

If  the  operator  finds,  during  a  filtration,  that  the  filter  would 
be  much  more  than  half  filled  by  the  precipitate,  he  would  better 
use  an  additional  filter,  and  thus  distribute  the  precipitate  over  the 
two ;  for,  if  the  first  were  too  full,  the  precipitate  could  not  be 
properly  washed. 

The  fluid  ought  never  to  be  poured  directly  upon  the  filter, 
but  always  down  a  glass  rod  (see  Fig.  54),  and  the  lip  or  rim  of  the 
vessd  from  which  the  fluid  is  poured  should  always  be  slightly 
greased  with  tallow.*  The  stream  ought  invariably  to  be  directed 
towards  the  sides  of  the  fllter,  never  to  the  centre,  since  this 
might  occasion  loss  by  splashing.  In  cases  where  the  fluid  has  to 
be  filtered  off,  with  the  least  possible  disturbance  of  the  precipitate, 
the  glass  rod  must  not  be  placed,  during  the  intervals,  in  the 
vessel  containing  the  precipitate;  but  it  may  conveniently  be  put 
into  a  clean  glass,  which  is  finally  rinsed  with  the  wash- water. 

The  filtrate  is  received  either  in  flasks,  beakers,  or  dishes, 
according  to  the  various  purposes  for  which  it  may  be  intended. 
Strict  care  should  be  taken  that  the  drops  of  fluid  filtering  through 
glide  down  the  side  of  the  receiving  vessel ;  they  should  never  be 
allowed  to  fall  into  the  centre  of  the  filtrate^  since  this  again 
might  occasion  loss  by  splashing.  The  best  method  is  that  shown 
in  Fig.  56,  viz.,  to  rest  the  point  of  the  funnel  against  the  upper 
part  of  the  inside  of  the  receiving  vessel. 

If  the  process  of  filtration  is  conducted  in  a  place  perfectly 
free  from  dust,  there  is  no  necessity  to  cover  the  funnel,  nor  the 

*  The  tallow  may  be  kept  under  the  edge  of  the  work-table  at  a  cony3nient 
point,  where  it  wiU  adhere  by  a  little  pressure.  The  best  way  of  applying  the 
tallow  to  the  Up  of  a  vessel  is  with  the  greased  finger. 
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Tefisel  receiving  the  filtrate  ;  however,  as  this  is  but  rarely  the  case, 
it  is  generally  indispensable  to  cover  both.  This  is  best  effected 
with  ronnd  plates  of  sheet-glass.  The  plate  nsed  for  covering  the 
receiving  vessel  should  have  a  small  U-shaped  piece  cnt  out  of  its 
edge,  large  enough  for  the  funnel-tube  to  go  through.  The  effect 
desired  may  be  produced  by  cautiously  chipping  out  the  glass  bit 
by  bit  with  the  aid  of  a  key.  Plates  perforated  in  the  centre  are 
worthless  as  regards  the  object  in  view. 

After  the  fluid  and  precipitate  have  been  transferred  to  the 
filter,  and  the  vessel  which  originally  contained  them  has  been 
rinsed  repeatedly  with  water,  it  happens  generally  that  small  par- 
ticles of  the  precipitate  remain  adhering  to  the  vessel,  which  can- 
not be  removed  with  the  glass  rod.  From  beakers  or  dishes  these 
particles  may  be  readily  removed  by  means  of  a  feather  prepared 
for  the  purpose  by  tearing  off  nearly  the  whole  of  the  plumules, 
leaving  only  a  small  piece  at  the  end  which  should  be  cut  per- 
fectly straight.  From  flasks,  minute  portions  of  heavy  precipitates 
which  are  not  adherent,  are  readily  removed  by  blowing  a  jet  of 
water  into  the  flask,  held  inverted  over  the  funnel ;  this  is  effected 
by  means  of  the  washing-bottle  shown  in  Fig.  60,  after  the  tube 
b  has  been  properly  directed.  If  the  minute  adhering  particles  of 
a  precipitate  cannot  be  removed  by  mechanical  means,  solution  in 
an  appropriate  menstruum  must  be  resorted  to,  followed  by  re-pre- 
cipitation. Bodies  for  which  we  possess  no  solvent,  such  as  barium 
sulphate,  for  instance,  must  not  be  precipitated  in  flasks. 

§46. 
yy.  Washing  of  Pkbcipitates. 

After  having  transferred  the  precipitate  completely  to  the  filter, 
we  have  next  to  perform  the  operation  of  washing ;  this  is  effected 
by  means  of  one  of  the  well-known  washing-bottles,  Figs.  68,  59, 
and  60.  *  The  doubly  perforated  stoppers  are  of  vulcanized  rubber. 

By  the  arrangement  shown  in  Fig.  60,  in  which  a  short  piece 
of  wide  glass  tubing  a  is  connected  by  means  of  pieces  of  rubber 
tubing  with  the  tip  J,  the  jet  of  w£ter  may  be  turned  in  any  direo- 

*  A  wash-bottle  for  odorous  liquids  has  been  devised  by  Jacob,  ZeiUehr.f, 
analyi.  Chem.,  v.  168. 
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tion,   and  even  upwards,   b^  simplj  turning  h.     Care  most  be 
taken  that  no  loss  is  occasion^  by  too  violent  a  stream  of  water. 


Fig.  68. 


Fig.  59. 


Fig.  60. 


Where  great  caution  is  required  in  washing'  a  precipitate,   the 
arrangement   shown   in  Fig.   61  can  be  used  with  good  results; 
its   construction  requii*es   no   explanation. 
The  point  of  a  is  drawn  out  and  broken  off. 
On  inverting  the  flask  it  delivers  a  fine, 
continuous  stream  of  water. 

Precipitates  requiring  washing  with 
water  are  washed  most  expeditiously  with 
hot  water,  provided  always  there  be  no 
special  reason  against  its  use.  The  wash- 
ing-bottle shown  in  Fig.  59  is  particularly 
well  adapted  for  boiling  water.  The 
wooden  handle  which  is  fastened  to  the 
nedk  of  the  flask  with  wire  serves  to  facil- 
itate holding  it.  If  this  is  not  desired,  the 
neck  of  the  bottle  may  be  wound  with  cord 
of  suitable  thickness. 

It  is  a  rule  in  washing  precipitates  not  to  add  fresh  wash- water 
to  the  filter  till  the  old  has  quite  run  through.  In  applying  the 
jet  of  water  you  have  to  take  care  on  the  one  hand  that  the  upper 
edge  of  the  filter  is  properly  washed,  and  on  the  other  hand  that 


Fig.  ttl. 
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no  canals  are  formed  in  the  precipitate,  through  which  the  fluid 
tnns  off,  without  coming  in  contact  "with  the  whole  of  the  precipi- 
tate. If  such  canals  have  formed  and  cannot  be  broken  up  bj  the 
jet,  the  precipitate  must  be  stirred  cautiously  with  a  small  platinum 
knife  or  glass  rod. 

The  washing  may  be  considered  completed  when  all  soluble 
matter  that  ia  to  be  removed  has  been  got  rid  of.  The  beginner 
who  devotes  proper  attention  to  the  completion  of  this  operation 
shuns  one  of  the  rocks  which  he  is  most  likely  to  encounter. 
Whether  the  precipitate  has  been  completely  washed  may  generally 
be  ascertained  by  slowly  evaporating  a  drop  of  the  last  washings 
upon  a  platinum  knife,  and  observing  if  a  residue  is  left.  But  in 
cases  where  the  precipitate  is  not  altogether  insoluble  in  water 
(strontium  sulphate,  for  instance),  recourse  must  be  had  to  more 
special '  tests,  which  we  shall  have  occasion  to  point  out  in  the 
course  of  the  work..  The  student  should  never  discontinue  the 
washing  of  a  precipitate  because  he  simply  imagines  it  is  finished 
— he  must  be  certain. 

Formerly  continuous  wash-bottles  were  employed  for  pro- 
tracted washings.  They  have,  however,  fallen  into  disuse  because 
in  their  employment  canals  readily  form  in  the  precipitates,  a 
large,  quantity  of  water  is  required,  and  the  use  of  hot  water 
is  excluded.  Hence  it  is  now  customary  to  treat  precipitates  as 
described  in  §  48.  Those  interested  in  the  construction  of  con- 
tinuous wash-bottles  will  find  them  described  and  illustrated  in  the 
HandwörterJmch  der  Chemie^  2d  edit.,  ii,  Ö84-586. 

§47. 
lib.   Filtration  hy  Suction, 

Filtration  being  a  frequent  and  tedious  operation,  many  at- 
;tempts  to  facilitate  the  operation  by  employing  suction  have  been 
made  for  a  long  time.  Bunsen  *  has  more  recently  studied  the 
subject  exhaustively.  In  order  to  avoid  the  danger  of  breaking 
the  filter,  the  fear  of  which  has  prevented  chemists  from  generally 
employing  this  method,  care  must  be  taken  that  the  filter  lies  close 
to  the  funnel  down  to  the  point.     Hence  funnels  should  be  chosen 

•  Ann.  d.    Chem,  u.  Pharm.,  cxLvni,  269  ;  also  2kit$chr.  f.  analst.  Chem,, 
vm.  174 
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the  sides  of  which  are  inclined  at  an  angle  of  60**,  and  free  from 
inequalities  of  surface.  In  the  funnel  should  be  placed  a  V3ry 
thin,  exactly  fitting  platinum  cone,  and  in  the  latter  is  placed  the 
filter  so  that,  after  being  moistened,  it  will  be  in  contact  at  all 
points,  and  without  any  intervening  air-bubbles. 

The  preparation  of  the  platinum  cone  is  thus  given  by  Bunsen  : 
A  sheet  of  writing-paper  is  formed  into  a  filter,  and  accurately 
adjusted  to  the  sides  of  a  carefully  selected  funnel,  when  it  is  fixed 
in  place  in  the  funnel  by  a  few  drops  of  sealing-wax  applied  to  the 
upper  margin.  The  filter  is  then  impregnated  with  oil,  and  filled 
with  plaster  of  Paris,  in  which  a  handle  is  inserted  before  the 
plaster  has  set.  After  a  few  hours  the  plaster  cast,  with  its  paper 
again  oiled,  is  imbedded  in  a  crucible  4  or  5  cm.  high  and  filled 
with  plaster  of  Paris.  After  this  has  set  the  plaster  cone  is  re- 
moved and  freed  from  its  oiled-paper  covering.  There  are  thus 
obtained  a  solid  cone  and  a  conical  hollow  which  fit  each  other 
perfectly  and  exactly  correspond  to  the  funnel.  The  platinum 
cone  is  now  prepared  by  cutting  a  piece  of  sheet  platinum  (weigh- 
ing about  0*154  grm.  per  square  cm.),  of 
suitable  size,  to  the  shape  shown  in  Fig.  62. 
With  a  scissors  a  slit,  aJ,  is  cut  from  the 
centre  of  the  piece  to  a  point  midway  on  the 
line  cd.  The  foil  is  next  softened  by  igni- 
tion, after  which  it  is  laid  against  the  solid 
cone  with  the  point  of  the  latter  at  »,  and 
ahd  pressed  against  the  cone  and  the  foil 
wrapped  around  as  closely  as  possible.  The  platinum  cone  is  now 
again  ignited,  after  which  it  is  molded  to  the  plaster  cone  by  hand, 
then  inserted  into  the  hollow  cone  in  which  it  is  tightly  pressed. 
The  platinum  cone,  when  finished,  should  let  no  light  pass  through 
its  apex,  and  even  without  being  soldered  is  sufficiently  firm  for  all 
uses. 

The  glass  funnel,  carrying  its  platinum  cone  and  filter,  is  now 
inserted  air-tight  into  one  hole  of  a  doubly  perforated  rubber  stopper, 
so  that  the  stem  projects  from  5  to  8  cm.  from  the  stopper;  the 
other  perforation  carries  a  short  tube  bent  at  right  angles,  the  lower 
end  of  which  should  not  project  below  the  stopper.  On  now 
inserting  the  stopper  in  the  neck  of  a  bottle,  and  applying  suctiou 
to  the  tube,  the  filtration  of  any  liquid  in  the  filter  is  effected  the 
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Fig.  68. 
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more  rapidly  the  greater  the  difference  in  preEsnre  between  the 
external  air  and  that  within  the  flask.  If  it  is  intended  to  filter 
nnder  a  great  difference  of  pressure,  an  ordinary  flask  will  not 
suffice,  as  it  may  be  shattered  by  the  pressure  of  the  external  air. 
For  such  a  purpose,  therefore,  a  stout  glass  flask  must  be  used, 
placed  conveniently  within  a  tin  vessel,  e.  Fig.  64,  down  the  inner 
conical  sides  of  which  three  strips  of  thick  cloth  or  india  rubber  are 
glued.  This  arrangement  is  advantageous  in  affording  a  firm  stand 
for  flasks  of  various  sizes,  and  in  that  any  danger  from  a  possible 
explosion  may  be  avoided  by  simply  covering  it  with  a  cloth.  As 
an  exhauster,  any  aspirator  capable  of  effecting  a  difference  in 
pressure  of  one  quarter  of  an  atmosphere  will  answer,  as  a  rule. 
A  very  simple  arrangement  is  shown  in  Fig.  63,  in  which  the 
thick- walled  rubber  tube  i  connects  C  with  J.,  while  a  similar  tube 
connects  A  and  B.  On  opening  the  cocks  in  A  and  B,  water 
runs  from  the  former  into  the  latter,  creating  a  partial  vacuum  in 
A^  and  drawing  in  air  through  the  filter,  thus  effecting  filtration 
under  a  pressure  which  is  the  greater  the  difference  in  height 
between  the  water  levels  in  the  two  bottles.  These  may  have  a 
capacity  of  2  to  4  litres»  and  they  should  be  similar,  so  that  when 
the  upper  one  is  emptied  it  may  be  replaced  by  the  filled  one. 

The  most  convenient  of  all  aspirators,  however,  is  the  hydraulic 
air-pump,  more  or  less  perfect  forms  of  which  had  been  known 
for  a  long  time  *  before  Bunsen  brought  it  to  a  high  degree  of 
perfection.  Fig.  64  represents  his  apparatus,  connected  with  a 
flask,  and  as  now  furnished  by  P.  Desaga,  of  Heidelberg.  The 
following  is  Bunsen's  description  of  it : 

On  opening  the  pinch-cock  a,  water  flows  through  the  supply 
pipe  w  into  the  enlarged  glass  tube  Cy  and  passes  off  through  the 
leaden  pipe  d  which  has  a  diameter  of  8  mm.  This  pipe  leads  to 
the  bottom  of  a  drain  30  to  40  feet  below. f  The  tube  0,  fused 
into  (7,  reaches  to  the  lower  end  of  ^,  and  its  lower  aperture  is  very 
small.     Its  upper  continuation  is  connected  at/*,  by  means  of  a  side 

*  Compare  ZeiUehr.f.  analyt,  Ohem.,  n,  369,  and  iv,  46. 

f  If  the  hydraulic  air-pump  is  in  the  upper  part  of  the  house,  it  will  suffice 
to  conduct  the  lead  pipe  to  the  bottom  of  a  cistern  placed  in  the  cellar  and 
provided  with  a  lateral  tube  inserted  a  little  more  than  half-way  from  the  bottom. 
On  connecting  this  tube  with  a  deep  drain,  the  apparatus  performs  its  functions 
without  requiring  any  attention. 
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tube,  with  a  mercurial  manometer ;  at  ^  it  is  connected  with  the 
yessel  A,  which'  is  intended  to  retain  the  steam  given  off  on  wash- 
ing with  hot  water.     A  side  tube  in  h  connects  the  latter,  bj 


Fig.  64. 

means  of  a  rubber  tube,  with  the  filtering  flask.  All  the  rubber 
tubing  used  should  be  thick-walled  and  of  2  to  3  mm.  bore.  The 
entire  apparatus  should  be  so  screwed  to  a  board,  fixed  to  the  wall, 
as  to  avoid  any  tendency  on  the  part  of  the  glass  tubes  to  break  by 
reason  of  the  board  warping. 

On  opening  a,  the  water  runs  down  d^  and  the  thirty-foot 
column  of  water  in  this  draws  with  it  the  air,  which  escapes 
through  the  opening  in  the  tube  e  in  the  form  of  a  stream  of  bub- 
bles.   Even  if  the  water  runs  at  its  fastest,  however,  and  even  with 
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a  column  40  feet  in  lengthy  it  is  impossible  to  create  any  considerable 
exhaustion,  because  of  the  friction,  increasing  in  rapid  progression, 
between  the  water  and  the  lead  pipe.  A  second  pinch-cock,  ft,  is 
hence  applied,  which  so  regulates  the  flow  of  water  once  and  for 
all  as  to  minimize  the  friction  by  reducing  the  flow,  thus  enabling 
a  maximum  of  exhaastion  to  be  obtained  when  a  is  completely 
open.  Such  an  apparatus,  properly  regulated,  exhausts  in  a  com- 
paratively short  time  quite  large  vessels  to  a  point  where  the 
pressure  is  exactly  equiJ  to  the  tension  of  aqueous  vapor  at  the 
temperature  of  the  water,  i.^.,  7  to  11  mm.  of  mercury. 

After  connecting  i  with  the  pump  at  h  by  means  of  a  rubber 
tube,  the  filtration  is  effected  by  first  pouring  the  supernatant 
liquid  into  the  filter,  and  afterwards  the  precipitate.  The  liquid 
at  first  runs  off  in  a  rapid  stream,  then  in  rapidly  fiowing  drops. 
It  is  advisable  to  keep  the  filter  filled  to  the  edge.  The  precipi- 
tate will  be  compressed  by  the  pressure  to  a  thin  layer,  permeated 
by  channels.  As  soon  as  the  finid  has  ceased  to  drop,  and  the  first 
channels  are  visible,  the  precipitate  will  adhere  so  firmly  to  the 
paper  that  it  will  not  be  disturbed  on  adding  water  carefully. 
The  washing  is  completed  by  filling  the  funnel  1  cm.  above  the 
edge  of  the  filter,  not  using  a  wash-bottle,  however,  but  pouring 
the  water  carefully  down  the  side  from  an  open  vessel.  When  the 
filtration  has  been  completed,  which  is  usually  the  case  in  from  one 
to  four  fillings  of  the  funnel,  the  filter  is  allowed  to  drain  com- 
pletely, when  it  will  be  obtained  half -dry  so  that  it  may  be  fre- 
quently transferred  without  further  manipulation,  together  with  the 
precipitate,  to  the  crucible,  and  ignited  (see  §  52).  It  will  be 
readily  seen  that,  by  this  method  of  filtering,  the  operation  is 
greatly  shortened.  In  this  process,  the  filters  employed  may  be 
smaller  than  usual,  because  the  precipitates  obtained  under  pres- 
sure occupy  less  space  than  is  otherwise  the  case ;  besides,  precipi- 
tates which  are  ordinarily  very  diflScult  to  wash  can  be  completely 
washed  with  a  relatively  small  quantity  of  water.  Finally,  the 
half-dried  condition  in  which  precipitates  are  obtained  after  com- 
plete withdrawal  of  the  water  from  them,  permits  them  to  be  easily 
and  completely  separated  from  the  filter,  and  free  from  fibres. 

We  have  described  above  the  hydraulic  air-pump  in  its  most 
perfect  form,  in  which  it  is  applicable  for  use  not  only  in  filter- 
ing, but   also  for  all  other  purposes  (exhausting  desiccator  jars, 
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etc.) ;  for  pumps,  however,  which  are  intended  only  for  filtering 
and  drawing  air  through  drying-cloeets  (§  28),  a  fall  of  10  to  16 
feet  of  water  will  suffice.     Such  a  fall  may  be  readily  obtained 


Pig.  65. 

even  on  the  ground  floor  and  without  a  deep  drain,  by  affixing  the 
pump  to  the  upper  part  of  the  wall.  The  cock  on  the  water  sup- 
ply pipe  must  then,  of  course,  be  placed  where  it  can  be  manipu- 
lated from  the  floor ;  and  the  air  exhaust  pipe  should  be  connected 
with  a  thin  lead  pipe  which  is  conducted  down  to  the  work-table, 
and  fastened  as  shown  in  Fig.  65.  In  this  a  is  the  lead  pipe  lead- 
ing to  the  air-pipe ;  h  is  the  rubber  tube  connecting  the  flask  a  by 
means  of  the  glass  tube  c\  t?  is  a  glass  tube  of  suitable  height,  dip- 
ping into  mercury  at  ^,  and  serving  as  a  manometer ;  y*  is  a  glass 
tube  to  which  is  connected  the  rubber  tube  g  closed  by  the  pinch- 
cock  A.  On  connecting  this  tube  with  the  suction-tube  of  the 
filtering-flask,  starting  the  pump,  and  opening  Ä,  filtration  begins. 
Slighter  but  still  quite  effective  suction  for  filtering  purposes  is 
also  obtainable  without  the  aid  of  air-pumps  or  aspirators.  Such 
apparatus  is  shown  in  Figs.  66  and  67.  The  apparatus  illustrated 
in  Fig.  66  is  recommended  by  Weil.*  On  applying  suction  at  ö, 
the  liquid   is  raised  in  A  to  any  desired  height,  thereby  effecting 

♦  ZeiUelir.  f.  analyi.  Chem, ,  ii,  859. 


§47.] 


FILTRATION. 


107 


filtration  through  the  saction  caused  by  the  raised  colnmn  of  liquid. 
The  filter  may  be  strengthened  bj  first  inserting  a  small  filter,  a, 


Fig.  67. 


Pig.  66. 

into  the  funnel,  and  then  the  filter-paper,  J.  The  filters  should  lie 
close  to  the  funnel,  and  be  free  from  folds. 

The  apparatus  shown  in  Fig.  67  was  devised  by  Piocabd.* 
If  the  column  of  water  is  not  given  a  greater  length  than  30  cm. 
the  filter  need  not  be  reinforced.  However,  it  is  always  advisable 
even  in  this  case  to  use  the  small  extra  filter.  If  the  filter  lies 
close  to  the  funnel  and  is  free  from  folds,  filtration  is  much  more 
rapid  (10  to  12  times,  according  to  Pxccakd)  than  when  the  bent 
tube  is  used. 

The  use  of  exhaust  apparatus  renders  it  possible  to  dispense 
entirely  with  paper  filters,  and  to  effect  filtration  through  asbestos 
or  glass  powder;  in  cases  where  the  precipitates  must  be  dried  at  a 
certain  temperature  and  then  weighed,  such  arrangements  for  filter- 
ing are  frequently  very  useful. 


♦  Zeitichr,  /.  analyt.  Chem, .  iv,  47. 
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Fig.  68  is  a  filter-tube  which  is  recommended  for  the 
weighing  of  small  quantities  of  anti- 
mony sulphide.*  The  tube  is  charged 
at  a  with  long-fibred  asbestos  which 
is  then  washed,  with  water  to  free  it 
from  all  the  finer  particles,  next  fixed  per- 
pendicularly in  a  support,  suction  applied 
at  &,  and  finally  heated  by  suitable  means 
until  the  asbestos  has  been  completely 
dried.  It  is  then  weighed,  after  which  it 
is  fixed  at  h  in  the  perforated  stopper  of 
the  filtering-flask,  when  a  small  funnel  is 
inserted  at  t,  and  slight  suction  applied, 
the  fluid  to  be  filtered  being  carefully 
poured  in. 

Fig.  69  is  an  apparatus  recommended 
by  W.  GiBBS  and  Taylor  f  for  a 
similar  purpose.  The  tube  contains  at  a 
first  fragment  of  glass,  then  glass  or 
sand  in  coarse  powder  and  finally  in  fine 
Pig.  68.  Fig.  69.      powder. 


§48. 
y.  Separation  of  Precipfiates  by  Decantation  and  Filtration 

COMBINED. 

In  the  case  of  precipitates  which,  from  their  gelatinous  nature, 
or  from  the  firm  adhesion  of  certain  coprecipitated  salts,  oppose 
insuperable,  or,  at  all  events,  considerable  obstacles  to  perfect  wash- 
ing on  the  filter,  the  following  method  is  resorted  to :  Let  the 
precipitate  subside  as  far  as  practicable,  pour  the  nearly  clear  super- 
natant liquid  on  the  filter,  stir  the  precipitate  up  with  the  washing 
fiuid  (in  certain  cases,  where  such  a  course  is  indicated,  heat  to 
boiling),  let  it  subside  again,  and  repeat  this  operation  until  the 
precipitate  is  almost  thoroughly  washed.  Transfer  it  now  to  the 
filter,  and  complete  the  operation  with  the  washing-bottle  (see 
§  46).  This  method  is  highly  to  be  recommended ;  there  are 
many  precipitates  that  can  be  thoroughly  washed  only  by  its 
application. 

^ZeiUehr.  f,  analyt.  Ohem.,  viii,  154. 
jfSilliman's  Amer,  Jour,,  (ii)  xlit,  216. 
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In  caaes  where  it  is  not  intended  to  weigh  the  precipitate 
washed  by  decantation,  but  to  disBolve  it  again,  the  operation  of 
wa&bing  is  entirely  completed  by  decantation,  and  the  precipitate 
not  even  transferred  to  the  filter.  The  re-solution  of  the  bulk  of 
the  precipitate  being  effected  in  the  vessel  containing  it,  the  filter 
is  placed  over  the  latter,  and  the  solvent  passed  through  it. 
Although  the  termination  of  the  operation  of  washing  may  be 
usually  ascertained  by  testing  a  sample  of  the  washings  for  one  of 
the  substances  originally  present  in  the  solution  which  has  to  be 
removed  (for  hydrochloric  acid,  for  instance,  with  silver 
nitrate),  still  there  are  cases  in  which  this  mode  of  proceeding  is 
inapplicable.  In  such  cases,  and  indeed  in  processes  of  washing  by 
decantation  generally,  Bunsen's  method  will  be  found  convenient 
— ^viz.,  to  continue  the  process  of  washing  until  the  fluid  which 
had  remained  in  the  beaker,  after  the  first  decantation,  has  under- 
gone a  ten  thousand-fold  dilution.  To  effect  this,  measure  with  a 
slip  of  paper  the  height  from  the  bottom  of  this  beaker  to  the 
surface  of  the  fluid  remaining  in  it,  together  with  the  precipitate, 
after  the  first  decantation;  then  fill  the  beaker  with  water,  if 
possible,  boiling,  and  measure  the  entire  height  of  the  fluid; 
divide  the  length  of  the  second  column  by  that  of  the  flrst.  Go 
through  the  same  process  each  time  you  add  fresh  water,  and 
always  multiply  the  quotient  found  with  the  number  obtained  in 
the  preceding  calculation,  until  you  reach  10000. 

§49. 

FUBTHER  TbEATMKNT    OP    PBEdPFTATES. 

Before  proceeding  to  weigh  a  precipitate,  it  still  remains  to 
convert  it  into  a  fonn  of  accurately  known  composition.  This  is 
done  either  by  igniting  or  by  drying.  The  latter  proceeding  is 
more  protracted  and  tedious  than  the  former,  and  is,  moreover,  apt 
to  give  less  accurate  results.  The  process  of  drying  is,  therefore, 
as  a  general  rule,  applied  only  to  precipitates  which  cannot  bear 
exposure  to  a  red  heat  without  undergoing  total  or  partial  volatili- 
zation ;  or  which  leave  upon  ignition  residues  having  no  constant 
composition ;  thus,  for  instance,  drying  is  resorted  to  in  the  case 
of  mercuric  sulphide,  arsenous  sulphide,  and  other  metallic  sul- 
phides; and  also  in  the  case  of  silver  cyanide,  potassium-platinic 
chloride,  etc. 
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But  whenever  the  nature  of  the  precipitate  {e.g.^  barium  sul- 
phate, lead  sulphate,  and  many  other  compounds)  leaves  the 
operator  at  liberty  to  choose  between  drying  and  heating  to  red- 
ness, ignition  is  almost  invariably  preferred. 

§50. 
aa.  Drying  of  Precipitates. 

When  a  precipitate  has  been  collected,  washed,  and  dried  on  a 
filter,  minute  particles  of  it  adhere  so  firmly  to  the  paper  that  it  is 
found  impossible  to  remove  them.  The  weighing  of  dried  precipi- 
tates involves,  therefore,  in  all  accurate  analyses,  the  drying  and 
weighing  of  the  filter  also.  Formerly  the  collection  of  precipi- 
tates to  be  dried  was  frequently  done  in  two  filters  of  equal  size, 
one  within  the  other,  the  outer  one  being  removed  and  used  as  a 
counterweight  to  the  filter  containing  the  precipitate.  It  was 
assumed  that  filters  of  equal  size  were  also  of  equal  weight. 
This  assumption  is,  however,  inadmissible  in  accurate  analyses, 
as  every  experiment  proves  that  two  even  very  small  filters  of 
equal  size  difier  in  weight  by  as  much  as  20,  30,  or  even 
more  milligrammes.  To  obtain  accurate  results,  it  is  neces- 
sary to  dry  and  weigh  the  filter  before  using  it ;  the  temperature  at 
which  the  filter  is  dried  must  be  the  same  as  that  to  which  it  is 
intended  subsequently  to  expose  the  precipitate.  Another  condi- 
tion is  that  the  filtering-paper  must  not  contain  any  substance 
liable  to  be  dissolved  by  the  fluid  passing  through  it. 

The  drying  is  conducted  either  in  the  water-,  air-,  or  oil-bath, 
according  to  the  degree  of  heat  required.  The  weighing  is  per- 
formed in  a  closed  vessel,  mostly  between  two  clasped  watch- 
glasses  (Fig.  70),  in  a  platinum  crucible,  or  in  two  glass  tubes, 
each  sealed  at  one  end,  and  placed  one  within  the  other,  as 
shown  in  Fig.  71.  When  the  filter  appears  dry,  it  is  placed 
between  the  warm  watch-glasses,  or  in  a  warm  crucible,  allowed 
to  cool  under  a  bell-glass  over  sulphuric  acid,  and  weighed. 
The  reopened  crucible  or  watch-glasses,  together  with  the  filter,  are 
then  again  exposed  for  some  time  to  the  required  degree  of  heat, 
and,  after  cooling,  weighed  once  more.  If  the  weight  does  not 
differ  from  that  found  at  first,  the  filter  may  be  considered  dry, 
and  we  have  simply  to  note  the  collective  weight  of  the  watch- 
glasses,  clasp,  and  filter,  or  of  the  crucible  and  filter. 


§50.] 


DRYING  OF  PBECIPITATE8. 


Ill 


After  the  washing  of  the  precipitate  has  been  concluded  and 
the  water  allowed  to  nm  off  so  far  as  possible,  the  filter  with  the 


Fig.  7a 


Fig.  71. 


precipitate  is  taken  off  the  funnel,  folded  up,  and  placed  upon 
blotting-paper,  which  is  then  kept  for  some  time  in  a  moderately 
warm  place  protected  from  dust;  it  is  finally  put  into  one  of 
the  watch-glasses,  or  into  the  uncovered  platinum  crucible,  with 
which  it  was  first  weighed,  and  exposed  to  the  appropriate  degree 
of  heat,  either  in  the  water-,  air-,  or  oil-bath.  When  it  is  judged 
that  the  precipitate  is  dry,  the  second  watch-glass,  or  the  lid  of  the 
crucible  is  put  on  (with  the  clasp  pushed  over  the  two  in  the  former 
case),  and  the  whole,  after  cooling  in  the  desiccator,  is  weighed. 
The  filter  and  the  precipitate  are  then  again  exposed,  in  the  same 
way,  to  the  proper  drying  temperature,  allowed  to  cool,  and 
weighed  again,  the  same  process  being  repeated  until  the  weight 
remains  constant  or  varies  only  to  the  extent  of  a  few  deci-milli- 
grammes.  By  subtracting  from  the  weight 
found  the  tare  of  the  crucible  or  watch-glasses 
and  filter,  we  obtain  the  weight  of  the  dry 
precipitate.  [The  filter  must  not  be  dried  too 
long,  as  it  slowly  loses  weight,  and  even  be- 
comes brown  from  decomposition  when  heated 
to  100®  for  days  together.] 

It  happens  sometimes  that  the  precipitate 
nearly  fills  the  filter,  or  retains  a  considerable 
amount  of  water;  or  sometimes  the  paper  is  so  thin  that  its  re- 


Fig.  72. 


112  OPEBATIOKS.  [§  51. 

moval  from  the  funnel  cannot  well  be  effected  without  tearing. 

Aln  all  such  cases,  the  best  way  is  to  let  the 
filter  and  precipitate  get  nearly  dry  in  the 
funnel,  wliich  may  be  effected  readily  by 
covering  the  latter  with  a  piece  of  blotting 
paper*  to  keep  out  the  dust,  and  placing 
it,  supported  on  a  broken  beaker  (fig.  72), 
or  some  other  vessel  of  the  kind,  on  the 
-  steam-apparatus  or  sand-bath,  or  stove,  or 
^  on  a  heated  iron  plate.     For  support  to  a 

funnel  while  drying  a  hollow  fnistum  of  a  cone  open  both  ends, 
made  of  stoneware  or  tinned  iron  (Fig.  73),  is  convenient.  Two 
sizes  may  be  used,  10  cm.  and  12  cm.  high  respectively.  The 
lower  diameter  should  be  from  7  to  8,  the  upper  from  4  to  6  cm. 

§51. 
hh.  Ignition  of  Precipitates. 

It  was  formerly  customary  to  first  dry  the  precipitate 
together  with  the  filter,  then  to  scrape  it  clean  from  the  latter 
into  the  crucible,  and  ignite  it.  In  spite  of  the  most  careful 
scraping,  however,  some  of  the  precipitate  was  inevitably  lost  by 
adherence  to  the  filter.  Experience  has  shown  that  more  accurate 
i^esults  are  obtained  by  igniting  the  filter  with  the  precipitate  and 
deducting  the  weight  of  the  filter-ash  from  the  weight  found. 

If  care  be  taken  to  make  the  filters  always  of  the  same  paper, 
and  to  cut  every  size  by  a  pattern,  as  advised  in  §  45,  aa^  the 
quantity  of  ash  which  each  size  yields  upon  incineration  may  be 
readily  determined.  It  is  necessary,  however,  to  determine  sep- 
arately the  quantity  of  ash  left  by  ordinary  filters,  and  that  left  by 
filters  which  have  been  washed  with  hydrochloric  acid  and  water ; 
on  an  average  the  latter  leave  about  half  as  much  ash  as  the  former. 
To  determine  the  filter  ash  take  ten  filters  (or  an  equal  weight  of 
cuttings  from  the  same  paper),  bum  them  in  an  obliquely  placed 
platinum  crucible,  and  ignite  until  every  trace  of  carbon  is  con- 

♦  Turned  down  over  the  rim.  Or  more  neatly  as  follows :  Wet  a  com- 
mon cut  filter,  stretch  it  over  the  ground  top  of  the  funnel,  and  then  gently 
tear  off  the  superfluous  paper.  The  cover  thus  formed  continues  to  adhere 
after  drying  with  some  force. 
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Biimed ;  then  weigh  the  ash,  and  divide  the  amount  found  by  ten ; 
the  quotient  expresses,  with  sulScient  precision,  the  average  quan* 
tity  of  ash  which  every  individual  filter  leaves  upon  incineration. 
In  the  ignition  of  precipitates,  the  following  four  points  have 
to  be  more  particularly  regarded: 

1.  No  loss  of  substance  must  be  incurred ; 

2.  The  ignited  precipitates  must  really  be  the  bodies  they  are 
represented  to  be  in  the  calculation  of  the  results ; 

3.  The  incineration  of  the  filters  must  be  complete ; 

4.  The  crucibles  must  not  be  attacked. 

The  following  two  methods  seem  to  me  the  simplest  and  most 
appropriate  of  all  that  have  as  yet  been  proposed.  The  selection 
of  either  depends  upon  certain  circumstances,  which  I  shall  imme- 
diately have  occasion  to  point  out.  But  no  matter  which  method 
is  resorted  to,  the  precipitate  must  always  be  thoroughly  dried, 
before  it  can  properly  be  exposed  to  a  red  heat.  The  application 
of  a  red  heat  to  moist  precipitates,  more  particularly  to  such  as  are 
very  light  and  loose  in  the  dry  state  (silicic  acid,  for  instance), 
involves  always  a  risk  of  loss  from  the  impetuously  escaping 
aqueous  vapors  carrying  away  with  them  minute  particles  of  the 
substance.  Some  other  substances,  as  aluminium  hydroxide  or 
ferric  hydroxide,  for  instance,  form  small  hard  lumps ;  if  such 
lumps  are  ignited  while  still  moist  within  they  are  liable  to  fly 
about  with  great  violence.  The  best  method  of  drying  precipitates 
as  a  preliminary  to  ignition  is  as  described  in  §  50,  the  last 
paragraph.  These  methods  may  also,  according  to  circumstances, 
be  modified ;  for  instance,  Bünsek  *  has  pointed  out  that  when 
a  precipitate  has  been  sufficiently  washed  and  freed  from  its 
excess  of  water  by  means  of  the  hydraulic  air-pump,  it  may  fre- 
quently be  at  once  ignited  together  with  the  filter,  and  without 
further  drying.     This  is  more  particularly  described  in  §  52. 

Bespecting  the  ignition,  the  degree  of  heat  to  be  applied  and 
the  d/u/ration  of  the  process  must,  of  course,  depend  upon  the 
nature  of  the  precipitate  and  upon  its  deportment  at  a  red  heat. 
As  a  general  rule,  a  moderate  red  heat,  applied  for  about  five 
minutes,  is  found  sufficient  to  effect  the  purpose ;  there  are,  how- 

♦  Aniial,  d,  Chem.  u.  Phar.,  cxlviu,  285;  Z&tischr,  /.  analyi.  Chem.  Yin, 
186. 
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^ver,  many  exceptions  to  this  rule  which  will  be  indicated  where* 
ever  they  occur. 

Whenever  the  choice  is  permitted  between  porcelain  and 
platinum  crucibles,  the  latter  are  always  preferred,  on  account  of 
their  comparative  lightness  and  infrangibility,  and  because  they 
are  more  readily  heated  to  redness.  The  crucible  selected  should 
always  be  of  sufficient  capacity,  as  the  use  of  crucibles  deficient  in 
size  involves  the  risk  of  loss  of  substance.  The  proper  size,  in 
most  cases,  is  4  cm.  in  height,  and  3*5  cm.  in  diameter.  That  the 
crucible  must  be  perfectly  clean,  both  inside  and  outside,  need 
hardly  be  mentioned.  The  analyst  should  acquire  the  habit  of 
cleaning  and  polishing  the  platinum  crucible  always  after  using  it. 
This  should  be  done,  as  recommended  by  Bttnsbn,  and  more 
lately  by  Ebdmann,  by  friction  with  moist  sea-sand,  the  grains  of 
which  are  all  round  and  do  not  scratch.  The  sand  is  rubbed 
on  with  the  finger,  and  the  desired  effect  is  produced  in 
a  few  minutes.  The  adoption  of  this  habit  is  attended  with 
the  pleasure  of  always  working  with  a  bright  crucible  and 
the  profit  of  prolonging  its  existence.  This  mode  of  cleaning 
is  all  the  more  necessary,  when  one  ignites  over  gas-lamps,  since 
at  this  high  temperature  crucibles  soon  acquire  a  gray  coat- 
ing, which  arises  from  a  superficial  loosening  of  the  platinum. 
A  little  burnishing  with  sea-sand  readily  removes  the  appear- 
ance in  question,  without  causing  any  notable  diminution  of  the 
weight  of  the  crucible  (£iu>mann).*  The  foregoing  remarks 
on  platinum  crucibles  refer  equally  to  those  of  iridium-platinum — 
which,  by  the  by,  are  now  much  used,  and  very  highly  to  be  recom- 
mended— only  the  restoration  of  the  polish  is  somewhat  more  diffi- 
cult with  the  latter,  on  account  of  the  greater  hardness  of  the  alloy. 
If  there  are  spots  on  the  platinum  or  iridium-platinum  crucibles, 
which  cannot  be  removed  by  the  sand  without  wearing  away  too 
much  of  the  metal,  a  little  potassium  disulphate  is  fused  in  the 
crucible,  the  fluid  mass  shaken  about  inside,  allowed  to  cool,  and 
the  crucible  finally  boiled  with  water.  There  are  two  ways  of 
cleaning  crucibles  soiled  outside  ;  either  the  crucible  is  placed  in  a 
larger  one,  and  the  interspace  filled  with  potassium  disulphate, 
which  is  then  heated  to  fusion;  or  the  crucible  is  placed  on  a 
platinum-wire  triangle,  heated  to  redness,  and  then  sprinkled  over 

♦  Jcwr.  /.  TprakA,  CJiem,^  lxxtx,  117. 
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with  powdered  potassium  dignlphate.  Instead  of  the  disulphate 
jon  may  use  borax.  Never  forget  at  last  to  polish  the  cmcible 
with  sea-sand  again. 

When  the  cmcible  is  clean,  it  is  placed  upon  a  clean  platinum- 
wire  triangle  (Fig.  74),  ignited,  allowed  to  cool  in  the  desiccator, 
and  weighed.  This  operation,  though  not  indispensable,  is  still 
always  advisable,  so  that  the  weighing  of  the  empty  and  filled  cru- 
cible may  be  performed  under  as  nearly  as  possible  the  same  cir- 
cumstances. The  empty  crucible  may  of  course  be  weighed  after 
the  ignition  of  the  precipitate ;  however,  it  is 
preferable  in  most  cases  to  weigh  it  he/ore. 
The  weighing  of  the  crucible  after  ignition 
of  the  precipitate  is  only  then  necessary 
when  this  requires  to  be  subjected  to  the 
action  of  the  gas  blowpipe  for  some  time, 
since  experience  has  shown  that  in  this  case 
the  platinum  crucible  often  loses  weight.*  Fig.  T*. 

If  a  platinum  triangle  is  wanting,  one  of  iron  wire  may  be  used, 
only  that  part  coming  in  contact  with  the  platinum  crucible 
should  be  covered  with  platinum  foil  or  wound  with  platinum 
wire,  or  pieces  of  clay  tobacco  pipes  may  be  slipped  over  the 
iron  wire. 

The  ignition  is  effected  with  a  Berzelius  spirit-lamp  or  a  gas- 
lamp,  or  else  in  a  muffle.  In  igniting  reducible  substances  over 
lamps,  the  analyst  must  always  be  on  his  guard  against  the  con- 
tact of  unconsumed  hydrocarbons  even  in  covered  crucibles. 
When  gas-lamps  are  used  there  is  especial  need  of  caution  in  this 
respect.  Bednction  will  be  avoided  if  the  fiame  is  made  no  larger 
than  necessary»  if  the  crucible  is  supported  in  the  upper  part  of 
the  flame,  and  if,  when  the  crucible  is  in  a  slanting  position,  it  is 
heated  from  behind. 

We  pass  on  now  to  the  description  of  the  special  methods. 


*  AccordiDg  to  Wittbtein  platinum  cnicibles  lose  weight  on  ii^nition  only 
when  they  still  contain  small  quantities  of  osmium  (ZeiUchr.f  anal.  Chem., 
V,  98).  Stolba  ascribes  the  loss  of  weight  to  formation  of  platinum  carbide, 
and  states  that  the  rougher  the  surface,  the  greater  will  be  the  loss  {FolyU  Jour.. 
cxcym,  177). 
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§  52. 
F1K8T  Method.    (Ignition  of  the  Precipitate  with  the  Filter.) 

This  method  is  resorted  to  in  cases  where  there  is  no  danger  of 
a  reduction  of  the  precipitate  by  the  action  of  the  carbon  of  the 
filter.    The  mode  of  proceeding  is  as  follows : — 

The  perfectly  dry  filter,  with  the  precipitate,  is  removed  from 
the  ftmnel,  and  its  sides  are  gathered  together  at  the  top,  so  that 
the  precipitate  lies  enclosed  as  in  a  small  bag.  The  filter  is  now 
put  into  the  crucible,  which  is  then  covered  and  heated  over  a 
spirit-lamp  with  double  draught,  or  over  gas  very  gently,  to  effect 
the  slow  charring  of  the  filter;  the  cover  is  now  removed,  the 
crucible  placed  obliquely,  and  a  stronger  degree  of  heat  applied, 
until  complete  incineration  of  the  filter  is  eflfected ;  the  lid,  which 
had  in  the  meantime  best  be  kept  on  a  porcelain  plate,  or  in  a  por- 
celain crucible,  is  put  on  again,  and  a  red  heat  applied  for  some 
time  longer,  if  needed ;  the  crucible  is  now  allowed  to  cool  a  little, 
and  is  then,  while  still  hot,  though  no  longer  red  hot,*  taken  off 


Fig.  7Ö. 


rig.  76. 


Pig.  T7. 


with  a  pair  of  tongs  of  brass  or  polished  iron  (Figs.  75  and  76), 
and  put  in  the  desiccator,  where  it  is  left  to  cool ;  it  is  finally 
weighed. 


*  Taking  hold  of  9  red-hot  crucible  with  brass  tongs  might  cause  the  forma- 
tion of  black  rings  round  it. 
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The  combnstion  of  the  carbon  of  the  filter  may  be  promoted^ 
in  cases  where  it  proceeds  too  slowly,  by  pushing  the  non-consumed 
particles,  with  a  smooth  and  rather  stout  platinum  wire,  within  the 
focus  of  the  strongest  action  of  the  heat  and  air.  And  the  oper- 
ator may  also  increase  the  draught  of  air  by  leaning  the  lid  of  the 
crucible  against  the  latter  in  the  manner  illustrated  in  Fig.  77. 

It  will  occasionally  happen  that  particles  of  the  carbon  of  the 
filter  obstinately  resist  incineration.  In  such  cases  the  operation 
may  be  promoted  by  putting  a  small  lump  of  fused,  dry  ammonium 
nitrate  into  the  crucible,  placing  on  the  lid  and  applying  a  gentle 
heat  at  first,  which  is  gradually  increased.  However,  as  this  way 
of  proceeding  is  apt  to  involve  some  loss  of  substance,  its  applica- 
tion should  not  be  made  a  general  rule. 

In  cases  where  the  bulk  of  the  precipitate  is  easily  detached 
from  the  filter,  the  preceding  method  is  occasionally  modified  in 
this,  that  the  precipitate  is  put  into  the  crucible,  and  the  filter, 
with  the  still  adhering  particles,  folded  loosely  together,  and  laid 
over  the  precipitate.  In  other  respects,  the  operation  is  conducted 
in  the  manner  above  described. 

As  above  stated,  precipitates  quite  thoroughly  freed  from 
water  by  aspiration  may,  according  to  Bünsbn,*  be  at  once  ignited 
without  further  drying,  but,  of  course,  only  when  the  precipitates 
are  not  reducible  by  the  filter-carbon.  The  process  is  carried 
out  as  follows:  The  portion  of  filter-paper  free  from  precip- 
itate is  tightly  wrapped  round  the  remainder  of  the  filter  in  such 
a  manner  that  the  precipitate  is  enveloped  in  from  four  to  six  folds 
of  clean  paper.  The  whole  is  then  dropped  into  the  platinum  or 
porcelain  crucible  lying  obliquely  upon  a  triangle  over  the  lamp, 
and  pushed  down  against  its  sides  with  the  finger.  The  cover  is 
then  supported  against  the  mouth  of  the  crucible,  as  shown  in  Fig. 
77,  and  the  ignition  commenced  by  heating  the  portion  of  the  cru- 
cible in  contact  with  the  cover.  When  the  fiame  has  the  proper 
size  and  position,  the  filter  carbonizes  quietly  without  any  appear- 
ance of  flame  or  considerable  amount  of  smoke.  When  the  car- 
bonization proceeds  too  slowly,  the  flame  is  moved  a  little  toward 
the  bottom  of  the  crucible.     After  some  time  the  precipitate  ap- 

*  Ann.  d.  Chsm.  u.  Pharm.,  cxlviii,  285;  hUo  Zeitsehr.  f.  analj/i.  Cham.. 
VIII,  186.  In  the  case  of  alumina  Al.  Mitscherlich  had  previously  highly  rec- 
ommended the  ignition  of  the  moist  precipitate  (Zeitschr.f,  analyt  Chem.,  i,  67). 
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pears  to  be  surrounded  only  by  an  extremely  thin  envelope  of 
carbon,  possessing  exactly  the  form  (of  course  diminished  in  size) 
of  the  original  filter ;  the  flame  is  then  increased,  and  the  crucible 
maintained  at  a  bright-red  heat  until  the  carbon  contained  in  this 
envelope  is  consumed.  The  combustion  proceeds  so  quietly  that 
the  resulting  ash  surrounding  the  precipitate  possesses,  even  to  the 
smallest  fold,  the  exact  form  of  the  original  filter.  If  the  ash 
shows  here  and  there  a  dark  color,  it  is  simply  necessary  to  heat 
the  crucible  over  a  blast-lamp  for  a  few  minutes  to  effect  the  com- 
plete removal  of  the  trace  of  carbon.  This  method  of  burning  a 
filter  IB  extremely  convenient  and  accurate ;  it  is  only  necessary  to 
give  a  little  attention  at  first  to  the  slow  carbonization  of  the  paper, 
after  which  the  further  progress  of  the  operation  may  be  left  to 
itself. 

Gelatinous,  finely  divided,  granular,  and  crystalline  precipi- 
tates, such  as  alumina,  calcium  oxalate,  barium  sulphate,  silica, 
etc.,  may  with  equal  facility  be  treated  in  this  manner. 

Second  Method.     {Ignition  of  the  Precipitate  apart  from  the 

Filter.) 

This  method  is  resorted  to  in  cases  where  a  reduction  of  the 
precipitate  from  the  action  of  the  carbon  of  the  filter  is  appre. 
hended;  and  also  where  the  ignited  precipitate  is  required  for 
further  examination,  which  the  presence  of  the  filter  ash  might 
embarrass.  It  may  be  employed  also,  instead  of  the  first  method, 
in  all  cases  where  the  precipitate  is  easily  detached  from  the  filter. 
The  mode  of  proceeding  is  as  follows : — 

The  crucible  intended  to  receive  the  precipitate  is  placed  upon 
a  sheet  of  glazed  paper ;  the  perfectly  dry  filter  with  the  precipitate 
is  taken  out  of  the  funnel,  and  gently  pressed  together  over  the 
paper,  to  detach  the  precipitate  from  the  filter ;  the  precipitate  is 
now  shaken  into  the  crucible,  and  the  particles  still  adhering  to  the 
filter  are  removed  from  it,  so  far  as  practicable,  by  further  pressing 
or  gentle  rubbing  together  of  the  folded  filter,  and  are  then  also 
transferred  to  the  crucible.  The  filter  is  then  cut  up,  using  a  clean 
pair  of  scissors,  into  8  or  10  pieces,  over  a  sheet  of  glazed  paper, 
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and  one  by  one  placed  by  means  of  the  tongs  on  the  cracible  lid 
heated  to  redness.  After  all  are  burned,  the  lid  is  ignited  until 
the  last  trace  of  carbon  is  consumed.  If  the  crucible  lid  be  large^ 
and  the  filter  small,  the  cutting  up  of  the  filter  may  be  neg- 
lected ;  it  need  only  be  folded,  and  then  ignited.  The  lid  is  then 
placed  on  a  crucible  and  covered  with  a  beaker.  Finally  the  cru- 
cible with  the  precipitate  is  ignited  (another  lid  being  placed  on 
it,  if  necessary),  then  the  lid  containing  the  filter-ash  is  put  on 
towards  the  end  of  the  ignition,  and  the  whole  then  allowed  to  cool 
a  little,  when  it  is  placed  in  a  desiccator,  and  finally  weighed  when 
perfectly  cold. 

Where  the  precipitates  are  not  absolutely  insoluble  in  water,  as, 
for  instance,  ammonium-magnesium  phosphate,  in  which  case  the 
filter  is  impregnated  with  a  solution,  however  dilute,  of  the  salt, 
complete  ignition  frequently  requires  considerable  time.  It  may, 
however,  be  hastened  by  pressing  the  blackened  filter  against  the 
red-hot  lid  by  means  of  a  smooth  platinum  wire  or  knife.  A  cer- 
tain amount  of  patience  is,  however,  always  required  in  this  opera- 
tion. 

In  the  case  of  precipitates  which,  when  reduced,  yield  no  sub- 
stances that  combine  with  platinum,  the  following  method  of  in- 
cineration, devised  by  Bunsen,  may  also  be  used :  The  filter,  freed 
so  far  as  possible  from  the  precipitate,  is  spread  open  upon  the 
sheet  of  glazed  paper,  and  then  folded  in  form  of  a  little  square  box, 
enclosed  on  all  sides  by  the  parts  turned  up ;  any  minute  particles 
of  the  precipitate  that  may  have  dropped  on  the  glazed  paper  are 
brushed  into  this  little  box,  with  the  aid  of  a  small  feather ;  the 
box  is  closed  again,  rolled  up,  and  one  end  of  a  long  platinum  wire 
spirally  wound  round  it.  The  crucible  being  placed  on  or  above 
a  porcelain  plate,  the  little  roll  is  lighted,  and,  during  its  com- 
bustion, held  over  the  crucible,  so  that  the  falling  articles  of  the 
precipitate  or  filter-ash  may  drop  into  it,  or,  at  least,  into  the  por- 
celain plate.  In  this  way,  and  by  occasionally  holding  the  little 
roll  again  in  or  against  the  flame,  the  incineration  of  the  filter  is 
readily  and  safely  effected.  When  the  operation  is  terminated,  a 
slight  tap  will  suffice  to  drop  the  ash  and  the  remaining  particles  of 
the  precipitate  into  the  crucible,  which  is  then  covered,  and  the 
ignition  completed  as  in  §  52.     Where  it  is  intended  to  keep  the 
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ash  separate  from  the  precipitate,  it  is  made  to  drop  into  the  lid 
of  the  crucible,  in  which  case  it  is  better  to  ignite  the  crucible  with 
the  principal  portion  of  the  precipitate  first.  Were  this  method  of 
incinerating  adopted  with  such  precipitates  as  silver  chloride,  lead 
carbonate,  etc.,  it  would  entail  a  certain  amount  of  loss,  because 
through  reduction  there  would  be  formed  a  small  quantity  of  me- 
tallic silver  or  lead,  which  would  form  an  alloy  with  the  platinum 
wire.  No  matter  which  method  of  incineration  is  resorted  to,  the 
operation  must  always  be  conducted  in  a  spot  entirely  protected 
from  draughts. 

Certain  precipitates  sufiEer  some  essential  modification  in  their 
properties,  in  their  solubility,  for  instance,  from  ignition.  In  cases 
where  a  portion  of  a  substance  of  the  kind  is  required,  after  the 
weighing,  for  some  other  purpose  with  which  the  effects  of  a  red 
heat  would  interfere,  the  two  operations  of  drying  and  igniting 
may  be  combined  in  the  following  way  : — The  precipitate  is  col- 
lected on  a  filter  dried  at  100^;  it  is  then  also  dried,  at  100'^,  and 
weighed  (§  50).  A  portion  of  the  dry  precipitate  is  put  into  a 
tared  crucible,  and  its  exact  weight  ascertained ;  it  is  then  exposed 
to  a  red  heat,  allowed  to  cool  in  the  usual  way,  and  weighed  again ; 
the  diminution  of  weight  which  it  has  undergone  is  calculated  on 
the  whole  amount  of  the  precipitate. 

§  53,  a. 

Use  of  Asbestos  Filters  wtth  Büksen's  Filtebing  Appaeatus* 

A  method  of  filtering,  washing,  and  igniting  precipitates  with 
out  the  use  of  paper  filters,  which  in  many  cases  possesses  great 
advantages,  has  been  devised  by  F.  A.  Gooch, 
and  is  described   as    follows.*    JFirst.  White, 
silky,  anhydrous  asbestos  is  scraped  to  a  fine 

short  down  with  an  ordinary  knife-blade,  boiled 

Fig.  78.  ^j|.j^  hydrochloric  acid  to  remove  traces  of  iron 
or  other  soluble  matter,  washed  by  decantation,  and  set  aside 
for  use. 

*  Proceedings  of  Am.  Acad.  Arts  and  Sciences,  1878,  p.  842. 
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Fig.  79. 


Fig.  80. 


A  platmnm  crucible  of  ordinary  size,  preferably  of 
the  broad  low  pattern  (Fig.  78),  is  chosen,  and  the  bottom  (Fig.  79) 

perforated  with  fine  holes  (the  more 

numerous  and  the  finer  the  better) 

by  means  of  a  steel  point ;  or  better 

still,  the  bottom  may  be  made  of  fine 

platinum  gauze.  Kext,  a  Bunsen  fun- 
nel  of  the  proper  size  is  selected,  and  over  the 
top  a  short  piece  of  rubber  tubing  *  is  stretched 
and  drawn  down  until  the  portion  above  the 
funnel  arranges  itself  at  right  angles  to  the 
stem.  Within  the  opening  in  the  rubber,  the 
perforated  crucible  is  fitted  as  shown  in  Fig.  80, 
and  the  funnel  is  connected  with  the  receiver 
of  a  Bunsen  pump  or  other  exhausting  appa- 
ratus in  the  ordinary  way. 

To  make  the  asbestos  filter,  the  pressure  of  the  pump  is  applied, 
and  a  little  of  the  asbestos  prepared  as  described,  and  suspended  in 
water,  is  poured  into  the  crucible.  The  rubber  and  the  crucible 
are  held  together  by  the  exhaustion  of  the  vacuum  pump  with  suf- 
ficient force  to  make  an  air-tight  joint ;  the  water  is  drawn  through 
and  the  asbestos  is  deposited  almost  instantly  in  a  close  compact 
layer  on  the  perforated  bottom ;  more  asbestos  (if  necessary)  in  sus- 
pension as  before  being  poured  upon  the  first  until  llie  layer 
becomes  sufficiently  thick  for  the  purpose  for  which  it  is  intended. 
Finally  a  little  distilled  water  is  drawn  through  the  apparatus  to 
wash  away  any  filaments  which  might  cling  to  the  under  side,  and 
the  filter  is  ready  for  use ;  the  whole  process  occupying  less  time 
than  is  required  to  fold  and  fit  an  ordinary  paper  filter  to  a  funnel. 
To  prepare  the  filter  for  the  weighing  of  a  precipitate,  the 
crucible  with  the  -felt  of  asbestos  undisturbed  is  removed  from 
the  funnel  and  ignited.  In  case  the  precipitate  to  be  subse- 
quently collected  must  be  heated  to  high  temperature  for  a  long 
time,  it  is  better  to  enclose  the  perforated  crucible  with  its  felt 


*  If  suitable  rubber  tubing  is  not  at  hand  for  fitting  the  crucible  to  the 
funnel,  a  piece  of  strong  glass  tube,  preferably  tapering  slightly,  may  be  used 
in  place  of  a  funnel.  The  diameter  of  the  tube  should  exceed  that  of  the  cru- 
cible. One  end  is  drawn  down  to  size  of  a  common  funnel  stem;  the  crucible 
is  then  fitted  to  the  large  end  by  means  of  a  short  section  of  large  rubber  tub- 
ing, or  a  bored  rubber  stopper. 
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within  another  crucible ;  becanfie  in  such  cases  asbestos  felt  is  apt 
to  carl  at  the  edges,  and  without  such  precaution  some  of  the 
precipitate  might  drop  through  the  perforations  and  be  lost.  For 
drying  at  low  temperatures,  however,  and  even  for  ordinary  igni- 
tion, a  second  crucible  is  unnecessary ;  but,  during  the  ignition  of 
an  easily  reducible  substance  care  must  be  taken  to  avoid  contact 
of  unbumt  gas  with  the  perforated  bottom. 

To  perform  the  filtration,  the  crucible  is  replaced  in  the  funnel, 
the  pressure  applied,  and  the  process  conducted  precisely  as  in 
ordinary  filtration  by  the  Bunsen  pump.  It  is  necessary  to  observe 
that  the  vacuum  pump  be  started  before  pouring  the  liquid  upon 
the  filter.  The  final  drying  or  ignition,  as  the  case  may  be,  of  the 
precipitate  and  filter  is  made  without  difficulty,  or  need  of  extra 
precaution. 

For  turbid  liquids,  or  gelatinous  precipitates,  instead  of  the 
perforated  crucible  a  platinum  cone  may  be  used,  the  upper  part 
being  made  of  foil,  the  lower  part  of  gauze.  This  process  is  recom- 
mended not  only  for  such  pi-ecipitates  as  have  heretofore  usually 
been  collected  upon  weighed  paper  filters,  but  also  for  many  other 
precipitates  which  are  usually  ignited,  but  whose  proper  ignition 
is  more  or  less  interfered  with  by  the  presence  of  carbon. 

§54. 
6,  Analysis  by  Measube  (Yolumetric  Analysis). 

The  principle  of  volumetric  analysis  has  been  explained  already 
in  the  '*  Introduction,"  where  we  have  seen  how  the  quantity  of 
iron  present  in  a  fluid  as  a  ferrous  salt  may  be  determined  by  means 
of  a  solution  of  potassium  permanganate,  the  value  of  which  has 
been  previously  ascertained  by  observing  the  quantity  required  to 
convert  a  known  amount  of  iron  from  a  ferrous  to  a  ferric  salt. 

In  order  to  make  the  matter  as  clear  as  possible  a  few  more 
examples  are  here  given. 

Let  us  assume  that  we  have  prepared  a  sodium-chloride  solution, 
100  c.  c.  of  which  will  precipitate  exactly  1  grm.  of  silver,  in  the 
form  of  chloride,  from  a  silver-nitrate  solution ;  we  are  now  in  a 
position  to  determine  the  silver  content  of  unknown  silver  com- 
pounds. For  instance,  on  carefully  dissolving  1  grm.  of  a  silver- 
copper  alloy  in  nitric  acid,  and  adding  the  sodium-chloride  solution 
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as  above  described  just  until  all  the  silver  is  precipitated — i.e.j 
until  another  drop  causes  no  further  precipitate,  the  quantity  of 
silver  present  in  the  alloy  is  calculated  very  simply  from  the  volume 
of  the  sodium-chloride  solution  used  up.  Were,  for  instance, 
80  c.  c.  of  the  solution  used,  it  wotdd  indicate  that  the  alloy  had  a 
silver  content  of  80  per  cent,  since,  as  100  c.  c.  of  solution  pre- 
cepitate  1  grm.  (or  100  per  cent.)  of  pure  silver,  each  c.  c.  of 
solution  will  correspond  to  1  per  cent,  of  silver. 

Again,  as  is  well  known,  iodine  and  hydrogen  sulphide  im. 
mediately  react  when  brought  together,  sulphur  and  hydriodic  acid 
resulting  (I  +  H,S  =  HI  +  2S).  Hydriodic  acid  has  no  action 
on  starch-paste,  whereas  the  slightest  trace  of  iodine  colors  it  blue. 
Now,  if  we  prepare  a  solution  of  iodine  in  potassium-iodide  solu- 
tion, so  that  every  100  c.  c.  will  contain  0*3721  grm.  of  iodine,  we 
can,  with  such  a  solution,  decompose  exactly  0*1  grm.  of  hydrogen 
sulphide,  since 

34-086  :  126-85  : :  0-1  :  0-3721. 

Let  us  suppose  now  that  we  have  a  fluid  of  unknown  hydrogen- 
sulphide  content;  we  add  to  it  a  small  quantity  of  starch-paste, 
and  then,  drop  by  drop,  the  iodine  solution  made  as  above.  The 
blue  color  formed  will  not  be  permanent,  but  will  disappear  so  long 
as  any  iodine  and  hydrogen  sulphide  are  present  to  react ;  but  when 
all  the  latter  has  been  decomposed  the  liquid  suddenly  becomes  blue 
from  the  formation  of  starch  iodide.  The  quantity  of  hydrogen 
sulphide  may  hence  be  readily  calculated  from  the  volume  of  iodine 
solution  used  up,  since  100  c.  c.  of  the  latter  correspond  to  0-1  grm. 
hydrogen  sulphide.  Thus,  had  we  used  up  50  c.  c.  of  solution,  it 
would  indicate  0-5  grm.  of  hydrogen  sulphide. 

Solutions  of  accurately  known  composition  or  strength,  uged  for 
the  purposes  of  volumetric  analysis,  are  called  standard  {or  titraU 
ing*)  solutions.  They  may  be  prepared  in  two  ways,  viz.,  {a)  by 
dissolving  a  weighed  quantity  of  a  substance  in  a  definite  volume  of 
fluid ;  or  (J)  by  first  preparing  a  suitably  concentrated  solution  of 
the  reagent  required,  and  then  determining  its  exact  strength  by  a 
series  of  experiments  made  with  it  upon  weighed  quantities  of  the 
body  for  the  determination  of  which  it  is  intended  to  be  used. 

♦Prom  the  French  titrs,  content  (of  gold  or  silver  in  coin). 
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In  the  preparation  of  standard  solutions  by  method  a,  the  weight 
of  the  reagent  taken  for  1000  c.c.  may,  if  desired,  be  a  weight 
exactly  equivalent  to  1*008  gramme  of  hydrogen  (see  §  192,  c,  6). 
In  the  case  of  standard  solutions  prepared  by  method  5,  this  may 
also  be  easily  done,  by  diluting  to  the  required  degree  the  still  some- 
what too  concentrated  solution,  after  having  accurately  determined 
its  strength ;  however,  as  a  rule,  this  latter  process  is  only  resorted 
to  in  technical  analyses,  where  it  is  desirable  to  avoid  all  calculation. 
Fluids  which  contain  the  eq.  number  of  grammes  of  a  substance  in 
one  litre  are  called  normal  solutions;  those  which  contain  -^  of 
this  quantity,  decinormal  solutions. 

The  determination  or  titration  of  a  standard  solution  intended 
to  be  used  for  volumetric  analysis  is  obviously  a  most  important 
operation,  since  any  error  in  this  will,  of  course,  necessarily  falsify 
every  analysis  made  with  it.  In  scientific  and  accurate  researches 
it  is,  therefore,  always  advisable,  whenever  practicable,  to  examine 
the  standard  solution — no  matter  whether  prepared  by  method  a 
or  by  method  i,  with  subsequent  dilution  to  the  required  degree — 
by  experimenting  with  it  upon  accurately  weighed  quantities  of  the 
body  for  the  determination  of  which  it  is  to  be  used. 

In  the  previous  remarks  I  have  made  no  diflference  between 
fluids  of  known  composition  and  those  of  known  power ;  and  this 
has  hitherto  been  usuaL  But  by  accepting  the  two  expressions 
as  synonymous,  we  take  for  granted  that  a  fluid  exercises  a  chemi- 
cal action  exactly  corresponding  to  the  amount  of  dissolved  sub- 
stance it  contains — ^that,  for  instance,  a  solution  of  sodium  chloride 
containing  1  mol.  Na  CI  will  precipitate  exactly  1  at.  silver.  This 
presumption,  however,  is  very  often  not  absolutely  correct,  as  will 
be  shown  with  reference  to  this  very  example,  §  115,  ft,  5.  In  such 
cases,  of  course,  it  is  not  merely  advisable,  but  even  absolutely 
necessary,  to  determine  the  strength  of  the  fluid  by  experiment, 
although  the  amount  of  the  reagent  it  contains  may  be  exactly 
known,  for  the  power  of  the  fluid  can  be  inferred  from  its  com- 
position only  approximately  and  not  with  perfect  exactness.  If  a 
standard  solution  keeps  unaltered,  this  is  a  great  advantage,  as  it 
dispenses  with  the  necessity  of  determining  its  strength  before 
every  fresh  analysis. 

That  particular  change  in  the  fluid  operated  upon  by  means  of 
a  standard  solution  which  marks  the  completion  of  the  intended 
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deoomposition,  is  termed  the  final  reaction.  This  consists  either 
in  a  chcmge  of  color ^  as  is  the  case  when  a  solution  of  potassium  per-: 
manganate  acts  upon  an  acidified  solution  of  ferrous  salt,  or  a  solu- 
tion of  iodine  upon  a  solution  of  hydrogen  sulpiride  mixed  with 
starch  paste ;  or  in  the  cessation  of  the  formation  of  a  precipitate 
npon  further  addition  of  the  standard  solution,  as  is  the  case  when 
a  standard  solution  of  sodium  chloride  is  used  to  precipitate  silver 
from  its  solution  in  nitric  acid ;  or  in  incipient  precipitation^  as  is 
the  case  when  a  standard  solution  of  silver  is  added  to  a  solution  of 
hydrocyanic  acid  mixed  with  an  alkali ;  or  in  a  change  in  the  action 
of  the  examfiined  ßaid  upon  a  pa/rtumta/r  rea^evU^  as  is  the  case 
when  a  solution  of  sodium  arsenite  is  added,  drop  by  drop,  to  a 
solution  of  chlorinated  lime,  until  the  mixture  no  longer  imparts  a 
blue  tint  to  paper  moistened  with  potassium  iodide  and  starch- 
paste,  &c. 

The  more  sensitive  a  final  reaction  is,  and  the  more  readily,  posi- 
tively, and  rapidly  it  manifests  itself,  the  better  is  it  calculated  to 
serve  as  the  basis  of  a  volumetric  method.  In  cases  where  it  is  an 
object  of  great  importance  to  ascertain  with  the  greatest  practica- 
ble precision  the  exact  moment  when  the  reaction  is  completed,  the 
analyst  may  sometimes  prepare,  besides  the  actual  standard  solu- 
tion, another,  ten  times  more  dilute,  and  use  the  latter  to  finish  the 
process,  carried  nearly  to  completion  with  the  former. 

But  a  good  final  reaction  is  not  of  itseU  sufficient  to  afford  a  safe 
basis  for  a  good  volumetric  method ;  this  requires,  as  the  first  and 
most  indispensable  condition,  that  the  particular  decomposition 
which  constitutes  the  leading  point  of  the  analytical  process  should 
— at  least  under  certain  known  circumstances — ^remain  unalterably 
the  same.  Wherever  this  is  not  the  case — where  the  action  varies 
with  the  greater  or  less  degree  of  concentration  of  the  fluid,  or 
according  as  there  may  be  a  little  more  or  less  free  acid  present ;  or 
according  to  the  greater  or  less  rapidity  of  action  of  the  standard 
solution ;  or  where  a  precipitate  formed  in  the  course  of  the  process 
has  not  the  same  composition  throughout  the  operation — ^the  basis 
of -the  volumetric  method  is  fallacious,  and  the  method  itself, 
therefore,  of  no  value. 

When  volumetric  analysis  first  began  to  find  favor,  many 
chemists  based  new  volumetric  methods  upon  final  end-reactions, 
without  carefully  studying  the  decompositions  involved ;  the  re- 
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salt  was  a  great  number  of  yolometric  methods,  many  of  which 
were  useless.  These  have,  however,  been  subjected  to  a  sifting 
process,  particularly  by  Fs.  Mohk  ;  *  and  in  the  special  part  of 
the  present  work  I  have  separated  the  really  good  methods  from 
the  unserviceable. 


•  LeMmeh  d§r  TUrirmMtMU,  8d  edit. 


SEOTIOI^    II. 

KEAGENTS. 

§  85. 

Fob  general  information  respecting  reagents,  I  refer  the  stu- 
dent to  my  volume  on  "  Qualitative  Analysis." 

The  instructions  given  here  will  be  confined  to  the  preparation, 
testing,  and  most  important  uses  of  those  chemical  substances  which 
subserve  principally  and  more  exclusively  the  purposes  of  quanti- 
tative analysis.  Those  reagents  which  are  employed  in  qualitative 
investigations,  having  been  treated  of  already  in  Üie  volume  on  the 
qualitative  brancli  of  the  analytical  science,  will  therefore  be  simply 
mentioned  here  by  name. 

The  reagents  used  in  quantitative  analysis  are  properly  arranged 
under  the  following  heads : — 

A.  Reagents  for  gravimetric  analysis  in  the  wet  way. 

£.  Reagents  for  gravimetric  analysis  in  the  dry  way. 

C.  Reagents  for  volumetric  analysis. 

D.  Reagents  used  in  organic  analysis. 

The  mode  of  preparing  the  fluids  used  in  volumetric  analysis, 
will  be  found  where  we  shall  have  occasion  to  speak  of  their  appli- 
cation. 


A.  REAQENT8  FOR  GRAVIMETRIC  ANALYSIS  IN  THE  WET  WAT. 

I.    SIMPLE   SOLVENTS. 

§56. 

1.  Distilled  Water  (see  "  Qual.  Anal."). 

Water  intended  for  quantitative  investigations  must  be  perfectly 
pure.  Water  distilled  from  glass  vessels  leaves  a  residue  upon 
evaporation  in  a  platinum  vessel  (see  experiment  No.  5),  and  is 
therefore  inapplicable  for  many  purposes ;  as,  for  instance,  for  the 
determination  of  the  exact  degree  of  pohibility  of  sparingly  soluble 

127 


128  KKAGENT8.  [§  57 

ßubstanceß.     For  certain  uses  it  is  necessary  to  free  the  water  by 
ebullition  from  atmospheric  air  and  carbonic  acid. 

2.  Alcohol  (see  '•  Qual.  Anal."). 

a.  Absolute  alcohol,    h.  Common  alcohol  of  various  degrees  of 
strength. 

3.  Ether. 

The  application  of  ether  as  a  solvent  is  very  limited.  It  is 
more  frequently  used  mixed  with  alcohol,  in  order  to  diminish  the 
solvent  power  of  the  latter  for  certain  substances,  e.g,^  ammonium 
platinic  chloride.  The  ordinary  ether  of  the  shops  will  answer  the 
purpose. 

4.  Carbon  Disulphide  (see  "  Qual.  Anal."). 

This  should  be  purified,  if  necessary,  by  shaking  with  metallic 
mercury  (whereby  the  disagreeable  odor  of  the  commercial  article 
is  removed),  and  then  rectifying  over  the  water-bath.  In  con- 
ducting this  latter  operation  the  use  of  all  rubber  tubing  must  be 
avoided.  Carbon  disulphide  serves  for  removing  free  iodine  from 
aqueous  solutions,  and  for  freeing  sulphides  of  metals  from  ad* 
mixed  sulphur. 

II.    ACIDS  AND  HALOGENS. 

a.  Oxygen  Adda. 

§57. 

1.  Sulphuric  Acid. 

a.  Concentrated  sulphuric  acid  (commercial), 
5.   Concentrated  pure  sulphuric  acid. 
c.  Dilute  sulphuric  acid. 

See  ''Qual.  Anal." 

2.  Nitric  Acid. 

a.  Pure  nitric  acid  of  1*2  sp.  gr.  (see  ''  Qual.  Anal."). 

J.  Red  fuming  nitric  acid  (concentrated  nitric  acid  containing 
some  hyponitric  acid). 

Preparation. — Mix  1000  grm.  of  pure  potassium  nitrate  with 
15  grm.  starch  in  lumps,  place  the  mixture  in  a  capacious  tubu- 
lated retort,  and  add  500  grm.  sulphuric  acid  and  500  grm. 
fuming  sulphuric  acid.     The  retort  is  then   placed  on  a  wire 
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ganze  over  a  gaa-oven,  or  in  a  sand-bath.  The  distillation  will 
begin  without  the  application  of  heat.  If  the  potassium  nitrate 
is  not  perfectly  free  from  metallic  chlorides,  the  first  portion  of 
the  distillate  should  be  collected  separately  and  set  aside.  When 
the  distillation  slackens  gentle  heat  is  applied,  taking  care  not  to 
push  the  diBtillation  too  rapidly.  The  process  is  complete  when, 
by  the  application  of  moderate  heat,  no  more  acid  distills  over. 
As  it  is  impossible  to  prevent  a  portion  of  the  hyponitric  acid  from 
escaping,  the  process  should  be  conducted  in  the  open  air,  or 
under  a  good  vapor  hood. 

Tests. — Red  fuming  nitric  acid  must  be  in  a  state  of  the  greatest 
possible  concentration,  and  perfectly  free  from  sulphuric  acid.  In 
order  to  detect  minute  traces  of  the  latter,  evaporate  a  few  c.  c.  of 
the  specimen  in  a  porcelain  dish  nearly  to  dryness,  dilute  the  resi- 
due with  water,  add  some  barium  chloride,  and  observe  whether  a 
precipitate  forms  on  standing. 

Uses. — ^A  powerful  oxidizing  agent  and  solvent ;  it  serves  more 
especially  to  convert  sulphur  and  metallic  sulphides  into  sulphuric 
acid  and  sulphates  respectively. 

3.  AcBTio  Acid  (see  "  Qual.  Anal."). 

4.  Tabtasic  Acid  (see  "  Qual.  Anal."). 

h.  Hydrogen  Acids  cmd  Hologens. 
§58. 
1.  Htdboohlobic  Acid. 

a.  Pure  hydrochloric  acid  of  1-12  sp.  gr.  (see  "  Qual.  Anal.").* 
h.  Pure  fuming  hydrochloric  acid  of  about  1*18  sp.  gr. 
Prepa/raticm, — As  in  "  Qual.  Anal."  §  26,  with  this  modifica- 
tion, however,  that  only  3  or  4  parts  of  water,  instead  of  6,  are  put 
into  the  receiver,  to  4  parts  of  sodium  chloride  in  the  retort.  The 
greatest  care  must  be  taken  to  keep  the  receiver  cool,  and  to  change 
it  as  soon  as  the  tube  through  which  the  gas  is  conducted  into  it 
begins  to  get  hot,  since  it  is  now  no  longer  hydrochloric  acid  gas 
which  passes  over,  but  an  aqueous  solution  of  the  gas,  in  form  of 

*  For  Bsttekdobff's  process  for  the  preparation  of  arsenic-free  hydro- 
chloric acid,  and  hased  upon  the  precipitation  of  arsenic  by  stannous  chloride, 
see  ZsiUehr.f.  analjft.  Ch&m.,  ix,  107. 
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vapor,  which  would  simply  weaken  the  fuming  add,  if  it  were 
allowed  to  mix  with  it. 

Tests. — The  fuming  acid  must,  for  many  purposes,  be  perfectly 
free  from  chlorine  and  sulphurous  acid.  For  the  mode  of  testing 
for  these  impurities,  see  ^^  Qual  Anal."  loc.  cit.  Test  for  sulphuric 
acid  as  under  Nitric  Acid,  above. 

Uses. — Fuming  hydrochloric  acid  has  a  much  more  energetic 
action  than  the  dilute  acid;  it  is,  therefore,  used  instead  of  the 
latter  in  cases  where  a  more  rapid  and  energetic  action  is  desirable. 

3.  Htdboflüobio  Aero. 
This  is  employed  for  the  decomposition  of  silicates  and  borates, 
sometimes  in  the  gaseous  form,  sometimes  in  the  condition  of 
aqueous  solution.  In  the  first  cafie,  the  substance  to  be  decomposed 
is  introduced  into  the  leaden  box,  in  which  the  hydrofluoric  gas  is 
being  generated ;  in  the  latter  case,  we  must  first  prepare  the  aque- 
ous acid.  The  raw  material  employed  is  fluor  spar  or  kryolite 
(LuBOLDT*).  Both  are  first  finely  powdered,  and  then  treated  with 
concentrated  sulphuric  acid  To  1  part  kryolite,  2^  parts  sulphuric 
acid  are  used;  to  1  part  fluor  spar,  2  parts  sulphuric  add  are 
used.  If  the  latter  is  employed,  allow  the  mixture  to  stand  in 
a  dry  place  for  several  days,  stirring  every  now  and  then,  so  that 
the  silicic  acid  (which  is  generally  contained  in  fluor  spar)  may 
first  escape  in  the  form  of  fiuosilicic  gas.  Convenient  distil- 
latory appai-atus  have  been  described  by  Luboldt  (loc.  cit.)  and  by 
H.  BBiEGLKB-t  The  latter  commends  itself  especially  on  account 
of  its  relatively  small  cost.  It  consists  of  a  leaden  retort,  with  a 
movable  leaden  top,  which  can  be  luted  on.  The  receiver  belong- 
ing to  it  is  a  box  of  lead,  with  a  tubulure  at  the  side,  into  which 
the  neck  of  the  retort  just  enters.  The  cover  of  the  receiver  is 
raised  conical,  and  is  provided  at  the  top  with  an  exit  tube  of  le?-d. 
In  the  receiver  a  platinum  dish  containing  water  is  placed,  all 
joints  are  luted,  and  the  retort  is  carefully  heated  in  a  sand-bath. 
The  aqueous  hydrofluoric  acid  found  at  the  end  of  the  operation  in 
the  platinum  dish  is  perfectly  pure.  The  small  quantity  of  impure 
hydrofluoric  acid  which  collects  on  the  bottom  of  the  receiver  is 
thrown  away.  The  hydrofluoric  acid  must  entirely  volatilize  when 
heated  in  a  platinum  dish  on  a  water-bath.    The  pure  acid  gives  no 

^  Jour,  für  prakt,  Chem.,  Lxxvi,  330. 
t  Annal.  d.  Chem.  u.  Pharm ,  cxi,  380. 
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precipitate  when  neutralized  with  potash,  while  potassium  silico- 
fluoride  separates  if  the  acid  contains  hydrofluosilicic  acid.  The 
acid  is  best  preserved  in  gutta-percha  bottles,  as  recommended  by 
Stadeleb.  The  acid  is  now  obtainable  in  the  market  in  gutta- 
percha bottles.  It  should  at  once  be  tested ;  this  must  never  be 
neglected,  as  I  have  often  found  the  acid  to  be  impure.  The 
greatest  caution  must  be  observed  in  preparing  this  acid,  since, 
whether  in  the  fluid  or  gaseous  condition,  it  is  one  of  the  most 
injurious  substances. 

3.  Chlorine  and  Chlorine- water  (see  '^Qual.  Anal."). 

4.  NiTRo-HYDRocHLORio  AciD  (sce  *'  Qual.  Anal."). 

5.  Htdrofluosilicic  Acid  (see  *'Qual.  Anal."). 

This  should  be  kept  in  gutta-percha  bottles,  as  when  long 
kept  in  glass  it  attacks  the  latter  and  takes  up  some  of  its  constitu- 
ents. 

c.  Sulphur  Acids. 
1.  Htdrosulphurio  Acid  (see  "  Qual.  Anal.^'). 

lU.  BASES  AND  METALS. 

a.  Oxygen  Bases  and  Metals. 

§  59. 

a.  Alkali  Bases. 

1.  Potassium  Hydroxide  or  Potassa,  and  Sodium  Hydroxide  or 
Soda  (see  "  Qual.  Anal."). 

All  the  four  sorts  of  the  caustic  alkab'es  mentioned  in  the  quali- 
tative part  are  required  in  quantitative  analysis,  viz.,  common  solu- 
tion of  soda,  potassa  purified  vnth  alcohol,  solution  of  potassa  pre- 
pared with  baryta,  and  absolutely  pure  soda.  Pure  solution  of 
potassa  may  be  obtained  also  by  heating  to  redness  for  half  an  hour 
in  a  copper  crucible,  a  mixture  of  1  part  of  potassium  nitrate,  and 
2  or  8  parts  of  thin  sheet  copper  cut  into  small  pieces,  treating  the 
mass  with  water,  allowing  the  oxide  of  copper  to  subside  in  a  tall 
vessel,  and  removing  the  supernatant  dear  fluid  by  means  of  a 
syphon  (Wöhler). 

2.  Ammonia  (see  "  Qual.  Anal."). 
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ß.  AlkaH-earth  Bases. 

1.  Babiuh  Hydeoxide,  or  Baryta  (see  "Qual.  Anal."). 

2.  Caloium  Hydroxide,  or  Lime. 

Finely  divided  calcium  hydroxide  mixed  with  water  (milk  of 
lime),  is  used  more  particularly  to  effect  the  separation  of  magne- 
sium, etc. ,  from  the  alkali  metals.  Milk  of  lime  intended  to  be 
used  for  that  purpose  must,  of  course,  be  perfectly  free  from  alka- 
lies. To  insure  this  the  purest  lime  (calcined  white  marble) 
should  be  used,  and  slaked  lime  should  be  thoroughly  washed  by 
repeated  boiling  with  fresh  quantities  of  distilled  water.  This 
operation  is  best  conducted  in  a  silver  dish.  When  cold,  the 
milk  of  lime  so  prepared  is  kept  in  a  well-stoppered  bottle. 

y.  Heami  Metals^  cmd  their  Oxides. 
§60. 

1.    ZiNO. 

Zinc  has  of  late  been  much  used  as  a  reagent  in  quantitative 
analysis.  It  serves  more  especially  to  effect  the  reduction  of  ferric 
to  ferrous  salts,  and  also  the  precipitation  of  copper  from  solutions 
of  its  salts.  Zinc  intended  to  be  used  for  the  former  purpose  must 
be  free  from  iron,  for  the  latter  free  from  lead,  copper,  and  other 
metals  which  remain  undissolved  upon  treating  the  zinc  with  dilute 
acids.  As  it  is  not  easy  to  prepare  in  quantity  zinc  that  will  answer 
both  purposes,  it  is  advisable  to  keep  on  hand,  besides  the  ordinary 
zinc  used  for  preparing  hydrogen,  the  two  following  kinds  also : 

a.  Zmo,  free  from  Iron. — The  distillation  of  zinc  in  the  labo- 
ratory is  a  tedious  and  costly  operation,  hence  as  a  rule  the  raw 
product  obtained  by  distillation  from  the  ore  is  used  in  the  prepara- 
tion of  the  iron-free  zinc.  This  product  contains,  at  least  in  many 
cases,  only  such  slight  traces  of  iron,  that  it  may  be  safely  need  for 
the  reduction  of  ferrous  salts  in  solution.  Ordinary  commercial 
zinc  contains  much  more  iron,  from  having  been  fused  in  iron 
vessels. 

J.  Zinc,  free  from  Lead,  Copper^  etc. — ^To  procure  zinc  which 
leaves  no  residue  upon  solution  in  dilute  sulphuric  acid,  there  is 
commonly  no  other  resource  but  to  re-distil  the  commercial  article. 

This  is  effected  in  a  retort  made  of  the  material  of  Hessian  or 
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black-lead  crucibles.  The  operation  is  conducted  in  a  wind-furnace 
with  good  draught.  The  neck  of  the  retort  must  hang  down  aa 
perpendicularly  as  possible.  Over  this  is  placed  a  small  clay  drain- 
pipe, the  lower  end  of  which  dips  int-o  water  contained  in  a  tub  or 
large  stone- ware  dish.  The  joints  are  all  stopped  with  clay.  Under 
the  neck  is  placed  a  basin  or  small  tub,  filled  with  water.  The 
distillation  begins  as  soon  as  the  retort  is  at  a  bright  red  heat.  Ab 
the  neck  of  the  retort  is  very  liable  to  become  choked  up  with  zine 
or  oxide  of  zinc,  it  is  necessary  to  keep  it  constantly  free  by  means 
of  a  pipe-stem.  The  zinc  obtained  by  this  re-distillation  is  nearly 
or  quite  free  from  lead,  but  still  contains  notable  traces  of  iron 
(from  the  wire).  If  the  presence  of  iron  is  to  be  totally  avoided,  a 
clay  pipe-stem  or  stick  of  wood  must  be  used  instead  of  the  iron 
wire. 

Tests. — The  following  is  the  simplest  way  of  testing  the  purity 
of  zinc :  Dissolve  the  metal  in  dilute  sulphuric  acid  in  a  small  flask 
provided  with  a  gas-evolution  tube,  place  the  outer  limb  of  the  tube 
under  water,  and  when  the  solution  is  completed,  let  the  water 
entirely  or  partly  recede  into  the  flask ;  after  cooling,  add  to  the 
fluid,  drop  by  drop,  a  sufiiciently  dilute  solution  of  potassium  per* 
manganate.  If  a  drop  of  that  solution  imparts  the  same  red  tint 
to  the  zinc  solution  as  to  an  equal  volume  of  water,  the  zinc  may  be 
considered  free  from  iron.  I  prefer  this  way  of  testing  the  purily 
of  zinc  to  other  methods,  as  it  affords,  at  the  same  time,  an  approx* 
imate,  or,  if  the  zinc  has  been  weighed  and  the  permanganate  solu- 
tion (which,  in  that  case,  must  be  considerably  diluted)  measured, 
an  accurate  and  precise  knowledge  of  the  quantity  of  iron  present. 
If  lead  or  copper  is  present,  the  metal  remains  undissolved  upon 
solution  of  the  zinc. 
2.  Copper. 

Preparation. — Commercial  copper,  with  the  exception  of  the 
Japanese,  which  is  not  always  obtainable,  is  seldom  sufficiently  pure 
for  analytical  purposes.  Hence  the  pure  metal  should  be  prepared 
by  the  chemist,  either  by  the  galvanoplastic  process,  or  by  the 
method  of  Fuchs,  in  which  copper-sulphate  solution  is  precipitated 
by  well-cleaned  iron,  the  precipitate  of  coi)per  boiled  with  hydro- 
chloric acid  to  remove  iron,  then  washed,  dried,  and  fused,  and  the 
regulns  so  obtained  rolled  out  into  thin  sheets. 

Tests. — ^Pure  copper  must  be  completely  soluble  in  nitric  add. 
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and  the  solution  rnuBt  afford  no  precipitate  with  excess  of  ammonia, 
even  on  long  standing  (iron,  lead,  etc.) ;  nor  shoold  it  be  rendered 
turbid  by  hydrochloric  acid  (silver).  After  precipitation  with 
hydrogen  solphide,  the  filtrate  should  leave  no  residue  on  evapo« 
ration. 

Uses. — Copper  serves  occasionally  in  indirect  analysis;  for  in* 
stance,  in  estimating  the  copper  content  of  a  liquid,  for  estimating 
iron  according  to  Fuchs,  etc.  Since  the  development  and  use  of 
Tolumetric  analysis,  however,  it  is  but  seldom  used  in  quantitative 
analysis. 

2.  Lead  Oxtob. 

Precipitate  pure  lead  nitrate  or  acetate  with  ammonium  car- 
bonate, wash  the  precipitate,  dry,  and  ignite  gently  to  complete 
decomposition. 

Lead  oxide  is  often  used  to  fix  an  acid,  so  that  it  is  not  expelled 
even  by  a  read  heat. 

3.  Mercuric  Oxide. 

Preparation, — Add  a  solution  of  mercuric  chloride  to  a  hot, 
moderately  dilute  caustic-soda  solution,  taking  care  tliat  the  soda 
be  always  in  excess.  The  yellow  precipitate  is  thoroughly  washed 
by  decantation,  then  mixed  with  water,  and  preserved  in  tliis  con- 
dition in  a  bottle. 

Test. — Mercuric  oxide  must  leave  no  residue  on  ignition  in  a 
platinum  crucible. 

Uses. — This  reagent  serves  in  quantitative  analysis  for  decom« 
posing  magnesiuui  chloride  in  the  process  of  separating  magnesia 
from  alkalies. 

h.  Sulphur  Bases. 

1.  Ammonium  Sulphide  (see  ''Qual.  Anal.''). 

We  require  both  the  colorless  monosulphide,  and  the  yellow 
polysulphide. 

2.  Sodium  Sulphide  (see  *'Qiial.  Anal."). 
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rV.  SALTS. 

a.  Salts  of  the  Alkalies. 

§61. 

1.  Potassium  Sulphate  (see  "  Qual.  Anal.*'). 

2.  Ammonium  Phosphate. 

Prepwra^Aon. — Dilute  phosphoric  acid  (sp.  gr.  1'13),  prepared 
from  phosphorus,  is  mixed  with  an  equal  quantity  of  water,  and 
pure  ammonia  water  added  until  the  liquid  has  a  strongly  alkaline 
reaction,  when  it  is  set  aside  for  some  time,  then  filtered  if  neces- 
sary, and  kept  for  use. 

Tests,  —  Ammonium  phosphate  must  be  free  from  arsenic, 
nitric,  and  sulphuric  acids,  but  more  particularly  from  potassa  or 
soda.  To  test  it  for  these  two  last,  add  lead-acetate  solution  so 
long  as  a  precipitate  still  forms,  then  filter,  precipitate  the  lead 
excess  with  hydrogen  sulphide,  filter  again,  evaporate  the  filtrate 
to  dryness,  and  ignite  the  residue.  If  an  alkaline  residue  is  left, 
potassa  or  soda  was  present. 

In  most  cases  sodium  phosphate  (see  '^  Qual.  Anal.")  may  be 
used  instead  of  ammonium  phosphate. 

3.  Ammonium  Oxalate  (see  ''Qual  Anal."). 

4.  Sodium  Acetate  (see  ''  Qual.  Anal."). 

5.  Ammonium  Succinate. 

Prepa/ratian. — Saturate  succinic  acid,  which  has  been  purified 
by  dissolving  in  nitric  acid  and  recrystallizing,  with  dilute  ammo- 
nia. The  reaction  of  the  new  compound  should  be  rather  slightly 
alkaline  than  acid. 

Uses. — This  reagent  serves  occasionally  to  separate  ferric  iron 
from  other  metals. 

6.  SoDiDM  Carbonate  (see  "Qual.  Anal."). 

This  reagent  is  required  both  in  solution  and  in  pure  crystals; 
in  the  latter  form  to  neutralize  an  excess  of  acid  in  a  fiuid  which 
it  is  desirable  not  to  dilute  too  much. 

7.  Ammonium  Caebonate  (see  **  Qual.  Anal."). 

8.  Sodium  Htdbooen  Sulphite  (see  "  Qual.  Anal."). 

9.  Sodium  Thiosulphate  (Hyposulphite)  N,S,0,. 

This  salt  occurs  in  commerce.     It  should  be  dry,  clear,  well 
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crystallized,  «nd  completely  and  eadlj  soluble  in  water.  The  aoln- 
tion  mast  give  with  eilver  nitrate  at  first  a  white  precipitate,  must 
not  effervesce  with  acetic  acid,  and  when  acidified  mnst  give  no 
precipitate  with  barium  chloride,  or,  at  most,  only  a  slight  tarbidity. 
The  acidified  solution  must,  after  a  short  time,  become  milky  from 
separation  of  sulphur. 

Uses. — Sodium  thiosulphate  is  used  for  the  precipitation  of 
ieveral  metals,  as  sulphides,  particularly  in  separations,  for  instance, 
of  copper  from  zinc ;  it  also  serves  as  solvent  for  several  salts  (sil> 
Ter  chloride,  calcium  sulphate,  etc.) ;  lastly,  it  is  employed  in  volu* 
metric  analysis,  its  use  here  depending  on  the  reaction  2(Na^S,0,) 
+  21  =  2NaI  +  Na,Sp.. 

10.  Potassium  Nitbite  (see  "  Qual.  Anal."). 

11.  Potassium  Dichbomate  (see  '*Qual.  Anal."). 

12.  Ammonium  Molybdate  (see  "Qual.  Anal."). 

When  using  the  solution  of  ammonium  molybdate  in  nitric  acid 
for  the  estimation  of  phosphoric  acid,  the  filtrates  from  the  ammo- 
nium phospho-molybdate  and  magnesium-ammonium  phosphate 
will  contain  all  the  molybdic  acid.  If  the  filtrates  are  preserved^ 
therefore,  there  will  be  no  loss,  and  the  acid  may  be  recovered  as 
follows :  Evaporate  the  residue  to  dryness  in  the  open  air  or  under 
a  good  draught,  and  heat  finally  until  most  of  the  ammonium 
nitrate  has  been  decomposed.  Digest  the  residue  with  ammonia, 
which  dissolves  the  molybdic  acid,  and  filter.  To  the  filtrate  add  a 
little  magnesia  mixture  (§  62,  6)  in  order  to  precipitate  any  phos- 
phoric acid  present.  If  a  precipitate  occurs,  add  sufiicient  mag- 
nesia mixture  to  assure  complete  precipitation  of  all  pliosphoric 
acid.  After  allowing  to  stand  for  some  time,  filter,  acidulate  the 
filtrate  with  nitric  acid,  and  then  filter  off  the  precipitated  molybdic 
acid,  using  suction,  and  wash  it  with  the  smallest  quantity  of  water. 
The  acid  is  then  available  for  use  again  in  solution.  The  filtrate 
and  washings  from  the  acid  will  contain  but  little  acid ;  they  may 
be  worked  up  with  the  next  residues  treated. 

13.  Ammonium  Chloride  (see  *'Qual.  Anal."). 

14.  Potassium  Cyanide  (see  ''  Qual.  Anal."). 
Preparation. — Besides  the  potassium  cyanide  prepared  accord- 
ing to  LiEBio,  and  which  contains  potassium  cyanate  and  carbonate, 
there  is  required  also  a  pure  cyanide  for  use  in  certain  separations, 
«.y.,    as  in   Wohler's    method  of   separating  nickel  from   zinc 
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The  pure  cyanide  is  prepared  as  follows :  2  parts  of  crystallized 
potassium  ferrocyanide  are  powdered  and  then  transferred  to  a 
retort,  wherein  it  is  heated  together  with  1 J  parts  concentrated 
sulphuric  acid  and  4  parts  water,  until  the  residue  begins  to  bump. 
The  vapors  of  hydrocyanic  acid  are  conducted  into  a  cooled 
receiver  containing  a  freshly  prepared  and  filtered  solution  of  1 
part  caustic  potassa  (not  fused,  but  evaporated  until  it  just  solidi- 
fies on  cooling)  in  3  to  4  parts  of  not  less  than  92-per-cent  alcohol. 
The  caustic  potassa  should  be  present  in  slight  excess  at  the  close 
of  the  operation.  The  crystalline  mass  is  filtered  by  the  aid  of 
suction,  then  washed  with  a  little  alcohol,  then  dried  in  a  porcelain 
dish  by  the  aid  of  heat,  and  finally  preserved  for  use  in  a  well- 
closed  bottle. 

h.  Salts  of  the  Alkali^arth  Metals. 
%  62. 

1.  Babiüh  Chlobide  (see  ^'  Qual.  Anal."). 

The  following  process  gives  a  very  pure  barium  chloride,  free 
from  calcium  and  strontium : — Transmit  through  a  concentrated 
solution  of  impure  barium  chloride  hydrochloric  gas,  as  long  as  a 
precipitate  continues  to  form.  Nearly  the  whole  of  the  barium 
chloride  present  is  by  this  means  separated  from  the  solution,  in 
form  of  a  crystalline  powder.  Collect  this  on  a  filter,  let  the 
adhering  liquid  drain  ofE,  wash  the  powder  repeatedly  with  small 
quantities  of  pure  hydrochloric  acid,  until  a  sample  of  the  wash- 
ings, diluted  with  water,  and  precipitated  with  sulphuric  acid, 
gives  a  filtrate  which,  upon  evaporation  in  a  platinum  dish,  leaves 
no  residue.  The  hydrochloric  mother-liquor  serves  to  dissolve 
fresh  portions  of  witherite.  I  make  use  of  the  barium  chloride  so 
obtained,  principally  for  the  preparation  of  perfectly  pure  barium 
carbonate,  which  is  often  required  in  quantitative  analyses. 

2.  Babium  Acetate. 

Preparation. — Dissolve  pure  barium  carbonate  in  moderately 
dilute  acetic  acid,  filter,  and  evaporate  to  crystallization. 

Tests, — Dilute  solution  of  barium  acetate  must  not  be  rendered 
turbid  by  solution  of  silver  jiitrate.  See  also  "  Qual.  Anal.,"  Barium 
chloride,  the  same  tests  being  also  used  to  ascertain  the  purity  of 
the  acetate. 

Uses. — ^Barium  acetate  is  used  instead  of  barium  chloride,  to 
effect  the  precipitation  of  sulphuric  acid,  in  cases  where  it  is  desir- 
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able  to  avoid  the  introduction  of  a  chloride  into  the  solution,  or 
to  convert  the  base  into  an  acetate.  As  the  reagent  is  seldom 
required,  it  is  best  kept  in  crystals. 

3.  Bakitjm  Carbonate  (see  "  QuaL  AnaL'^. 

4.  Strontium  Chloridb. 

PreparcUion. — Strontium  chloride  is  prepared  from  strontian- 
ite  or  celestine,  bj  the  same  processes  as  barium  chloride.  The 
pure  crystals  obtained  are  dissolved  in  alcohol  of  9B  per  cent.,  the 
solution  is  filtered,  and  kept  for  use. 

Uses. — The  alcoholic  solution  of  strontium  chloride  is  used  to 
effect  the  conversion  of  alkali  sulphates  into  chlorides,  in  cases 
where  it  is  desirable  to  avoid  the  introduction  into  the  fluid  of  a 
salt  insoluble  in  alcohol. 

5.  Calcium  Chloride  (see  "  Qual.  Anal."). 

6.  Magnesium  Chloride,  Magnesium  Sulphate,  or 

Magnesia  Mixture. 

Dissolve  1 1  parts  crystallized  magnesium  chloride  (MgCl,  +  6 
H,0)  and  28  parts  ammonium  chloride  in  130  parts  water,  add 
70  parts  dilute  ammonia  solution  (sp.  gr.  0'96).  Allow  the  mix- 
ture to  stand  one  or  two  days  and  filter.  This  solution,  commonly 
called  ''magnesia  mixture,"  is  used  to  precipitate  phosphoric 
acid,  and  also  arsenic  acid,  from  aqueous  solutions.  An  excess  is 
required  to  effect  complete  precipitation.  Prepared  as  here  de- 
scribed,  about  10  c.  c.  should  be  used  in  ordinary  cases  for  every 
0-1  gramme  P.O,. 

A  solution  containing  the  same  per  cent,  (approximately)  of 
magnesium  chloride  and  other  constituents  may  also  be  prepared 
from  common  calcined  magnesia  (MgO),  provided  it  is  free  from 
the  other  alkali-earth  metals,  as  follows : — Add  to  11  parts  magnesia 
suflScient  hydrochloric  acid  to  effect  solution,  next  add  a  slight  ex- 
cess of  magnesia  and  boil  to  separate  traces  of  iron ;  filter,  and  add 
140  parts  ammonium  chloride  and  350  parts  dilute  ammonia. 
Dilute  with  water  until  volume  equals  1000  c.  c.  for  every  11 
gi-ammes  of  MgO  used.  Allow  the  mixture  to  stand  two  or  three 
days,  and  filter  if  necessary. 

Magnesia  mixture  may  be  also  made  as  follows:  Dissolve 
1  part  of  crystallized  magnesium  sulphate  and  2  parts  pure 
ammonium  chloride  in  8  parts  water  and  add  4  parts  ammonia 
water.     Let  stand  several  days,  then  filter. 
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0.  SaUaoftlie  Heam/  Metals. 
%  63. 

1.  Ferbofs  Sulphate  (see  "Qual.  AnaU*). 

2.  Febbio  Chlomdb  (see  "  Qual.  AnaL"). 

3.  ÜBANIO  Acetate. 

Heat  finely  powdered  pitchblende  with  dilute  nitric  acid,  filter 
the  fiuid  from  the  undissolyed  portion,  and  treat  the  filtrate  with 
hydrosulphuric  acid  to  remove  the  lead,  copper,  and  arsenic ;  filter 
again,  evaporate  to  dryness,  extract  the  residue  with  water,  and  fil- 
ter the  solution  from  the  oxides  of  iron,  cobalt,  and  manganese. 
Uranic  nitrate  crystallizes  from  the  filtrate ;  purify  this  by  recrys- 
tallization,  and  then  heat  the  crystals  until  a  small  portion  of  uranic 
oxide  is  reduced.  Warm  the  yellowish-red  mass  thus  obtained 
with  acetic  acid,  filter  and  let  the  filtrate  crystallize.  The  crystals 
are  uranic  acetate,  and  the  mother-liquor  contains  the  undecom- 
posed  nitrate  (Wertheim). 

The  salt  may  be  more  conveniently  made  from  the  commer- 
cially obtainable  sodium  uranate  (manufactured  by  the  K.  £. 
Bergoberamt,  Joachimsthal).  Digest  1  part  of  this  salt  in  2  parts 
acetic  acid  (sp.  gr.  1"038),  then  add  26  parts  water,  heat,  filter, 
evaporate,  and  allow  to  crystallize.  The  uranic  oxide  in  the  last 
mother-liquors  (containing  also  sodium  acetate)  is  precipitated  by 
ammonia. 

uranium  being  a  costly  metal,  all  the  residues  should  be 
saved,  and  worked  up  as  follows :  The  liquid  is  poured  oflE  from 
any  sediment  of  uranium  phosphate.  All  the  uranium  in  it  is 
then  precipitated  by  adding  sodium  phosphate.  The  precipitate 
is  washed  by  decantation,  mixed  with  the  uranium  phosphate 
reserved,  the  whole  dissolved  in  hydrochloric  acid,  and  ferric 
chloride  added  until  a  sample  gives  a  brownish  precipitate  with 
ammonium  carbonate.  The  mixture  is  then  diluted,  and  to  the 
solution,  which  must  contain  a  sufficient  excess  of  hydrochloric 
acid,  add  a  solution  of  crystallized  sodium  carbonate  in  excess. 
All  the  phosphoric  acid  is  thus  precipitated  as  basic  ferric  phos- 
phate; the  uranium  oxide,  however,  remains  dissolved  in  the 
solution  of  sodium  bicarbonate  formed.  Filter  the  mixture,  wash, 
acidulate  the  filtrate  with  hydrochloric  acid,  warm  until  the  car- 
bon dioxide  is  completely  expelled,  warm  and  precipitate  the 
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uranium  oxide  with  ammonia.  After  washing,  dissolve  in  acetic 
acid  (E.  Keichard).* 

TeaU, — Solntion  of  nranic  acetate  after  acidification  with 
hydrochloric  acid  must  not  be  altered  by  hydrosulphuric  acid ; 
ammonium  carbonate  must  produce  in  it  a  precipitate,  soluble  in 
an  excess  of  the  precipitant.  A  sample  of  the  dilute  solution 
should  acquire  a  red  tint  on  adding  a  little  sulphuric  acid  and  a 
drop  of  potassium  permanganate  solution  (absence  of  uranous 
salt). 

Uses. — Uranic  acetate  may  serve,  in  many  cases,  to  effect  the 
separation  and  determination  of  phosphoric  acid. 

4.  Silver  Nffbate  (see  "  Qual.  Anal."). 

5.  Lead  Acetate  (see  "  Qual.  Anal."). 

6.  Mercuric  Chloride  (see  "  Qual.  Anal."). 

7.  Stannous  Chloride  (see  "  Qual.  Anal."). 
•  8.  Platinic  Chloride  (see  "  Qual.  Anal."). 

It  is  convenient  to  know  approximately  the  strength  of  this 
solution.  I  usually  use  a  solution  10  or  20  c.  c.  of  which  contain 
1  grm.  platinum. 

9.  Sodium  Palladio-Chloride  (see  "  Qual.  Anal."). 

Ä    REAGENTS  FOR  QRA  VIMETRIG  ANAL TSIS  IN  THE  DRY  WAT, 

§  64. 

1.  Sodium  Carbonate,  pure  anhydrous  (see  "  Qual.  Anal."). 

2.  Mixed  Sodium  and  Potassium  Carbonates  (see  "  Qual. 
Anal."). 

3.  Barium  Hydroxide  or  Baryta  (see  "  Qual.  Anal."  and 
§59). 

4.  Potassium  Nifrate  (see  "  Qual.  Anal."). 

5.  Sodium  Nitrate  (see  "  Qual.  Anal."). 

6.  Borax  (fused). 

Preparation, — Heat  crystallized  borax  (see  "  Qual.  Anal.)  in  a 
platinum  or  porcelain  dish,  until  there  is  no  further  intumescence ; 
reduce  the  porous  mass  to  powder,  and  heat  this  in  a  platinum  cru- 
cible until  it  is  fused  to  a  transparent  mass.     Pour  the  semi-flnid, 
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▼iBcid  mass  upon  a  fragment  of  porcelain.  A  better  way  is  to  fuse 
the  borax  in  a  net  of  platinum  gauze,  by  making  the  gas  blowpipe- 
flame  act  upon  it.  The  drops  are  collected  in  a  platinum  disk 
The  vitriiied  borax  obtained  is  kept  in  a  well-stoppered  bottle. 
But  as  it  is  always  necessary  to  heat  the  vitrified  borax  previous  to 
use,  to  make  quite  sure  that  it  is  perfectly  anhydrous,  the  best  way 
is  to  prepare  it  only  when  required. 

Uses, — ^Vitrified  borax  is  used  to  effect  the  expulsion  of  car- 
bonic acid  and  other  volatile  acids,  at  a  red  heat. 

7.  Potassium  Disulphate. 

Preparation, — Mix  87  parts  of  normal  potassium  sulphate  (see 
"  Qual.  Anal."),  in  a  platinum  crucible,  with  49  parts  of  concen- 
trated pure  sulphuric  acid,  and  heat  to  gentle  redness  until  the  mass 
is  in  a  state  of  uniform  and  limpid  fusion.  Pour  the  fused  salt  on 
a  fragment  of  porcelain,  or  into  a  platinum  dish  standing  in  cold 
water.  After  cooling,  break  the  mass  into  pieces,  and  keep  for 
use. 

Uses. — This  reagent  serves  as  a  flux  for  certain  native  com- 
pounds of  alumina  and  chromic  oxide.  Potassium  disulphate  is 
used  also,  as  we  have  already  had  occasion  to  state,  for  the  cleansing 
of  platinum  crucibles;  for  this  latter  purpose,  however,  the  salt 
which  is  obtained  in  the  preparation  of  nitric  acid  will  be  found 
sufSciently  pure. 

8.  Sodium  Disulphate. 

Prepa/ration. — This  is  prepared  like  the  potassium  salt,  usin^ 
71  parts  of  pure,  normal  sodium  sulphate  and  49  parts  of  concen- 
trated pure  sulphuric  acid. 

Uses, — Sodium  disulphate  is  used  like  the  potassium  disul- 
phate, but  is  to  be  substituted  for  the  latter  when,  as  in  fusing 
corundum,  the  analysis  is  hampered  by  alum  crystallizing  out 
(L.  Smith,  Zeitsohr,  f.  anah/t.  Chem.j  iv,  412). 

9.  Hydrooen-Potassium  Fluoride. 

Neutralize  a  definite  quantity  of  hydrofluoric  acid  in  a  plati- 
num dish  with  pure  potassium  carbonate  or  potassium  hydroxide, 
applying  heat  toward  the  last ;  then  add  a  quantity  of  hydrofluoric 
acid  equal  to  that  first  taken,  and  evaporate  the  whole  to  dryness. 
The  preparation  is  usually  made  just  before  required ;  if  it  is  to  be 
preserved,  gutta-percha  vessels  must  be  used. 
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Teats. — Solution  of  hjdrogen-potassiam  fluoride  muBt  remain 
unaffected  on  adding  hydrogen  sulphide,  ammonia,  ammonia  and 
ammonium  eulpliide,  or  ammonium  carbonate  and  sodium  phosphate 
with  addition  of  ammonia. 

Uses. — ^This  preparation  is  an  excellent  flux  for  many  minerals 
which  are  usually  very  refractory,  e.g.^  tinstone,  chrome  iron 
(GiBBS,  Zeitschr.f.  cmalyt.  Chem.^  m,  399). 

10.  Hydbooen-Ammonium  Fluoride. 

Preparation. — Add  ammonia  in  considerable  excess  to  hydro- 
fluoric acid  or  hydrosilicoflnoric  acid  in  a  platinum  dish,  gently 
heat  for  some  time,  filter  if  necessary,  and  evaporate  the  filtrate  to 
dryness  in  a  platinum  dish.  Half  the  ammonia  escapes,  while  hy- 
drogen-ammonium fluoride  remains  behind.  If  this  is  to  be  pre- 
served, a  gutta-percha  vessel  must  be  used. 

Tests. — Like  those  of  hydrogen-potassium  fluoride.  In  addi- 
tion, a  sample  heated  in  a  platinum  dish  (in  the  open  or  under  a 
good  vapor  hood)  nmst  leave  no  fixed  residue. 

Uses. — The  preparation  may  be  advantageously  used  instead  of 
hydrofluoric  acid  in  the  analysis  of  silicates. 

11.  Ammonium  Cabbonate  (solid). 

Preparation. — See  ''Qual.  Anal." — This  reagent  serves  to 
convert  the  acid  alkali  sulphates  into  normal  salts.  It  must  com- 
pletely volatilize  when  heated  in  a  platinum  dish. 

12.  Ammonium  Nitrate. 

Preparation. — Neutralize  pure  ammonium  carbonate  with  pure 
nitric  acid,  warm,  and  add  ammonia  to  slightly  alkaline  reaction; 
fllter,  if  necessary,  and  let  the  flltrate  crystallize.  Fuse  the  crys- 
tals in  a  platinum  dish,  and  pour  the  fused  mass  upon  a  piece  of 
porcelain ;  break  into  pieces  whilst  still  warm,  and  keep  in  a  well- 
stoppered  bottle. 

Tests. — Ammonium  nitrate  must  leave  no  residue  when  heated 
in  a  platinum  dish. 

Uses. — Ammonium  nitrate  serves  as  an  oxidizing  agent;  for 
instance,  to  convert  lead  into  lead  oxide,  or  to  effect  the  com- 
bustion of  carbon,  in  cases  where  it  is  desired  to  avoid  the  use  of 
flxed  salts. 
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13.  Ammonium  Chloride. 
Preparation  and  Testa. — See  ''  Qual.  Anal." 

Uses. — Ammoniam  chloride  is  often  used  to  convert  metallic 
oxides  and  acids,  e.g.^  lead  o&ide,  zinc  oxide,  stannic  oxide,  arsenic 
add,  antimonic  acid,  <&c.,  into  chlorides  (ammonia  and  water  escape 
in  the  process).  Many  metallic  chlorides  being  volatile,  and  others 
volatilizing  in  presence  of  ammonium  chloride  fnmes,  they  may  be 
completely  removed  by  igniting  them  with  ammonium  chloride  in 
excess,  and  thus  many  compounds,  e.g.^  alkali  antimonates,  may 
be  easily  and  expeditiously  analyzed.  Ammonium  chloride  is 
also  used  to  convert  various  salts  of  other  acids  into  chlorides^  e.g.^ 
small  quantities  of  alkali  sulphates. 

14.  Htdeogen  Gas. 

Prepaa^ation. — Hydrogen  gas  is  evolved  when  dilute  sulphnrie 
acid  is  added  to  granulated  zinc.  It  may  be  purified  from  traces 
of  foreign  gases  either  by  passing  first  through  mercuric-chloride 
solution,  then  through  potassa  solution,  or  as  recommended  by 
Stenhouse,  by  passing  through  a  tube  filled  with  pieces  of  char- 
coal. If  the  gas  is  desired  dry,  pass  through  sulphuric  acid  or  a 
calcium-chloride  tube.  If  the  zinc  used  is  new,  the  evolution  of  gas 
may  be  facilitated  by  adding  a  drop  of  platinic-chloride  solution. 

Tests. — Pure  hydrogen  gas  is  inodorous.  It  ought  to  burn  with 
a  colorless  flame,  which,  when  cooled  by  depressing  a  porcelain 
dish  upon  it,  must  deposit  nothing  on  the  surface  of  the  dish  except 
pure  water  (free  from  acid  reaction). 

Uses, — Hydrogen  gas  is  frequently  used,  in  quantitative  analy« 
sis,  to  reduce  oxides,  chlorides,  sulphides,  &c.,  to  the  metallic  state ; 
also  to  protect  certain  substances,  like  metallic  sulphides,  from  the 
action  of  atmospheric  oxygen  during  ignition. 

12.  Chlorine. 

Preparation. — See  '^Qual.  Anal." — Chlorine  gas  is  purified 
and  dried  by  transmitting  it  through  a  U-tube  containing  frag- 
mefats  of  manganese  dioxide,  then  concentrated  sulphuric  acid,  or  a 
calcium-chloride  tube. 

Uses. — Chlorine  gas  serves  principally  to  produce  chlorides, 
and  to  separate  the  volatile  from  the  non-volatile  chlorides ;  it  is 
also  used  to  displace  and  indirectly  determine  bromine  and  iodine, 
as  well  as  to  convert  lower  chlorine  compounds  into  higher. 


144  BEAGENT8.  [§  65. 

a  REAQENTS  U8BD  IN  VOLXTMETRIO  ANALTSia. 

§65. 

under  this  head  are  arranged  the  moet  important  of  those 
Bubstances  which  serve  for  the  preparation  and  testing  of  the 
floids  required  in  volametric  analysis  and  have  not  been  given 
under  A  and  B, 

1.    Pure  Crystallized  Oxalic  Acid,  H,C,0^  +  2H,0. 

The  introduction  of  crystallized  oxalic  acid  as  a  basis  for  alkal- 
imetry and  acidimetry  is  due  to  Fr.  Mohr.  It  is  also  employed 
to  determine  the  strength  pf ,  or  to  standardize^  a  solution  of  potas- 
sium permanganate,  1  molecule  of  potassium  permanganate  being 
required,  in  the  presence  of  free  sulphuric  acid,  to  convert  5  mole- 
cules of  oxalic  acid  into  carbon  dioxide  and  water  (K,Mn,0, -f- 
6H,C,0,  +  8H,S0,  =  K.SO,  +  2MnS0.  +  8H,0  +  lOCO.). 
We  use  in  most  cases  the  pure  crystallized  acid  which  has  the 
fornmla  H,C,0^  -f  211,0,  and  of  which  the  molecular  weight  is 
accordingly  126-048. 

Preparation. — The  pure  acid  is  prepared  by  shaking  powdered 
commercial  oxalic  acid  with  a  small  quantity  of  warm  water  (so  that 
considerable  of  the  acid  remains  undissolved),  then  filtering,  and 
crystallizing  by  rapidly  cooling  (Mohr).  Spread  the  crystals, 
after  draining,  on  blotting  paper,  and  set  aside  to  dry  in  a  dust- 
free  place  at  the  ordinary  temperature  (not  too  high),  or  press 
them  gently  between  renewed  layers  of  blotting  paper  until  the 
latter  take  up  no  more  moisture. 

Teats. — The  crystals  of  oxalic  acid  must  not  show  the  least  sign 
of  efflorescence  (to  which  they  are  liable  even  at  20**  in  a  dry 
atmosphere) ;  they  must  dissolve  in  water  to  a  perfectly  clear  fluid ; 
when  heated  in  a  platinum  dish,  they  must  leave  no  fixed  and 
incombustible  residue  (calcium  carbonate,  potassium  carbonate, 
&c.).  If  the  acid  obtained  by  a  first  crystallization  fails  to  satisfy 
these  requirements,  it  must  be  recrystallized.  In  this  case  the 
strength  of  the  solution  must  be  such  that  only  10  or  20  per  cent 
of  the  dissolved  oxalic  acid  crystallizes  out,  and  this,  containing  the 
impurities,  is  then  removed,  after  which  the  mother-liquor  is  con- 
centrated by  evaporation.  The  crop  of  crystals  next  obtained  is 
purer. 
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2.  TmcTüBE  OF  Litmus. 

Pr^M/ratdon, — Digest  1  part  of  litmus  of  commerce  with  6 
parts  of  water  on  the  water-bath  for  some  time,  filter,  divide  the 
blue  fluid  into  2  portions,  and  saturate  in  one  half  the  free  alkali, 
by  stirring  repeatedly  with  a  glass  rod  dipped  in  very  dilute  nitric 
acid,  until  the  color  just  appears  red ;  add  the  remaining  blue  half, 
together  with  1  part  of  strong  spirit  of  wine,  and  keep  the  tincture 
which  is  now  ready  for  use,  in  a  small  open  bottle,  not  quite  full, 
in  a  place  protected  from  dust.  In  a  stoppered  bottle  the  tincture 
would  speedily  lose  color. 

Tests, — Litmus  tincture  is  tested  by  coloring  with  it  about  100 
cubic  centimetres  of  water  distinctly  blue,  dividing  the  fluid  into 
two  portions,  and  adding  to  the  one  the  least  quantity  of  a  dilute 
acid,  to  the  other  a  trace  of  solution  of  soda.  If  the  one  portion 
acquires  a  distinct  red,  the  other  a  distinct  bhie  tint,  the  litmus 
tincture  is  fit  for  use,  as  neither  acid  nor  alkali  predominates. 

3.  Potassium  Permanganate. 

Preparation» — ^Mix  8  parts  of  very  finely  powdered  pure  pyro- 
lusite,  or  manganese  dioxide,  with  7  parts  of  potassium  chlorate, 
put  the  mixture  into  a  shallow  cast-iron  pot,  and  add  37  parts  of  a 
solution  of  potassa  of  1*27  specific  gravity  (the  same  solution  as 
is  used  in  organic  analysis  *) ;  evaporate  to  dryness,  stirring  the 
mixture  during  the  operation;  put  the  residue  before  it  has  ab- 
sorbed moisture,  into  an  iron  or  Hessian  crucible,  and  expose  to  a 
dull-red  heat,  with  frequent  stirring  with  an  iron  rod  or  iron  spa- 
tula, until  no  more  aqueous  vapors  escape  and  the  mass  is  in  a  faint 
glow.  Eemove  the  crucible  now  from  the  fire,  and  transfer  the 
friable  mass  to  an  iron  pot.  Reduce  to  coarse  powder,  and  transfer 
this,  in  small  portions  at  a  time,  to  an  iron  vessel  containing  100 
parts  of  boiling  water;  keep  boiling,  replacing  the  evaporating 
water,  and  passing  a  stream  of  carbon  dioxide  through  the  fiuid 
(MuLDEBf).  The  originally  dark-green  solution  of  potassium 
manganate  soon  changes,  with  separation  of  hydrated  manganese 
dioxide,  to  the  deep  violet-red  of  the  permanganate.  When  it  is 
considered  that  the  conversion  is  complete,  allow  to  settle,  take 
out  a  small  quantity  of  the  clear  liquid,  boil  and  pass  carbon 
dioxide  through  it.  If  a  precipitate  forms,  the  conversion  is  not 
yet  complete. 

*  Or,  instead  of  the  solution,  use  10  parts  of  the  hydroxide  KOH.  In  this 
case  fuse  the  potash  and  the  chlorate  together  first,  and  then  project  the  man- 
ganese into  the  crucible. 

\JahTeslmicht  wn  Kopp  und  Will.  1858.  681. 
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The  following  metliod,  recommended  by  Staedeleb,*  is  more 
rapid :  Powder  the  fused  mass  and  macerate  it  with  an  equal  weight 
of  cold  water  in  a  flask ;  then  add  an  equal  quantity  of  water,  and 
conduct  chlorine  into  the  mixture  until  the  latter  has  lost  its  green 
color  and  become  a  pure  red.  Then  dilute  with  four  times  its  vol- 
ume of  water  and  allow  to  settle.  By  this  method  the  yield  of 
potassium  permanganate  is  increased  one-half,  because  no  mangar 
nese  dioxide  is  precipitated.  On  the  other  hand,  if  the  fused 
mass  contains  potassium  hydroxide  in  excess,  potassium  chlorate 
may  form,  and  which  will  render  somewhat  difficult  tlie  purifica- 
tion of  the  permanganate  crystals. 

The  clear,  red  solution,  obtained  by  any  one  of  the  above 
methods,  is  decanted  from  the  precipitate,  the  latter  washed  by 
decantation,  and  the  united  liquids  evaporated  over  an  open  fire 
to  the  crystallizing  point,  and  then  allowed  to  cool.  The  mother- 
liquor,  on  evaporation,  yields  a  new  crop  of  crystals.  The  last 
mother-liquor  contains  much  potassium  chloride,  hence  it  can  only 
be  employed  for  the  preparation  of  manganese  dioxide.  If  the 
crystals  obtained  are  not  sufficiently  pure,  they  may  be  readily 
purified  by  recrystallization.  They  are  freed  from  adhering 
mother-liquor  by  exposure  on  a  block  of  plaster  of  Paris.  The 
solution  of  potassium  permanganate  may  be  filtered,  if  necessary, 
through  gun-cotton,  asbestos  or  previously  ignited  sand. 

4.  Ammonium  Ferrous  Sulphate. 

FeSO,.(NH0.SO,  +  6H.0. 

Fr.  Mohr  has  proposed  to  employ  this  double  salt,  which  is 
not  liable  to  efflorescence  and  oxidation,  as  an  agent  to  determine 
the  strength  of  the  permanganate  solution. 

Preparation. — Take  two  equal  portions  of  dilute  sulphuric 
acid,  and  warm  the  one  with  a  moderate  excess  of  small  iron 
nails  free  from  rust,  until  the  evolution  of  hydrogen  gas  has  alto- 
gether or  very  nearly  ceased ;  neutralize  the  other  portion  exactly 
with  ammonium  carbonate,  and  then  add  to  it  a  few  drops  of  dilute 
sulphuric  acid.  Filter  the  solution  of  the  ferrous  sulphate  into  that 
of  the  ammonium  sulphate,  evaporate  the  mixture  a  little,  if  neces- 
sary, and  then  allow  the  salt  to  crystallize.  Let  the  crystals,  which 
are  hard  and  of  a  pale-green  color,  drain  in  a  funnel,  then  wash 

*  Joum.  f.  prakt.  them.,  cm,  107. 
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them  in  a  little  water,  dry  thoroughly  on  blotting-paper  in  the  air, 
and  keep  for  use. 

The  molecular  weight  of  the  salt  (392*876)  is  almost  exactly 

7  times  the  atomic  weight  of  iron  (55*9).     The  solution  of  the 

salt  in  water  which  has  been  just  acidified  with  sulphuric  acid 

must  not  become  red  on  the  addition  of  potassium  sulphocyanate* 

5.  Ammonia-Tron-Alum. 

(NH,),SO/Fe.(SO,),  +  24H.O. 

Preparation. — Bring  into  a  large  porcelain  dish  58  grms.  of 
pure  ciystallized  ferrous  sulphate  (see  Fresenius'  "Qual.  Anal." 
Am.  ed.,  p.  73),  together  with  a  quantity  of  sulphuric  acid  equiva- 
lent to  8*3  grms.  of  sulphuric  anhydride  (SO,),  (see  Table,  §  191). 
Heat  upon  a  sand-bath,  adding  nitric  acid  from  time  to  time,  in 
small  portions,  until  the  iron  has  all  passed  into  ferric  sulphate,  or 
until  a  drop  of  the  solution  gives  no  blue  coloration  with  potassium 
ferricyanide.  Heat  further,  and  evaporate  until  the  excess  of 
nitric  acid  is  expelled,  then  add  14  grms.  of  ammonium  sulphate,* 
and,  if  need  be,  hot  water  sufficient  to  bring  the  salt  into  solution; 
filter  into  a  porcelain  capsule  and  set  aside,  under  cover,  to  crys- 
tallize. 

The  iron-alum  separates  in  cubo-octahedrons,  which  may  be  yel- 
lowish, lilac,  or  colorless.  If  dark  in  color,  dissolve  in  warm  water, 
add  a  few  drops  of  oil  of  vitriol,  and  crystallize  again.  Kinse  the 
pale  or  colorless  crystals,  after  separation  from  the  mother-liquor, 
with  cold  water,  wrap  up  closely  in  filter  paper,  and  allow  them  to 
dry  at  the  ordinary  temperaturcf 

*  If  not  on  hand,  this  salt  may  be  prepared  by  saturating  sulphuric  aci<) 
with  ammonium  carbonate  aud  evaporating  to  dryness.  80  grammes  of  snl- 
phuric  acid  give  somewhat  more  than  is  required  above. 

f  Examinations  of  iron-alum  thus  prepared  show  that  the  variations  in  the 
color  of  the  salt,  from  colorless  to  rose,  are  not  connected  with  appreciable 
differences  of  composition. 

J.  H.  Grove,  of  the  Sheffield  Laboratory,  obtained  the  following  results  in  the 
examination  of  anunonia-iron-alum  crystals,  the  ferric  oxide  being  estimated  by 
ignition :— 


Fe,0, 

16-59 

1st           ] 

16-55 

1659 

2d 

16-53 

8d 

16-57 

4th 

1Ö-57 

5th 

16-58 

6th          1 

16-50 
1656 

7th 

16-55 

Calculated 

16-60 
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The  yield  should  be  about  80  grius.  The  dry  salt  should 
be  pulverized,  pressed  between  folds  of  paper  until  freed  from 
mechanically  adhering  water,  and  preserved  in  a  well-stoppered 
bottle. 

£^.9^«.^— Ammonia-iron-alum  furnishes  the  best  means  of  obtain- 
ing a  definite  quantity  of  iron  in  a  ferric  salt  for  making  standard 
solutions,  being  easily  obtained  pure  and  inalterable  if  kept 
away  from  acid  vapors.  Its  purity  may  be  readily  controlled  by 
ascertaining  the  loss  on  careful  ignition,  which  should  leave  a  resi- 
due  of  16*6  per  cent,  of  ferric  oxide,  corresponding  to  11'62  per 
cent,  of  metallic  iron. 

•     6.  PuBE  Iodine. 

Prepwrdtion, — Triturate  iodine  of  commerce  with  \  part  of  its 
weight  of  potassium  iodide,  dry  the  mass  in  a  large  watch-glass  with 
ground  rim,  warm  this  gently  on  a  sand-bath,  or  on  an  iron  plate, 
and  as  soon  as  violet  fumes  begin  to  escape,  cover  it  with  another 
watch-glass  of  the  same  size.  Continue  the  application  of  heat 
until  all  the  iodine  is  sublimed,  and  keep  in  a  well-closed  glass 
bottle.  The  chlorine  or  bromine,  which  is  often  found  in  iodine 
of  commerce,  combines,  in  this  process,  with  the  potassium,  and 
remains  in  the  lower  watch-glass,  together  with  the  excess  of 
potassium  iodide. 

Tests. — Iodine  purified  by  the  process  just  now  described,  must 
leave  no  fixed  residue  when  heated  on  a  watch-glass.  But,  even 
supposing  it  should  leave  a  trace  on  the  glass,  it  would  be  of  no 
great  consequence,  as  the  small  portion  intended  for  use  has  to  be 
resublimed  immediately  before  weighing. 

Uses. — Pure  iodine  is  used  to  determine  the  amount  of  iodine 
contained  in  the  solution  of  iodine  in  potassium  iodide,  employed 
in  many  volumetric  processes. 

7.  Potassium  Iodide. 

Small  quantities  of  this  article  may  be  procured  cheaper  in 
commerce  than  prepared  in  the  laboratory.  For  the  preparation  of 
potassium  iodide  intended  for  analytical  purposes  I  recommend 
Baup's  method,  improved  by  Fkedekking,  because  the  product 
obtained  by  this  process  is  free  from  iodic  acid. 

Tests, — Put  a  sample  of  the  salt  in  dilute  sulphuric  acid.  If 
the  iodide  is  pure,  it  will  dissolve  without  coloring  the  fluid ;  but 
if  it  contain  potassium  iodate,  the  fluid  will  acquire  a  brown  tint, 
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from  the  presence  of  free  iodine,  the  sulphnric  acid  setting  free 
iodic  and  hydriodic  acids  which  react  on  each  other  (HIO,  +  6HI, 
=  3H,0  +  61)  with  liberation  of  iodine  which  remains  in  solution. 
Kix  the  solution  of  another  sample  with  silver  nitrate,  as  long  as 
a  precipitate  continues  to  form ;  add  solution  of  ammonia  in  excess, 
shake  the  mixture,  filter,  and  supersaturate  the  filtrate  with  nitric 
acid.  The  formation  of  a  white,  curdy  precipitate  indicates  the 
presence  of  chloride  in  the  potassium  iodide.  Presence  of  potassium 
sulphate  is  detected  by  means  of  solution  of  barium  chloride, 
with  addition  of  some  hydrochloric  acid. 

U^es. — Potassium  iodide  is  used  as  a  solvent  for  iodine  in  the 
preparation  of  standard  solutions  of  iodine ;  it  is  employed  also  to 
absorb  free  chlorine.  In  the  latter  case  every  atom  of  chlorine  lib- 
erates an  atom  of  iodine,  which  is  retained  in  solution  by  the  agency 
of  the  excess  of  potassium  iodide.  The  potassium  iodide  intended 
for  those  uses  must  be  free  from  potassium  iodate  and  carbonate; 
the  presence  of  trifling  traces  of  potassium  chloride  or  potassium 
sulphate  is  of  no  consequence. 

If  a  potassium  iodide  solution  of  accurately  known  strength 
is  to  be  made,  the  salt  must  be  dried  before  weighing.  This  may 
be  accomplished  by  exposing  it  in  powdered  form  to  a  tempera- 
ture of  180°  until  its  weight  is  constant.  Exposure  to  a  tempera- 
ture much  above  200°  is  to  be  avoided,  as  then  potassium  iodate 
is  likely  to  be  formed,  and  this  would  render  the  iodide  impure. 
(Pbtteesson,  Zeitschr.f.  cmalyt.  Chem.^  ix,  862). 

8.  SULPHUBOUS   AcflD. 

I^reparaHon. — The  sulphurous  acid  gas  evolved  by  the  action 
of  sulphuric  acid  on  copper  turnings  (see  '^Qual.  Anal.")  is 
washed  and  then  passed  into  water  until  the  latter  is  saturated. 
The  solution  is  best  preserved  in  small,  well-stoppered  bottles. 

This  concentrated  solution  serves  for  preparing  the  diluted 
solution  of  sulphurous  acid  used  in  Bunsbn's  method  of  estimat- 
ing iodine. 

9.  Absenous  Oxide  (As^Oj). 

The  arsenous  oxide  sold  in  the  shops  in  large  pieces,  externally 
opaque,  but  often  still  vitreous  within,  is  generally  quite  pure. 
The  purity  of  the  article  is  tested  by  moderately  heating  it  in  a 
glass  tube,  open  at  both  ends,  through  which  a  feeble  current  of 
air  is  transmitted.  Pure  arsenous  oxide  must  completely  volatilize 
in  this  process;  no  residue  must  be  left  in  the  tube  upon  the 
expulsion  of  the  sublimate  from  it.    If  a  non- volatile  residue  is  left 
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which,  when  heated  in  a  current  of  hydrogen  gas,  turns  black,  the 
arsenous  oxide  contains  antimony  trioxide,  and  is  unfit  for  use  in 
analytical  processes.  Dissolve  about  10  grms.  of  the  arsenous 
oxide  to  be  tested  in  soda,  and  add  1  to  2  drops  lead-acetate  solu- 
tion. If  a  brownish  color  develops,  the  arsenous  oxide  contains 
arsenous  sulphide  and  cannot  be  used.  Arsenous  oxide  dissolves 
in  a  solution  of  sodium  carbonate,  forming  sodium  arsenite,  which 
is  used  to  determine  hypochlorous  acid,  free  chlorine,  iodine,  &c. 
10.  Sodium  Chloride. 

Perfectly  pure  rock-salt  is  best  suited  for  analytical  purposes. 
It  must  dissolve  in  water  to  a  clear  fluid;  ammonium  oxalate, 
sodium  phosphate,  and  barium  chloride  must  not  render  the  solu- 
tion cloudy.  Pure  sodium  chloride  may  be  prepared  also  by 
Maegueritte's  process,  viz.,  conduct  into  a  concentrated  solution 
of  common  salt  hydrochloric  gas  to  saturation,  collect  the  small 
crystals  of  sodium  chloride  which  separate  on  a  funnel,  let  them 
thoroughly  drain,  wash  with  hydrochloric  acid,  and  dry  the  sodium 
chloride  finally  in  a  porcelain  dish,  until  the  hydrochloric  acid 
adhering  to  it  has  completely  evaporated.  The  mother-liquor 
which  contains  the  small  quantities  of  calcium  sulphate,  magne- 
sium chloride,  &c.,  originally  present  in  the  salt,  is  used  instead 
of  a  corresponding  quantity  of  water,  when  next  preparing  hydro- 
chloric  acid. 

Uses. — Sodium  chloride  serves  as  a  volumetric  precipitating 
agent  in  the  determination  of  silver,  and  also  to  determine  the 
strength  of  solutions  of  silver  intended  for  the  estimation  of  chlo- 
rine. We  usually  fuse  it  before  weighing.  The  operation  must 
be  conducted  with  caution,  and  must  not  be  continued  longer  than 
necessary ;  for  if  the  gas-flame  acts  on  the  salt,  hydrochloric  acid 
escapes,  while  sodium  carbonate  is  formed. 
11.  Metallic  Silver. 

The  silver  obtained  by  the  proper  reduction  of  the  pure  chlo- 
ride of  the  metal  alone  can  be  called  chemically  pure.  The  silver 
precipitated  by  copper  is  never  absolutely  pure,  but  contains  gener- 
ally about  Y^  of  copper. 

Chemically  pure  silver  is  only  used  in  small  quantity  for  stand- 
ardizing the  NaCl  solution  employed  for  the  determination  of 
silver.  The  solution  of  silver  required  for  the  estimation  of 
chlorine  need  not  be  made  with  absolutely  pure  silver,  as  the 
strength  of  this  solution  had  always  best  be  determined  after  the 
preparation,  by  means  of  pure  sodium  chloride. 
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Ä    REAGENTS  USED  IN  OBQANIO  ANALYSIS. 

§66. 
1.  CuPEio  Oxide. 

Prepwraticn. — Stir  pure*  copper  scales  (which  should  first  be 
ignited  in  a  muffle)  with  pure  nitric  acid  in  a  porcelain  dish  to  a 
thick  paste  ;  after  the  efier^escence  has  ceased,  heat  gently  on  the 
sand-bath  until  the  mass  is  perfectly  dry.  Transfer  the  green  basic 
salt  produced  to  a  Hessian  crucible,  and  heat  to  a  moderate  redness, 
imtil  no  more  fumes  of  hyponitric  acid  escape ;  this  may  be  known 
by  the  smell,  or  by  introducing  a  small  portion  of  the  mass  into  a 
test  tube,  closing  the  latter  with  the  finger,  heating  to  redness,  and 
then  looking  through  the  tube  lengthways.  The  uniform  decom- 
position of  the  salt  in  the  crucible  may  be  promoted  by  stirring 
the  mass  from  time  to  time  with  a  hot  glass  rod.  When  the  cruci- 
ble has  cooled  a  little,  reduce  the  mass,  which  now  consists  of  pure 
cupric  oxide,  to  a  tolerably  fine  powder,  by  triturating  it  in  a  brass 
or  porcelain  mortar ;  pass  through  a  metal  sieve,  and  keep  in  a 
well-stoppered  bottle  for  use.  It  is  always  advisable  to  leave  a 
small  portion  of  the  oxide  in  the  crucible,  and  to  expose  this  again 
to  an  intense  red  heat.  This  agglutinated  portion  is  not  pounded, 
but  simply  broken  into  small  fragments. 

Another  method  is  to  dissolve  pure  copper  in  pure  nitric  acid, 
evaporate  to  dryness  in  a  porcelain  dish,  ignite  the  copper  nitrate 
thus  obtained  in  a  Hessian  crucible  until  no  fumes  arise  on  stirring 
the  top  of  the  mass  with  a  rod.  A  portion  in  the  bottom  of  the 
crucible  will  be  sintered  if  a  proper  heat  has  been  applied,  while 
the  upper  part  will  be  pulverulent.  Treat  the  sintered  portion  as 
above,  and  reserve  each  separately.  This  method  gives  a  reliable 
product. 

Teiis. — Pure  cupric  oxide  is  a  compact,  heavy,  deep-black  pow- 
der, gritty  to  the  touch  ;  upon  exposure  to  a  red  heat  it  must  evolve 
no  hyponitric  acid  fumes,  nor  carbon  dioxide ;  the  latter  would 
indicate  presence  of  fragments  of  charcoal,  or  particles  of  dust.  It 
must  contain  nothing  soluble  in  water.  That  portion  of  the  oxide 
which  has  been  exposed  to  an  intense  red  heat  should  be  hard, 
and  of  a  grayish-black  color. 

*  If  the  scales  contain  lime,  digest  them  with  water,  containing  a  little  nitric 
acid,  for  a  long  time,  wash,  and  then  proceed  as  above. 
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Uses, — Cupric  oxide  serves  to  oxidize  the  carbon  and  hydrogen 
of  organic  substances,  yielding  up  its  oxygen  wholly  or  in  part, 
according  to  circumstances.  That  portion  of  the  oxide  which  has 
been  heated  to  the  most  intense  redness  is  particularly  useful  in  the 
analysis  of  volatile  fluids. 

N.B.  The  cupric  oxide,  after  use,  may  be  regenerated  by  oxi- 
dation with  nitric  acid,  and  subsequent  ignition.  Should  it  have 
become  mixed  with  alkali  salts  in  the  course  of  the  analytical  pro- 
cess, it  is  first  digested  with  very  dilute  cold  nitric  acid,  and  washed 
afterwards  with  water.  To  purify  cupric  oxide  containing  chlo- 
ride, E.  Eklenmeyer  recommends  to  ignite  it  in  a  tube,  first  in  a 
stream  of  moist  air,  and  finally,  when  the  escaping  gas  ceases  to 
redden  litmus  paper,  in  dry  air.  By  these  operations  any  oxides 
of  nitrogen  that  may  have  remained  are  also  removed. 

2.  Lead  Chromate. 

Prepa/rai/ion. — Precipitate  a  clear  filtered  solution  of  lead  ace- 
tate, slightly  acidulated  with  acetic  acid,  with  a  small  excess  of 
potassium  dichromate  ;  wash  the  precipitate  by  decantation,  and  at 
last  on  a  linen  strainer ;  dry,  put  in  a  Hessian  crucible,  and  heat  to 
bright  redness  until  the  mass  is  fairly  in  fusion.  Pour  out  upon  a 
stone  slab  or  iron  plate,  break,  pulverize,  pass  through  a  fine 
metallic  sieve,  and  keep  the  tolerably  fine  powder  for  use. 

Tests. — Lead  Chromate  is  a  heavy  powder,  of  a  dirty  yellowish- 
brown  color.  It  must  evolve  no  carbon  dioxide  upon  the  applica- 
tion of  a  red  heat ;  the  evolution  of  carbon  dioxide  would  indicate 
contamination  with  organic  matter,  dust,  &c.  It  must  contain 
nothing  soluble  in  water. 

Uses. — Lead  Chromate  serves,  the  same  as  cupric  oxide,  for 
the  combustion  of  organic  substances.  It  is  converted,  in  the  pro- 
cess of  combustion,  into  chromic  oxide  and  basic  lead  Chromate. 
It  suflEers  the  same  decomposition,  with  evolution  of  oxygen,  when 
heated  by  itself  above  its  point  of  fusion.  The  property  of  lead 
Chromate  to  fuse  at  a  red  heat  renders  it  preferable  to  cupric  oxide 
as  an  oxidizing  agent,  in  cases  where  we  have  to  act  upon  diflicultly 
combustible  substances. 

N.B.  Lead  Chromate  may  be  used  a  second  time.  For  this 
purpose  it  is  fused  again  (being  first  roasted,  if  necessary),  and 
then  powdered.  After  having  been  twice  used  it  is  powdered, 
moistened  with  nitric  acid,  dried,  and  fused.     In  this  way  the 


§  66.]  REAGENTS.  153 

lead  Chromate  may  be  used  over  and  over  again  indefinitely 

(VOHL*). 

3.  Oxygen  Gas. 

Preparation. — Triturate  100  grammes  of  potassium  chlorate 
with  5  grammes  of  finely  pulverized  manganese  binoidde,  and 
introduce  the  mixture  into  a  plain  retort,  which  must  not  be  more 
than  half  full ;  expose  the  retort  over  a  charcoal  fire  or  a  gas-lamp, 
at  first  to  a  gentle,  and  then  to  a  gradually  increased  heat.  As 
soon  as  the  salt  begins  to  fuse,  shake  the  retort  a  little,  that  tlie 
contents  may  be  uniformly  heated.  The  evolution  of  oxygen 
speedily  commences,  and  proceeds  rapidly  at  a  relatively  low  tem- 
perature, provided  the  above  proportions  be  adhered  to.  As  soon 
as  the  air  is  expelled  from  the  retort,  connect  the  glass  tube  fixed 
in  the  neck  of  the  retort  by  means  of  a  tight-fitting  cork,  with  an 
india-rubber  tube  inserted  in  the  lower  orifice  of  the  gasometer ; 
the  glass  tube  must  be  sufficiently  wide,  and  there  must  be  sufficient 
space  left  around  the  india-rubber  to  permit  the  free  efflux  of  dis- 
placed water.  Continue  the  application  of  heat  to  the  retort  till 
the  evolution  of  gas  has  ceased.  100  grammes  of  potassium 
chlorate  give  about  27  litres  of  oxygen. 

The  oxygen  produced  by  this  process  is  moist,  and  may  con- 
tain traces  of  carbon  dioxide,  and  also  of  chlorine.  These  impuri- 
ties must  be  removed  and  the  oxygen  thoroughly  dried,  before  it 
can  be  used  in  organic  analysis.  The  gas  is  therefore  passed  from 
the  gasometer  first  through  a  solution  of  potassa  of  1*27  sp.  gr., 
then  through  U  tubes  containing  granulated  soda  lime,  and  finally, 
according  to  circumstances,  through  U  tubes  containing  calcium 
chloride  or  pumice-stone  moistened  with  sulphuric  acid. 

Tests. — A  chip  of  wood  which  has  been  kindled  and  blown  out 
so  as  to  leave  a  spark  at  the  exti'emity  must  immediately  burst  into 
flame  in  oxygen  gas.  The  gas  must  not  render  lime-water  or  a 
solution  of  silver  nitrate  turbid  when  transmitted  through  these 
fluids. 

4.  SODA-LIME. 

Prepa/ration. — Take  solution  of  soda  (NaOH),  ascertain  its 
specific  gravity,  weigh  out  a  certain  quantity,  calculate  the  weight  of 
sodium  hydroxide  present,  add  twice  this  latter  weight  of  the  best 
quick-lime,  allow  the  lime  to  slake,  and  then  evaporate  to  dryness 

♦  AnndUn  d,  Chem.  u.  Pharm.,  Cfvi,  127. 
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in  an  iron  vessel.  Heat  the  residue  in  an  iron  or  Hessian  crucible ; 
keep  for  some  time  at  a  low  red  heat.  Break  up  while  still  warm 
in  an  iron  mortar,  and  pass  the  whole  through  a  sieve  with  meshes 
about  3  mm.  wide.  Reject  the  finest  portion  (removing  it  with 
a  fine  sieve  having  2  mm.  meshes)  and  keep  the  granulated  prod- 
uct in  a  well-closed  bottle. 

Tests. — Soda-lime  must  not  effervesce  much  when  treated 
with  dilute  hydrochloric  acid ;  nor  should  it,  more  particularly, 
evolve  ammonia  when  mixed  with  pure  sugar  and  ignited. 

Use, — Granulated  soda-lime  prepared  as  above  described  forms 
an  excellent  absorbent  for  carbon  dioxide.  It  was  formerly  also 
used  for  nitrogen  determination  instead  of  the  following  : 

5.  Soda-lime  for  Nftrogek  Determinations.* 
Preparation. — Equal  weights  of  sal-soda  in  clean    (washed) 

large  crystals  and  of  good  white  promptly  slaking  quick-lime  are 
separately  so  far  pulverized  as  to  pass  through  holes  of  -^  inch, 
then  well  mixed  together,  placed  in  an  iron  pot  which  should  not 
be  more  than  half  filled,  and  gently  heated,  at  first  without  stir- 
ring. The  lime  soon  begins  to  combine  with  the  crystal  water  of 
the  sodium  carbonate,  the  whole  mass  heats  strongly,  swells  up,  and 
in  a  short  time  yields  a  fine  powder,  which  may  then  be  stirred  to 
effect  intimate  mixture  and  to  drive  off  the  excess  of  water  so  that 
the  mass  is  not  perceptibly  moist  and  yet  short  of  the  point  at 
which  it  rises  in  dust  on  handling.  Wlien  cold  it  is  secured  in 
well-closed  bottles  or  fruit  jars,  and  is  ready  for  use. 

6.  Metallic  Copper. 

Metallic  copper  serves,  in  the  analysis  of  nitrogenous  substances, 
to  effect  the  reduction  of  the  nitric  oxide  gas  that  may  form  in 
the  course  of  the  analytical  process. 

It  is  used  either  in  the  form  of  turnings,  or  copper  scales 
reduced  by  hydrogen ;  or  of  small  rolls  made  of  fine  copper  wire 
gauze.  A  length  of  from  7  to  10  centimetres  is  given  to  the 
spirals  or  rolls,  and  just  suflBcient  thickness  to  admit  of  their  being 
inserted  into  the  combustion  tube.  To  have  it  perfectly  free  from 
dust,  oxide,  &c.,  it  is  first  heated  to  redness  in  the  open  air,  in  a 
crucible,  until  the  surface  is  oxidized  ;  it  is  then  put  into  a  glass  or 
porcelain  tube,  through  which  an  uninterrupted  current  of  dry 
hydrogen  gas  is  transmitted ;  and  when  all  atmospheric  air  has 
been   expelled  from    the  evolution   apparatus  and  the  tube,  the 

*  S.  W.  .Tolinson.     Report  of  the  Conn.  Agr.  Expr.  Station,  1878,  p.  111. 
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latter  is  in  its  whole  length  heated  to  redness.  The  operator  should 
make  sure  that  the  atmospheric  air  has  been  thoroughly  expelled, 
before  he  proceeds  to  apply  heat  to  the  tube ;  neglect  of  this  pre- 
caution may  lead  to  an  explosion. 

7.  Potassium  Hydboxide  ob  Potassa. 
a.  Solution  of  Potassa. 

Solution  of  potassa  is  prepared  from  the  carbonate,  with  the 
aid  of  milk  of  lime,  in  the  way  described  in  the  "  Qualitative 
Analysis,"  for  the  preparation  of  solution  of  soda.  The  propor- 
tions are — 1  part  of  potassium  carbonate  to  12  pai*ts  of  water,  and 
-}  part  of  lime,  slaked  to  paste  with  three  times  the  quantity  of 
warm  water. 

The  decanted  clear  solution  is  evaporated,  in  an  iron  vessel, 
over  a  strong  fire,  until  it  has  a  specific  gravity  of  1*27 ;  it  is  then, 
whilst  still  warm,  poured  into  a  bottle,  which  is  well  closed,  and 
allowed  to  stand  at  rest  until  all  solid  particles  have  subsided.  The 
dear  solution  is  finally  drawn  off  from  the  deposit,  and  kept  for 
use. 

&.  Fused  Potassa  (common). 

The  commercial  potassa  in  sticks  (impure  KOH  usually  com- 
bined with  more  or  less  H,0)  will  answer  the  purpose.  If  you 
wish  to  prepare  it,  evaporate  solution  of  potassa  (a)  in  a  silver  ves- 
sel, over  a  strong  fire,  until  the  i-esiduary  hydroxide  flows  like 
oil,  and  white  fumes  begin  to  rise  from  the  surface.  Pour  the 
fused  mass  out  on  a  clean  iron  plate,  and  break  it  up  into  small 
pieces.     Keep  in  a  well-stoppered  bottle  for  use. 

c,  Potassa  (purified  with  alcohol),  see  "  Qual.  Anal.,"  p.  43. 

Uses. — Solution  of  potassa  serves  for  the  absorption,  and  at 
the  same  time  for  the  estimation  of  carbon  dioxide.  In  many 
cases,  a  tube  filled  with  fragments  of  fused  potassa  is  used,  in 
addition  to  the  apparatus  filled  with  solution  of  potassa.  Potassa 
purified  with  alcohol,  which  is  perfectly  free  from  potassium  sul- 
phate, is  employed  for  the  determination  of  sulphur  in  organic 
substances. 

8.  Calcium  CnLOBroE. 

a.  Pure  Calcium  Chloride, 
Prepa/ration. — ^Dissolve  marble  in    commercial    hydrochloric 
add  diluted  with  four  or  five  times  its  volume  of  water.     (The 
waste  solution  resulting  from  the  preparation  of  carbon  dioxide 
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may  be  used.)  Add  to  this  solution  with  stirring  lime,  slaked 
with  sufSeient  water  to  giv^e  it  the  consistency  of  thin  paste  until 
it  gives  an  alkaline  reaction  and  a  pellicle  of  calcium  carbonate 
forms  on  the  surface  on  standing  exposed  to  the  air.  Iron,  man^ 
ganese,  and  especially  magnesium  are  usually  present  in  such  a 
solution,  and  are  precipitated  by  the  calcium  hydroxide — the  iron, 
however,  not  completely.  After  a  few  hours,  filter  and  pass  hydro- 
gen sulphide  through  the  alkaline  solution  until  a  filtered  portion 
is  no  longer  blackened  by  this  reagent.  Let  the  solution  stand  for 
t«velve  hours,  then  filter  from  the  iron  sulphide.  Add  next  hydro- 
chloric acid  to  strongly  acid  reaction  to  convert  the  calcium  sul- 
phide and  calcium  oxychloride  which  may  be  present  into  chloride. 
Concentrate  in  a  porcelain  dish.  If  sulphur  separates,  after  a  short 
time  filter  again,  and  continue  the  evaporation  to  dryness  with 
addition  of  a  little  more  hydrochloric  acid  toward  the  end  of  the 
process.  Finally  expose  the  residue  to  a  tolerably  strong  heat 
about  (200°)  on  the  sand-bath,  until  it  is  changed  throughout  to  a 
white  porous  perfectly  opaque  mass,  which  point  can  be  ascertained 
by  breaking  up  a  piece  detached  from  the  top.  The  product  is 
CaCl,+  2H,0.  lieduce  while  still  hot  to  granules  of  the  proper 
size  (i  to  -^  of  an  inch)  by  means  of  suitable  sieves  and  a  mortar 
previously  warmed,  and  keep  in  well-closed  bottles. 

h.  Crude  fused  Calcium  Chloride, 
Preparation, — Neutralize  the  alkaline  solution  obtained  in  a 
(without  separating  the  little  iron  present  with  H,S)  exactly  with 
hydrochloric  acid,  and  evaporate  to  dryness  in  an  iron  pan ;  fuse 
the  residue  in  an  iron  or  Hessian  crucible,  pour  out  the  fused  mass, 
and  break  into  pieces.     Preserve  it  in  well-stoppered  bottles. 

Uses, — The  crude  fused  calcium  chloride  serves  to  dry  moist 
gases ;  the  pure  chloride  is  used  in  elementary  organic  analysii?  for 
tlie  absorption  and  estimation  of  water  formed  by  the  hydrogen 
contained  in  the  analyzed  substance.  A  solution  of  the  pure  cal- 
cium chloride  should  not  show  an  alkaline  reaction.  A  calcium 
chloride  tube  filled  with  it  should  not  gain  weight  when  a  very 
slow  current  of  perfectly  dry  carbon  dioxide  is  passed  through  it 
an  hour. 

9.  Potassium  Dichbomate. 
Potassium  dichromate  of  commerce  is  purified  by  repeated 
recrystallization,  until  barium  chloride  produces,  in  the  solution  of 
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a  sample  of  it  in  water,  a  precipitate  which  completely  dissolves  in 
hydrochloric  acid.  Potassium  dichromate  thus  perfectly  free  from 
sulphuric  acid  is  required  more  particularly  for  the  oxidation  of 
organic  substances  with  a  view  to  the  estimation  of  the  sulphur 
contained  in  them.  Where  the  salt  is  intended  for  other  purposes, 
e.g,j  to  determine  the  carbon  of  organic  bodies,  by  heating  them 
with  potassium  dichromate  and  sulphuric  acid,  one  recrystallization 
is  sufficient. 


SECTION    III. 

F0EM8  AND  COMBINATIONS  IN  WHICH  SUR 
STANCES  AEE  SEPARATED  FROM  EACH  OTHER, 
OR  IN  WHICH  THEIR  WEIGHT  IS  DETERMINED. 

§67. 

The  quantitative  analysis  of  a  compound  substance  requires, 
as  the  first  and  most  indispensable  condition,  a  correct  and  accurate 
knowledge  of  the  composition  and  properties  of  the  new  combina- 
tions into  which  it  is  intended  to  convert  its  several  individual 
constituents,  for  the  purpose  of  separating  them  from  one  another, 
and  determining  their  several  weights.  Regarding  the  properties 
of  the  new  compounds,  we  have  to  inquire  more  particularly,  in 
the  first  place,  how  they  behave  with  solvents ;  secondly,  what  is 
their  deportment  in  the  air ;  and,  thirdly,  what  is  their  behavior  on 
ignition  ?  It  may  be  laid  down  as  a  general  rule,  that  compounds 
are  the  better  adapted  for  quantitative  determination  the  more 
insoluble  they  are,  and  the  less  alteration  they  undergo  upon 
exposure  to  air  or  to  a  high  temperature. 

The  composition  of  a  substance  is  expressed  either  in  per  cents 
or  in  stoichiometrical  formulas ;  the  latter  enable  the  composition 
of  the  more  frequently  recurring  compounds  to  be  readily  re- 
membered. In  this  section  the  chemical  formula  is  stated  in  the 
first  column ;  the  second  gives  the  equivalents  (0=1 6),  while  the 
third  gives  the  percentage  composition. 

A  compound  is  the  better  adapted  for  quantitative  determina- 
tion, with  respect  to  its  composition,  the  less  it  contains  relatively 
of  the  substance  to  be  determined,  since  every  operative  error, 
loss,  or  inaccuracy  is  distributed  over  a  larger  mass  on  weighing, 
and  the  error  will,  hence,  be  so  much  the  less  for  the  substance  to 
be  determined.  Thus  platinum-ammonium  chloride  is  better 
adapted  for  the  estimation  of  nitrogen  than  is  ammonium  chloride 
because  the  former  contains  only  6*295  per  cent,  of  nitrogen, 
whereas  the  latter  contains  26*24  per  cent. 
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Sappoee  we  analyze  a  nitrogenons  compound,  and,  with  abso- 
lutely accurate  manipulation,  obtain  1  grm.  of  platinum-ammo- 
nium chloride  from  0*3  grm.  of  the  compound.  100  parts  of  this 
platinum  salt  contain  6*295  parts  of  nitrogen,  hence  1  grm.  will 
contain  0*06295  parts.  Since  this  is  afforded  by  0*3  grm.  of  the 
substance,  it  follows  that  100  parts  of  the  latter  will  contain 
20-983  parts  of  nitrogen. 

Let  us  now  make  a  second  analysis,  and  convert  the  nitrogen 
into  ammonium  chloride.  Working  with  equal  accuracy  we  ob- 
tain from  0*3  grm.  of  the  substance  0-2399  grm.  ammonium 
chloride,  corresponding  to  0*06295  grm.  nitrogen,  or  20*983  per 
cent.  Assuming,  now,  that  in  both  analyses  a  loss  of  10  milli- 
grammes had  occurred,  we  would  have  obtained  in  the  first  opera- 
tion only  0*99  parts  of  platinum-ammonium  chloride  instead  of 
100,  correspondiug  to  0*06232  nitrogen,  or  20'77  per  cent.  The 
loss  would,  hence,  have  been  0*213  per  cent.  In  the  case  of 
ammonium  cliloride,  however,  we  would  have  obtained  0*2299 
parts  instead  of  0*2399,  corresponding  to  0*0603  nitrogen,  or 
20*1  per  cent — a  loss  of  0*873  per  cent.  We  thus  see  that  a 
similar  error  would  occasion  in  one  case  a  loss  in  nitrogen  of  0*213 
per  cent,  while  in  the  other  the  loss  would  be  0*873  per  cent. 

Having  thus  touched  generally  upon  the  requirements  a  com- 
pound must  possess  in  order  to  be  adapted  for  quantitative  ex- 
amination, we  will  proceed  to  enumerate  those  compounds  best 
adapted  and  which  are  as  a  rule  employed.  Of  course  the  de- 
scription of  the  external  form  and  appearance  relates  more  par- 
ticularly to  the  condition  in  which  they  are  obtained  in  our  analy- 
sis. In  enumerating  the  properties  of  substances  reference  will 
be  had  exclusively  to  those  which  bear  directly  upon  the  object 
immediately  in  view. 

[The  percentage  compositions  of  these  compounds  are  stated  in 
connection  with  their  description.  For  this  purpose  the  symbols 
of  the  constituent  elements  of  the  compounds  in  many  cases 
(viz. :  when  they  are  oxygen  salts)  are  grouped  in  a  manner 
different  from  that  used  to  express  their  chemical  constitution. 
This  grouping  constitutes  a  kind  of  formul©  differing  from  either 
the  empirical  or  rational  in  ordinary  use  in  modem  text-books  of 
chemistry,  but  identical  with  that  f onnerly  in  general  use  (the  old 
system).  These  formulse  are  based  upon  the  fact  that  in  all 
oxygen  salts,  whether  normal,  acid,  basic,  ortho-,  meta-,  or  pyro- 
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salts,  there  h  just  enough  oxygen  to  form  with  the  radicals  present, 
both  basic  and  acid,  their  corresponding  oxides  or  anhydrides,  and 
with  hydrogen,  if  present,  water.  They  represent  oxides  (and 
water)  jointly  equivalent  in  weight  to  the  radicals,  hydrogen,  and 
remaining  o^gen,  which  rational  formal»  represent  as  existing  in 
oxygen  salts. 

EXAMPLES« 

Potassium  sulphate,     SO,  <  qk  ~  ^0,S0,. 
Hydrogen  potassium  sulphate, 

2(S0.  <  gg)  =  K.0,H.0,2S0,. 

Potassium  disulphate, 

O  <  so!  =  OK  =  ^0,2S0.. 

Ammonium  magnesium  phosphate, 

/  .ONH,    \ 

2(PO  <^O^^^j=  2MgO,(NH0.O,P.O.. 

Magnesium  pyrophosphate, 

/  PO  <  g  >  Mg 
O  <  Y,  =2MgO,P.O.. 

\  PO  <  g  >  Mg 

Most  analytical  chemists  prefer  to  present  the  results  of  analyses 
of  oxygen  salts  in  percentages  of  oxides  (or  anhydrides)  and  water 
on  account  of  the  simplicity  of  computations  required.  Accord- 
ingly, in  the  following  section,  the  percentage  composition  of 
oxygen  salts  is  given  in  this  manner,  accompanied  by  correspond- 
ing formulae  and  molecular  weights.  These  formulae  are  in  every 
case  preceded  by  rational  formulae  constructed  in  accordance  with 
the  theory  of  the  constitution  of  oxygen  salts  which  is  now 
generally  accepted.] 
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Ä.    FORMS  IN  WHICH  THE  BASIC  RADICALS  ARE  WEIGHED  OR 

PRECIPITATED. 

BASIC  RADICAJiS  OP  THE  FIRST  GROUP. 

§68. 

1.  Potassium. 

The  combinations  best  suited  for  the  weighing  of  potassium 
are  potassium    sulphate,   potassium    chloride,  and    potassium 

PLATINIO  CHLORIDE. 

a.  Potusainm  sulphate  crystallizes  usually  in  small,  hard, 
straight,  four-sided  prisms,  or  in  double  six-sided  pyramids ;  in 
the  analytical  process  it  is  obtained  as  a  white  crystalline  mass. 
It  dissolves  with  some  di£Sculty  in  water  (1  part  requiring  10  parts 
of  water  of  12*^),  it  is  almost  absolutely  insoluble  in  pure  alcohol, 
but  slightly  more  soluble  in  alcohol  containing  sulphuric  acid 
(Expt.  No.  6).  It  does  not  aflfect  vegetable  colors ;  it  is  unalter- 
able in  the  air.  The  crystals  decrepitate  strongly  when  heated, 
yielding  at  the  same  time  a  little  water,  which  they  hold  mechani- 
cally confined.  The  decrepitation  of  crystals  that  have  been  kept 
long  drying  is  less  marked.  At  a  good  red  heat  the  salt  fuses 
without  volatilizing  or  decomposing.  At  a  white  heat  a  little  of 
the  salt  volatilizes  and  also  some  sulphuric  acid,  so  that  the  residue 
possesses  an  alkaline  reaction  (Al.  MrrscHERLioH,*  BoussiNOAULTf). 
When  exposed  to  a  red  heat,  in  conjunction  with  ammonium 
chloride,  potassium  sulphate  is  partly,  and,  upon  repeated  applica- 
tion of  the  process,  wholly  converted,  with  eflfervescence,  into 
potassium  chloride  (H.  Eose). 

OOMPOSmON. 

fi^  ^  OK  _  K,0     .     .     .      94-22  54-06 

^^•<OK-SO.     .    .     .      80-07  45-94 


174-29  100-00 

The  acid  potassium  sulphate  (KHSOJ,  which  is  produced  when 
the  normal  salt  is  evaporated  to  dryness  with  free  sulphuric  acid, 
is  readily  soluble  in  water,  and  fusible  even  at  a  moderate  heat. 

•  Joum,f,  prakt.  Chem,,  lxxxiii,  486.     f  Zeitaehr.f.  anal.  Cham.,  vii,  244. 
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At  a  red  heat  it  loses  snlphnric  acid,  and  is  converted  into  normal 
potassium  sulphate,  but  not  readily — the  complete  conversion  of 
the  acid  into  the  normal  salt  requiring  the  long-continued  applica- 
tion of  an  intense  red  heat.  However,  when  heated  in  an  atmos- 
phere of  ammonium  carbonate — which  may  be  readily  procured  by 
repeatedly  throwing  into  the  faint  red-hot  crucible  containing  the 
acid  sulphate  small  lumps  of  pure  ammonium  carbonate,  and 
putting  on  the  lid — ^the  acid  salt  changes  readily  and  quickly  to 
the  normal  sulphate.  The  transformation  may  be  considered 
complete  as  soon  as  the  salt,  which  was  so  readily  fusible  before,  is 
perfectly  solid  at  a  faint  red  heat. 

h.  Poiassitmi  nitrate  crystallizes  ordinarily  in  the  form  of 
long,  striated  prisms.  In  analysis  it  is  obtained  as  a  white  saline 
mass.  It  is  readily  soluble  in  water,  almost  insoluble  in  absolute 
alcohol,  and  but  sparingly  soluble  in  alcohol.  It  does  not  affect 
vegetable  colors,  and  is  unchangeable  in  air.  On  being  heated  it 
melts  far  below  a  red  heat,  without  decomposition  or  loss  of 
weight.  Strongly  heated  it  evolves  oxygen,  and  becomes  con- 
verted into  potassium  nitrite ;  intensely  heated  (to  redness)  oxy- 
gen and  nitrogen  are  evolved,  the  residue  being  then  caustic 
potassa.  On  being  ignited  with  ammonium  chloride,  or  in  a 
current  of  dry  hydrochloric-acid  gas,  it  is  readily  and  completely 
converted  into  potassium  chloride.  Kepeatcdly  evaporated  with 
oxalic  acid  in  excess  (4  to  6  times),  it  is  completely  converted  into 
potassium  chloride. 

COMPOSITION. 

TT      n       vr'^O^KO      .     .     .     55-11  54-48 

jS,-u-JNs,o-NO.     .     .     .     4604  45-52 


101-15  100-00 

0.  Potasaiiiyn  chloride  crystallizes  usually  in  cubes,  often 
lengthened  to  columns;  rarely  in  octahedra.  In  analysis  we 
obtain  it  either  in  the  former  sliape,  or  as  a  crystalline  mass.  It  is 
readily  soluble  in  water,  but  much  less  so  in  dilute  hydrochloric 
acid ;  in  absolute  alcohol  it  is  nearly  insoluble,  and  but  slightly 
soluble  in  common  alcohol.  It  does  not  affect  vegetable  colors, 
and  is  unalterable  in  the  air.  When  heated,  it  decrepitates,  unless 
it  has  been  kept  long  drying,  with  expulsion  of  a  little  water 
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mechanically  confined  in  it.  At  a  moderate  red  heat,  it  fuses 
unaltered  and  without  diminution  of  weiglit ;  when  exposed  to  a 
higher  temperature,  it  volatilizes  in  white  fumes ;  this  volatilization 
proceeds  the  more  slowly  the  more  eflfectually  the  access  of  air  is 
prevented  (Expt.  No.  7).  When  repeatedly  evaporated  with 
solution  of  oxalic  acid  in  excess,  it  is  converted  into  potassium 
oxalate.  When  evaporated  with  excess  of  nitric  acid,  it  is  con- 
verted readily  and  completely  into  nitrate.  On  ignition  with 
ammonium  oxalate,  potassium  carbonate  and  potassium  cyanide 
are  formed  in  noticeable  quantities. 


COMPOSmON. 

K   .  .  .  .   3911      62-455 
CI   ....   35-45      47-545 


74-56      100-000 

d.  Potasmim  jplati/nio  chloride  presents  either  small  reddish- 
yellow  octahedra,  or  a  lemon-colored  powder.  It  is  dilBcultly 
soluble  in  cold,  more  readily  in  hot  water;  nearly  insoluble  in 
absolute  alcohol,  and  but  sparingly  soluble  in  common  alcohol — 
one  part  requiring  for  its  solution,  respectively,  12083  parts  of 
absolute  alcohol,  3775  parts  of  alcohol  of  76  per  cent,  and 
1053  parts  of  alcohol  of  55  per  cent.  (Expt.  No.  8,  a.)  Presence 
of  free  hydrochloric  acid  sensibly  increases  the  solubility  (Expt. 
No.  8,  5).  In  caustic  potassa  it  dissolves  completely  to  a  yellow 
fluid.  It  is  unalterable  in  the  air,  and  at  100°.  On  exposure  to 
an  intense  red  heat,  four  atoms  of  chlorine  escape,  metallic  plati- 
num and  potassium  chloride  being  left ;  but  even  after  long-con- 
tinued fusion,  there  remains  always  a  little  potassium  platinic 
chloride  which  resists  decomposition.  Complete  decomposition  is 
easily  effected,  by  igniting  the  double  salt  in  a  current  of  hydrogen 
gas,  or  with  some  oxalic  acid. 

According  to  Andbews,  potassium  platinic  chloride,  even 
though  dried  at  a  temperature  considerably  exceeding  100°,  retains 
still  -0055  of  its  weight  of  water. 
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0OMPO8ITION. 


(KCl),.  .  .149-12   80-69    K, .  .  .  78-22   16-10 
PtCl,  .  .  .  886-70   69-81    Pt ,  .  .  19490   40-12 

01..  .  .  212-70   48  78 


485-82  100-00 


486-82  100-00 


e.  Potassium  silicoflv^oricls  is  obtained  on  mixing  a  solution  of 
a  potaseinm  salt  with  hjdroflaosilicic  acid  in  the  form  of  a  trans- 
lucent iridescent  precipitate,  which  increases  and  completely, 
separates,  when  an  equal  volume  of  strong  alcohol  is  added  to  the 
fluid.  After  being  filtered  off,  washed  with  weak  alcohol  and  dried, 
it  is  a  soft  white  powder.  It  is  difficultly  soluble  in  cold  water,  far 
more  readily  in  boiling  water,  not  at  all  or  in  merest  traces  soluble 
in  a  mixture  of  water  and  strong  alcohol  in  equal  parts,  but  it  is 
decidedly  more  soluble  in  the  presence  of  any  considerable  quan- 
tity of  free  acid,  especially  hydrochloric  or  sulphuric  acid.  When 
potassa  is  added  to  the  boiling  aqueous  solution  of  the  salt  the 
following  change  takes  place:  (KF),SiF,  +  4K0H  =  6KF  + 
Si(OII),,  the  solution  turning  from  acid  to  neutral  (principle  of 
Stolba^s  volumetric  method  of  estimating  potassium).  As  soon  as 
it  is  ignited  the  salt  fuses,  gives  off  silicon  fluoride  and  leaves 
potassium  fluoride. 

§69. 
2.  Sodium. 

Sodium  is  usually  weighed  as  sodium  sulphate,  sodium  chlo- 
BiDE,  or  SODIUM  CARBONATE.  It  is  Separated  from  potassium  in  the 
form  of  SODIUM  platinio  chloride,  from  other  bodies  occasionally 
in  the  form  of  sodium  silicoflnoride. 

a.  Anhydrous  normal  sodium  sulphate  is  a  white  powder  or  a 
white  very  friable  mass.  It  dissolves  readily  in  water ;  but  is 
sparingly  soluble  in  absolute  alcohol ;  presence  of  free  sulphuric 
acid  slightly  increases  its  solubility  in  that  menstnium ;  it  is  some- 
what more  readily  soluble  in  common  alcohol  (Expt.  No.  9).  It 
does  not  affect  vegetable  colors ;  upon  exposure  to  moist  air,  it 
slowly  absorbs  water  (Expt.  No.  10).  At  a  gentle  heat  it  is  un- 
altered, at  a  strong  red  heat  it  fuses  without  decomposition  or  loss 
of  weight.  At  a  white  heat  it  loses  weight  by  volatilization  of 
sodium  sulphate  and  also  of  sulphuric  acid  (Al.  Mfischeblich, 
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Boussingault).    When  ignited  with  ammonium  chloride,  it  be» 
haves  like  potassium  sulphate. 


COMPOSITION. 


SO.  < 


ONa  _  Na,0  ....     62  10  43-68 

ONa  ""SO 8007  Ö6-32 


142-17         100-00 


The  acid  sodium  sulphate  (sodium  hydrogen  sulphate,  NaHSO  J 
which  18  always  produced  upon  the  evaporation  of  a  solution  of  the 
normal  salt  with  sulphuric  acid  in  excess,  fuses  even  at  a  gentle 
heat ;  it  may  be  readily  converted  into  the  normal  salt  in  the  same 
manner  as  the  acid  potassium  sulphate  (see  §  68,  a). 

h.  Sodiv/m  nitrate  crystallizes  as  obtuse  rhombohedra.  In 
analysis  it  is  usually  obtained  as  an  amorphous  saline  mass.  It  is 
readily  soluble  in  water,  is  practically  insoluble  in  absolute  alcohol, 
and  is  but  very  slightly  soluble  in  alcohol.  It  is  indifferent 
towards  vegetable  colors.  Under  ordinary  circumstances  it  is 
unalterable  in  the  air,  but  attracts  moisture  from  very  moist  air. 
It  fuses  far  below  a  red  heat,  and  without  decomposition  (comp. 
Expt.  No.  11);  at  a  higher  temperature  it  is  decomposed  like 
potassium  nitrate  (§68).  Ignited  with  ammonium  chloride,  or 
in  hydrochloric- acid  gas,  and  evaporated  with  oxalic  acid  or 
aqueous  hydrochloric  acid,  it  behaves  like  the  corresponding 
potassium  salt.  The  decomposition  with  aqueous  hydrochloric 
acid  is  more  readily  effected,  i.e.^  with  fewer  evaporations,  than 
is  the  case  with  potassium  nitrate  (Bauhhaueb  ^). 


COMPOSITION. 


I 

i 

I 

'N^O'^NO.    .     .     .  4604         54-11  i 

I 


Na  —  O  —  N^^  =  ^^^  •     •     •  ^^'^^        *^*®^ 


85-09       100-00 
c.  Sodium  chloride  crystallizes  in  cubes,  octahedra,  and  hollow 

*  c7<mr.  /.  ^oM.  Ch&m,,  Lxxvui,  218. 


I 
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foar-ßided  pyramids.  In  analysis  it  is  frequently  obtained  as  an 
amorphous  mass.  It  dissolves  readily  in  water,  but  is  much  less 
soluble  in  hydrochloric  acid ;  it  is  nearly  insoluble  in  absolute 
alcohol,  and  but  sparingly  soluble  in  common  alcohol ;  100  parts 
of  alcohol  of  75  per  cent,  dissolve,  at  a  temperature  of  15®,  0*7  part 
(Wagner).  It  is  neutral  to  vegetable  colors.  Exposed  to  a 
somewhat  moist  atmosphere,  it  slowly  absorbs  water  (Expt.  No.  12). 
Crystals  of  this  salt  that  have  not  been  kept  drying  a  considerable 
time  decrepitate  when  heated,  yielding  a  little  water,  which  they 
liold  mechanically  confined.  The  salt  fuses  at  a  red  heat  without 
decomposition ;  at  a  white  heat,  and  in  open  vessels  even  at  a 
bright  red  heat,  it  volatilizes  in  white  fumes  (Expt.  No.  13).  If  a 
carburetted  hydrogen  flame  acts  on  fusing  sodium  chloride,  hydro- 
chloric acid  escapes,  and  some  sodium  carbonate  is  formed.  On 
evaporation  with  oxalic  or  nitric  acid  as  well  as  by  ignition  with 
ammonium  oxalate,  it  behaves  like  the  corresponding  potassium 
salt. 

OOMPOSmON. 

Na     .     .     .     .     2306  39-40 

CI      ....     35-45  6060 


58-50  100-00 

d.  Anhydrous  sodium  carbonate  is  a  white  powder  or  a  white 
very  friable  mass.  It  dissolves  readily  in  water,  but  much  less  so 
in  solution  of  ammonia  (MAROUERrrrE) ;  it  is  insoluble  in  alcohol. 
Its  reaction  is  strongly  alkaline.  Exposed  to  the  air,  it  absorbs 
water  slowly.  On  moderate  ignition  to  incipient  fusion  it  scarcely 
loses  weight ;  on  long  fusion,  liowever,  it  volatilizes  to  a  consider, 
able  extent  (Comp.  Exp  t.  14). 

COMPOSITION. 

ONa  _  Na,0  ....     62-10  68-58 


^^  ^  ONa  -  CO.    ...     .     44-00 


41-47 


106-10  100-00 

e.  Sodium  plutinic  chloride  crystallizes  with  6  mol.  water, 
(NaCl),.PtCl^  +  6H,0,  in  light  yellow,  transparent,  prismatic 
crystals  which  dissolve  readily  both  in  water  and  in  common 
alcohol. 
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f.  Sodium  silicofliuytnde  is  similar  in  properties  to  tlie  corre- 
sponding  potassium  salt.  It  has  an  analogous  composition,  and  is 
decomposed  in  the  same  way  by  alkalies.  It  is,  however,  con- 
siderably more  soluble  in  water  and  in  diluted  alcohol. 

§  70. 
3.  Ammonium. 

Ammonium  is  most  appropriately  weighed  as  ammonium 
CHLORIDE,  or  as  AMMONIUM  PLATiNio  CHLORIDE,  or  ft  may  be  esti- 
mated from  the  weight  of  the  platinum  in  tlie  latter  compound. 

Under  certain  circumstances  ammonium  may  also  be  estimated 
from  the  volume  of  the  niirogen  gas  eliminated  from  it ;  and  it 
is  frequently  estimated  by  alkalimetry. 

a.  Ammonium  chloride  crystallizes  in  cubes  and  octahedra,  but 
more  frequently  in  feathery  crystals.  In  analysis  we  obtain  it 
uniformly  as  a  white  mass.  It  dissolves  readily  in  water,  but  is 
difficultly  soluble  in  common  alcohol.  It  does  not  alter  vegetable 
colors,  and  remains  unaltered  in  the  air.  Solution  of  ammonium 
chloride,  when  evaporated  on  the  water-bath,  loses  a  small  quantity 
of  ammonia,  and  becomes  slightly  acid.  The  diminution  of  weight 
occasioned  by  this  loss  of  ammonia  is  very  trifling  (Expt.  No.  15). 
At  100®  ammonium  chloride  loses  nothing,  or  very  little  of  its 
weight  (comp,  same  Expt.).  At  a  higher  temperature  it  volatilizes 
readily,  and  without  undergoing  decomposition. 

COMPOSITION. 

NH,  .     .     18-072       33-77  NH.  .     .     17-064      31-88 

CI.     .     •     35-450       66-23  HOI   .     .     36-458       68-12 


53-522     100-00  53-522     100-00 

100  parts  of  ammonium  chloride  correspond  to  48-72  parts  of 
ammonium  oxide. 

h.  Ammonium  platinic  chloHde  occurs  either  as  a  heavy, 
lemon-colored  powder,  or  in  small,  hard  octahedral  crystals  of  a 
bright  yellow  color.  It  is  difficultly  soluble  in  cold,  but  more 
readily  in  hot  water.  It  is  very  sparingly  soluble  in  absolute 
alcohol,  but  more  readily  in  common  alcohol — 1  part  requiring  of 
absolute  alcohol,  26535  j)arts ;  of  alcohol  of  76  per  cent.,  1406 
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parts;  of  alcohol  of  65  per  cent.,  665  parts.  The  presence  of 
free  acid  sensibly  increases  its  solubility  (Expt.  No.  16).  It 
remains  unaltered  in  the  air,  and  at  100^.  It  loses  a  little  water 
between  100°  and  125°.  Upon  ignition  chlorine  and  ammonium 
chloride  escape,  leaving  the  metallic  platinum  as  a  porous  mass 
(spongy  platinum).  However,  if  due  care  be  not  taken  in  thia 
process  to  apply  the  heat  gradually,  the  escaping  fumes  will  carry 
off  particles  of  platinum,  which  will  coat  the  lid  of  the  crucible. 
For  properties  of  metalUc  platinum,  see  §  89,  a. 

COMPOSITION. 

(NH.Cl),  .  .  107-044  24-12  (NHJ,  .  .  36-144   8-15 
PtCl,  .  •  .  336-700  75-88  Pt  .  .  .  194-900  43-92 

CI,  .  .  .  212-700  47-93 


443-744  100-00 


443-744  100  00 

N,  .  .     .     .  28-080  6-33  (NH.),  .  .  34-128  7-691 

H.  .     .     .  8  064  1-82 

Pt  ...  194-900  43-92  (HCl),  .  .  72-916  16432 

CI,  ...  212-700  47.93  PtCl,  .  .  336-700  76-010 


443-744  100-00  443-744  100-000 

100  parts  of  ammonium  platinic  chloride  correspond  to  11-76 
parts  of  ammonium  oxide. 

c.  Nitrogen  gas  is  colorless,  tasteless,  and  inodorous ;  it  mixes 
with  air,  without  producing  the  slightest  coloration ;  it  does  not 
affect  vegetable  colors.  Its  specific  gravity  is  0-996971.*  One 
litre  weighs  at  0°,  and  0*76  metre  bar.,  1-254035  grm.  It 
is  difficultly  soluble  in  water,  1  volume  of  water  absorbing,  at  0®, 
and  0-76  pressure,  0-02035  vol. ;  at  10%  0-01607  vol. ;  at  15^, 
0-01478  vol.  of  nitrogen  gas  (Bunsen). 

BASIC  RADICALS  OF  THE  SECOND  GROUP. 
§71. 
1.  Barhtm. 
Barium  is  weighed  as  barium  sulphate,  babium  carbonate, 

and  BARIUM  SILIC50FLU0RIDE. 

a.  Artificially  prepared  barium  ^dphate  presents  the  appear- 
ance of  a  fine  white  powder.     When  recently  precipitated,  it  is 

*  According  to  Regnault,  0-97187. 
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diffictilt  to  obtain  a  clear  filtrate,  especially  if  the  precipitation  was 
effected  in  the  cold,  and  the  solution  contains  neither  hydrochloric 
acid  nor  ammonium  chloride.  It  is  as  good  as  insoluble  in  cold 
and  in  hot  water.  (1  part  of  the  salt  requires  more  than  400,000 
parts  of  water  for  solution.)  It  has  a  great  tendency,  upon  pre- 
cipitation, to  carry  down  with  it  other  substances  contained  in  the 
solution  from  which  it  separates,  more  particularly  barium  nitrate, 
nitrates  and  chlorates  of  the  alkali  metals,  ferric  oxide,  &c.  Several 
of  the  impurities,  such,  for  instance,  as  potassium  or  sodium  chlo- 
rates, may  be  removed  by  igniting  the  barium  sulphate,  moistening 
with  hydrochloric  acid,  evaporating  the  latter  off  and  exhausting 
the  residue  with  water ;  other  impurities  again,  such  as  potassium 
or  sodium  nitrates,  cannot  be  removed  by  this  treatment.  Even 
the  precipitate  obtained  from  a  solution  of  barium  chloride  by 
means  of  sulphuric  acid  in  excess  contains  traces  of  barium  chloride, 
which  it  is  impossible  to  remove,  even  by  washing  with  boiling 
water,  but  which  are  dissolved  by  nitric  acid  (Siegle).  Cold  dilute 
acids  dissolve  trifling,  yet  appreciable  traces  of  barium  sulphate ; 
for  instance,  1000  parts  of  nitric  acid  of  1  -082  sp.  gr.  dissolve  0*062 
parts  (Calvbkt),  1000  parts  of  hydrochloric  acid  containing  3  per 
cent,  dissolve.  0*06  parts.*  Gold  concentrated  acids  dissolve  con- 
siderably more ;  thus,  1000  parts  of  nitric  acid  of  1-167  sp.  gr.  dis- 
solve 2  parts  (Calvebt).  Boiling  hydrochloric  acid  also  dissolves 
appreciable  traces;  thus 230  c.  c.  hydrochloric  acid  of  1*02  sp.  gr. 
were  found,  after  a  quarter  of  an  hour's  boiling  with  0'679  grm. 
barium  sulphate,  to  have  dissolved  of  it  0*048  grm.  Acetic  acid 
dissolves  less  barium  sulphate  than  the  other  acids ;  thus,  80  c.  c. 
acetic  acid  of  1*02  sp.  gr.  were  found,  after  a  quarter  of  an  hour's 
boiling  with  0  '4  grm.,  to  have  dissolved  only  0*002  grm.  (Siegle). 
Free  chlorine  considerably  increases  its  solubility  (O.  L.  Erdmann). 
Several  salts  more  particularly  interfere  with  the  precipitation  of 
barium  by  sulphuric  acid.  I  observed  this  some  time  ago  with 
magnesium  chloride,  but  ammonium  nitrate  (Mfitentzwey),  alkali 
nitrates  generally,*  and  more  particularly  alkali  citrates  (Spiller), 
possess  this  property  in  a  high  degree.  In  the  last  case  the  pre- 
cipitate appears  on  the  addition  of  hydrochloric  acid.  If  a  fluid 
contains  metaphosphoric  acid,  barium  cannot  be  completely  pre- 
cipitated out  of  it  by  means  of  sulphuric  acid  ;  the  resulting  pre- 
cipitate too  contains  phosphoric  acid  (Scheerer,  Rübe).    Barium 

*  Zeitsehr.f,  anal,  Chom.,  nc,  63. 
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Buiphate  disBolvefi  in  considerable  quantity  in  concentrated  sulphuric 
add,  but  separates  again  on  dilution.  It  is  as  good  as  insoluble 
in  a  boiling  solution  of  ammonium  sulphate  (1  in  4).  Barium 
sulphate  remains  quite  unaltered  in  the  air,  at  100°,  and  even  at 
a  red  heat.  At  a  strong  white  heat  it  loses  sulphuric  acid  (Boüs- 
singault).*  On  ignition  with  charcoal,  or  under  the  influence  of 
reducing  gases,  it  is  converted  comparatively  easily,  but  as  a  rule 
only  partially,  into  barium  sulphide.  On  ignition  with  ammonium 
chloride,  barium  sulphate  undergoes  partial  decomposition.  It  is 
not  affected,  or  affected  but  very  slightly,  by  cold  solutions  of  the 
hydrogen  carbonates  of  the  alkali  metals  or  of  ammonium  carbo- 
nate ;  solutions  of  normal  sodium  and  potassium  carbonates  when 
cold  have  only  a  slight  decomposing  action  upon  it ;  but  when 
boiling,  and  upon  repeated  application,  they  effect  at  last  the 
complete  decomposition  of  the  salt  (H.  Rose).  By  fusion  with 
sodium  or  potassium  carbonate,  barium  sulphate  is  readily  decom- 
posed. 

COMPOSmON. 

Qr^  ^0^-p  __BaO  .  .  .  .  1Ö3-40   65-70 
&<J.<Q>i^a-gQ^   ....   8007   34-30 


233-47  100  00 

J.  Artificially  prepared  barium  carbonate  presents  the  appear- 
ance of  a  white  powder.  It  dissolves  in  14137  parts  of  cold,  and  in 
15421  parts  of  boiling  water  (Expt.  Xo.  17).  It  dissolves  far  more 
readily  in  solutions  of  ammonium  chloride  or  ammonium  nitrate; 
from  these  solutions  it  is,  however,  precipitated  again,  though  not 
completely,  by  caustic  ammonia.  In  water  containing  free  carbonic 
acid,  barium  carbonate  dissolves  to  an  acid  carbonate.  In  water  con- 
taining ammonia  and  ammonium  carbonate,  it  is  nearly  insoluble, 
one  part  requiring  about  141000  parts  (Expt.  No.  18).  Its  solution 
in  water  has  a  very  faint  alkaline  reaction.  Alkali  citrates  and 
mctaphosphates  impede  the  precipitation  of  barium  by  ammonium 
carbonate.  It  is  unalterable  in  the  air,  and  at  a  red  heat.  When 
exposed  to  the  strongest  lieat  of  a  blast-furnace,  it  slowly  yields  up 
the  whole  of  its  carbonic  acid  ;  this  expulsion  of  the  carbonic  acid 
is  promoted  by  the  simultaneous  action  of  aqueous  vapor.  Upon 
heating  it  to  redness  with  diarcoal,  caustic  baryta  is  formed,  with 
evolution  of  carbon  monoxide. 

*  Z^itsc/ir.f.  analyU  Chem.,  vn,  244. 
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COMPOSITION. 


nf\^O^j.^  _  BaO     ....    153-4         77-71 
CU<Q>i5a-  (jQ^      ....      44  22-29 


197-4       100  00 

c.  Bari^um  süioofluoride  forms  small,  hard,  and  colorless  crys- 
tals, or  (more  generally)  a  crystalline  powder.  It  dissolves  in  3800 
parts  of  cold  water ;  in  hot  water  it  is  more  readily  soluble  (Expt. 
No.  19).  The  presence  of  free  hydrochloric  acid  increases  its  solu- 
bility considerably  (Expt.  No.  20).  Ammonium  chloride  acts  also 
in  the  same  way  (1  part  silicofluoride  of  barium  dissolves  in  428 
parts  of  saturated,  and  589  parts  of  dilute  solution  of  ammonium 
chloride.  J.  W.  Mallet).  In  common  alcohol  it  is  almost  insoluble. 
It  is  unalterable  in  the  air,  and  at  100° ;  when  ignited,  it  is  decom- 
posed into  silicon  fluoride,  which  escapes,  and  barium  fluoride, 
which  remains. 

COMPOSmON. 

BaF,    .     .     .    175-5     62-66       Ba  .     . 
SiF,      .     .     .    104-6     37-34       Si    .     . 
F    . 


137-4 

28-4 
114.3 

49-05 
10-14 
40-81 

2SU-1 

10000 

280-1    100-00 


§72. 
2.  Strontium. 
Strontium   is  weighed  either  as  strontium  sulphate,  or  as 

STRONTIUM  CARBONATE. 

a.  Strontium  ml/phate^  artificially  prepared,  is  a  white  powder, 
sometimes  dense  and  crystalline,  sometimes  loose  and  bulky.  It 
dissolves  in  6895  parts  of  cold,  and  9638  parts  of  boiling  water 
(Expt.  No.  21).  In  water  containing  sulphuric  acid,  it  is  still  more 
difficultly  soluble,  requiring  from  11000  to  12000  parts  (Expt.  No. 
22).  Of  cold  hydrochloric  acid  of  8-5  per  cent.,  it  requires  474  pai-ts ; 
of  cold  nitric  acid  of  4*8  per  cent.,  432  parts ;  of  cold  acetic  acid  of 
15-6  per  cent,  of  HC,H,0„  as  much  as  7843  parts  (Expt.  No.  23). 
It  dissolves  in  solutions  of  potassium  chloride  and  magnesium  chlo- 
ride,  in  quantity  which  increases  with  the  concentration,  also  in  solu- 
tions of  sodium  chloride  and  calcium  chloride  in  greatest  quantity 
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when  the  solutions  are  of  medium  concentration  (A.  Vieck*)  ;  it 
it  is  precipitated  from  these  solutions  by  sulphuric  acid.  Meta- 
phosphoric  acid  (Scheerer,  Rube),  and  also  alkali  citrates,  but  not 
free  citric  acid  (Spiller),  impede  the  precipitation  of  strontium  by 
sulphuric  acid.  It  is  as  good  as  insoluble  in  absolute  alcohol,  in 
common  alcohol,  and  in  a  boiling  solution  of  ammonium  sulphate 
(1  in  4).  It  does  not  alter  vegetable  colors ;  and  remains  unaltered 
in  the  air,  and  at  a  red  heat.  When  exposed  to  a  most  intense  red 
heat,  it  fuses  with  loss  of  a  small  quantity  of  sulphuric  acid  (M. 
Darmstadt  t);  all  the  sulphuric  acid  will  escape  on  very  strong 
ignition  continued  for  a  length  of  time  (Boü88INOAULt:j:).  When 
ignited  with  charcoal,  or  under  the  influence  of  reducing  gases,  it 
is  converted  into  strontium  sulphide.  Solutions  of  acid  and  nor- 
mal carbonates  of  potassium,  sodium,  and  ammonium  decompose 
strontium  sulphate  completely  at  the  common  temperature,  even 
when  considerable  quantities  of  alkali  sulphates  are  present  (H. 
Rose).  .  Boiling  promotes  the  decomposition. 

ooMPOsrrioN. 
Gn^0^o_SrO     .     .     .     103-60  56-41 


183-67         100-00 

h.  Strontium  carbonate^  artificially  prepared,  is  a  white,  soft, 
loose  powder.  It  dissolves,  at  the  common  temperature,  in  18045 
parts  of  water  (Expt.  No.  24) :  presence  of  ammonia  diminishes 
its  solubility  (Expt.  No.  25).  It  dissolves  pretty  readily  in  solu- 
tions of  ammonium  chloride  and  ammonium  nitrate,  but  is  precipi' 
tated  again  from  these  solutions  by  ammonia  and  ammonium  car- 
bonate, and  more  completely  than  barium  carbonate  under  similar 
circumstances.  Water  impregnated  with  carbonic  acid  dissolves  it 
as  an  acid  carbonate.  Its  reaction  is  very  feebly  alkaline.  Alkali 
citrates  and  metaphosphates  impede  the  precipitation  of  strontium 
by  alkali  carbonates.  Ignited  with  access  of  air  it  is  infusible, 
but  when  exposed  to  a  most  intense  heat,  it  fuses  and  gradually 
loses  its  carbonic  acid.  On  ignition  with  charcoal,  strontium  oxide 
is  formed,  with  evolution  of  carbon  monoxide  gas. 

♦  Zeitschr.f,  analyt,  Ckem.,  i,  478.  ^2b.,  vi,  37G.  lib,,  vii,  244. 
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OOMPOSmON. 


nn^O.    Q^      SrO    .     .    .      103-6  70-19 

CO<Q>8r  =  (.Q^    .     .     .        440  29-81 


147-6         100-00 

§73. 
3.  Calcium. 

Calcium  is  weighed  either  as  calcium  sulphate,  calcium  cab- 
BONATE,  or  CALCIUM  OXIDE ;  to  convert  it  iüto  the  latter  forms,  it 
is  first  usuallj  precipitated  as  calcium  oxalate. 

a.  Artificially  prepared  anhydrous  calcium  sulphate  is  a  loose, 
white  powder.  It  dissolves,  at  the  common  temperature,  in  430 
parts,  at  100*^,  in  460  parts  of  water  (Pogoiale).  Presence  of 
hydrochloric  acid,  nitric  acid,  ammonium  chloride,  sodium  sulphate, 
or  sodium  chloride,  increases  its  solubility.  It  dissolves  with  com- 
parative ease,  especially  on  gently  warming,  in  aqueous  solution  of 
sodium  thiosulphate  (Diehl),  and  also  in  a  boiling  solution  of 
ammonium  sulphate  (1  in  4).  The  aqueous  solution  of  calcium 
sulphate  does  not  alter  vegetable  colors.  In  alcohol  of  90  per  cent 
or  stronger  it  is  almost  absolutely  insoluble.  Exposed  to  the  air, 
it  slowly  absorbs  water.  It  remains  unaltered  at  a  dull-red  heat. 
Heated  to  intense  bright  redness,  it  fuses,  losing  weight  consider- 
ably from  loss  of  sulphuric  acid  (Al.  Mitscheblich  *).  On  long 
ignition  at  a  white  heat  all  the  sulphuric  acid  escapes  (ßoussiN- 
OAULTf).  On  ignition  with  charcoal,  or  under  the  influence  of 
reducing  gases,  it  is  converted  into  calcium  sulphide.  Solutions 
of  normal  and  acid  carbonates  of  the  alkali  metals  decompose  cal- 
cium sulphate  more  readily  still  than  strontium  sulphate. 

COMPOSmON. 

R^^O^p^_CaO  .  .  .  66-10    41-20 
ÖU.  <  Q  >  oa  -  gQ^   ,  .   .  80-07    68-80 


136-17   100-00 

5.   Calcium  carbonate  artificially  produced  by  the  precipitation 
of  a  calcium  salt  with  ammonium  carbonate  is  at  first  loose  and 

♦  Jiwr./.  prakt.  Chem.,  Lxxxiii,  48Ö.  t  ZeitKhr.f.  andlyt,  Chem.,  vii,  224. 
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amorphous,  bat  after  some  time  becomes  a  white,  fine,  crystalline 
powder,  which  under  the  microscope  has  sometimes  the  form  of 
calcite,  sometimes  that  of  aragonite.  It  is  very  slightly  soluble 
in  water.  By  protracted  boiling  1  litre  of  water  dissolves  0'034r 
grm.  according  to  A.  W.  Hofmann,  or  0'036  grm.  according  to 
C.  Weltzibn;  so  one  part  requires  28500  parts  of  water  for  solu- 
tion. The  solution  has  a  barely-perceptible  alkaline  reaction.  In 
water  containing  ammonia  and  ammonium  carbonate  the  crystal- 
lized salt  dissolves  much  more  sparingly  (Expt.  No.  26),  one 
part  requiring  about  65000  parts ;  this  solution  is  not  precipitated 
by  ammonium  oxalate.  Amorphous  calcium  carbonate  is  alsa 
much  more  insoluble  in  water  containing  ammonia  than  in  pure 
water  (Divebs*).  Presence  of  amimonium  chloride  and  of  anmao- 
nium  nitrate  increases  the  solubility  of  calcium  carbonate  ;  but  the 
salt  is  precipitated  again  from  these  solutions  by  ammonia  and 
ammonium  carbonate,  and  more  completely  than  barium  carbonate 
under  similar  circumstances.  Normal  salts  of  potassium  and  sodium, 
and  also  normal  calcium  and  magnesium  salts  (Hunt),  likewise 
increase  its  solubility,  the  precipitation  of  calcium  by  the  alkali 
carbonates  is  completely  prevented  or  considerably  interfered  with 
by  the  presence  of  alkali  citrates  (Spiller)  or  metaphosphatea 
(Rube).  Water  impregnated  with  carbonic  acid  dissolves  calcium 
carbonate  as  acid  carbonate.  Calcium  carbonate  remains  unaltered 
in  the  air  at  100°,  and  even  at  a  low  red  heat ;  but  upon  the  appli- 
cation of  a  stronger  heat,  more  particularly  with  free  access  of  air, 
it  gradually  loses  its  carbonic  acid.  By  means  of  a  gas  blowpipe- 
lamp,  calcium  carbonate  (about  0*5  grm.),  in  an  open  platinum 
crucible,  is  without  difficulty  reduced  to  calcium  oxide ;  attempts 
to  effect  complete  reduction  over  a  spirit  lamp  with  double  draught 
have,  however,  failed  (Expt.  No.  27).  It  is  decomposed  far  more 
readily  when  ignited  with  charcoal,  giving  off  its  carbonic  acid  in 
the  form  of  carbon  monoxide. 


OOMPOSmON. 

co<8>c«=g^° : : ; 

.     661 

.     44-0 

100-1 

66-04 
43-96 

100-00 

•  Jour.  Chem.  8oc,  1870,  362. 
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c.  Calcium  oxalate^  precipitated  from  hot  or  concentrated  boIu* 
tions,  is  a  fine  white  powder  consisting  of  infinitely  minute  indis- 
tinct crystals,  and  almost  absolutely  insoluble  in  water.  The  salt 
has  the  formula,  CaC,0^  +  H,0.  When  precipitated  from  cold, 
extremely -dilute  solutions,  the  salt  presents  a  more  distinctly  crys- 
talline appearance,  and  consists  of  a  mixture  of  CaC,0^  +  H,0  and 
CaC,0^  +  3H,0  (SoucHAY  and  Lenssen).  Presence  of  free  oxalic 
acid  and  acetic  acid  slightly  increases  the  solubility  of  calcium 
oxalate.  The  stronger  acids  (hydrochloric  acid,  nitric  acid)  dissolve 
it  readily ;  from  these  solutions  it  is  precipitated  again  unaltered, 
by  alkalies,  and  also  (provided  the  excess  of  acid  be  not  too  great) 
by  alkali  oxalates  or  acetates  added  in  excess.  Calcium  oxalate 
does  not  dissolve  in  solutions  of  potassium  chloride,  sodium  chlo- 
ride, ammonium  chloride,  barium  chloride,  calcium  chloride,  and 
strontium  chloride,  even  though  these  solutions  be  hot  and  concen- 
trated ;  but,  on  the  other  hand,  it  dissolves  readily  and  in  appreci- 
able quantities,  in  hot  solutions  of  the  salts  belonging  to  the  mag- 
nesium group.  From  these  solutions  it  is  reprecipitated  by  an 
excess  of  alkali  oxalate  (Souchat  and  Lenssen).  Alkali  citrates 
(Spillee)  and  metaphosphates  (Rube)  impede  the  precipitation  of 
lime  by  alkali  oxalates.  When  treated  with  solutions  of  many  of 
the  heavy  metals,  e,g,^  with  solution  of  cupric  chloride,  silver 
nitrate,  &c.,  calcium  oxalate  suffers  decomposition,  a  soluble  cal- 
cium salt  being  formed,  and  an  oxalate  of  the  heavy  metal,  which 
separates  immediately,  or  after  some  time  (Reynoso).  Calcium 
oxalate  is  unalterable  in  the  air,  and  at  100°.  Dried  at  the  latter 
temperature,  it  has  invariably  the  following  composition  (Expt.  No. 
28,  also  SorcHAY  and  Lenssen*). 

CO-Ov  CaO     .     .     .     66-100       38-39 

I  >Ca4-H,0=C,0,    .     .     .     72-000       49-28 

CO-0/  H,0     .     .    .     18016       12-33 

146-116     100-00 

At  205^  calcium  oxalate  loses  its  water,  without  undergoing 
decomposition;  at  a  somewhat  higher  temperature,  still  scarcely 
reaching  dull  redness,  the  anhydrous  salt  is  decomposed,  without 
actual  separation  of  carbon,  into  carbon  monoxide  and  calcium 
carbonate.     The  powder,  which  was  previously  of  snowy  whiteness, 

♦  Annal.  d.  Chsm.  und  Pharm,,  c,  823. 
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transiently  aBsumes  a  gray  color  in  the  course  of  this  process,  even 
though  the  oxalate  be  perfectly  pure.  Upon  continued  applica- 
tion of  heat  this  gray  color  disappears  again.  If  the  calcium 
oxalate  is  heated  in  small,  coherent  fragments,  such  as  are  obtained 
upon  drying  the  precipitated  salt  on  a  filter,  the  commencement 
and  progress  of  the  decomposition  can  be  readily  traced  by  this 
transient  appearance  of  gray.  If  the  process  of  heating  be  con- 
ducted properly,  the  residue  will  not  contain  a  trace  of  calcium 
oxide.  Hydrated  calcium  oxalate  exposed  suddenly  to  a  dull-red 
heat,  is  decomposed  with  considerable  separation  of  carbon.  By 
ignition  over  the  gas  blowpipe  calcium  oxalate  is  converted  into 
calcium  oxide. 

d.  Calcium  oxide  obtained  by  continued  strong  ignition  of  the 
oxalate  or  carbonate  appears  as  a  white,  infusible  powder,  unalter- 
able by  ignition.  By  standing  in  the  air  it  attracts  water  and  car- 
bonic acid,  but  not  rapidly  enough  to  interfere  with  accurate 
weighing  (Expt.  No.  29).  By  treatment  with  a  littl^  water 
calcium  hydroxide  is  formed  with  evolution  of  much  heat;  on 
igniting  again  the  water  of  hydration  is  readily  and  completely 
removed.  Pure  calcium  oxide  dissolves  in  dilute  hydrochloric 
acid  with  evolution  of  heat,  but  without  eflEervescence. 

§74. 

4.  Magnesium. 

Magnesium  is  weighed  as  maonesittm  sulphate,  magnesium 
PYK0PH08PHATE,  or  MAGNESIUM  OXIDE.  To  couvcrt  it  iuto  thc  pyro- 
phosphate, it  is  precipitated  as  normal  ammonium  magnesium  phos- 

l»HATE. 

a.  Anhydrous  magnesium  sulphate  presents  the  appearance  of 
a  white,  opaque  mass.  It  dissolves  readily  in  water.  It  is  nearly 
altogether  insoluble  in  absolute  alcohol,  but  it  is  somewhat  soluble 
in  common  alcohol. 

It  does  not  alter  vegetable  colors.  Exposed  to  the  air  it  absorbs 
water  rapidly.  At  a  moderate  red  heat,  it  remains  unaltered ;  but 
when  heated  to  intense  redness,  it  undergoes  partial  decomposition, 
losing  part  of  its  acid,  after  which  it  is  no  longer  perfectly  soluble 
in  water.     By  means  of  a  gas  blowpipe  it  as  tolerably  easy  to  expel 
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the  whole  of  the  sulphuric  acid  from  small  quantities  of  magne-i 
sinm  sulphate  (Expt.  No.  30).  Ignited  with  ammonium  chloride 
magnesium  sulphate  is  not  decomposed. 

COMPOSITION. 

O^T^^_MgO    ....    40-80         83-48 


so.<5>Mg=lg^  :  :  :  :  iSw 


06-52 


120-37       100-00 

h.  Ammonium  m^agnesium  phosphate  is  a  white  crystalline 
powder.  It  dissolves,  at  the  common  temperature,  in  15293  parts 
of  cold  water  (Expt.  No.  31).  In  water  containing  ammonia,  it  is 
much  more  insoluble.  1000  grra.  of  a  mixture  of  3  parts  water 
and  1  part  ammonia  solution,  dissolved  only  a  quantity  correspond- 
ing to  0-004  grm.  pyi-ophosphate  (Kissel  *) ;  the  salt  was  consid- 
erably more  soluble  when  ammonium  chloride  was  also  present ; 
thus,  in  one  of  Kissel^  s  experiments  a  quantity  corresponding  to 
0011  grm.  pyrophosphate  was  dissolved  by  1000  grm.  fluid  con- 
taining 18  grm.  ammonium  chloride.  Presence  of  excess  of  mag- 
nesium sulphate  diminishes  the  solubility  in  dilute  ammonia,  even 
in  the  presence  of  ammonium  chloride,  to  such  an  extent  that  the 
quantity  dissolved  by  1000  grm.  fluid  cannot  be  estimated  (Kisskl); 
the  precipitate,  under  these  circumstances,  is  liable,  especially  in 
the  absence  of  umch  ammonium  chloride,  and  when  a  large  excess 
of  magnesium  sulphate  is  present,  to  contain  some  magnesium 
hydroxide  or  basic  magnesium  sulphate  (KuB£L,t  Kissel).  Sodium 
phosphate  also  diminishes  (to  about  the  same  extent  as  magnesium 
sulphate)  the  solubility  of  the  salt  in  water  containing  ammonium 
chloride  and  ammonia  (W.  Heintz  $).  It  dissolves  readily  in  acids, 
even  in  acetic  acid.  Its  composition  is  expressed  by  the  formula 
NH,MgPO,  +  6H,0.  5  raol.  of  water  escape  at  100°,  the  remain- 
ing water  together  with  ammonia  are  expelled,  at  a  red  heat,  leav- 
ing Mg,P,0,.  On  the  application  of  a  stronger  heat  the  mass 
passes  through  a  state  of  incandescence,  if  the  salt  were  pure ;  the 
weight  of  the  residue  is  not  affected.  The  incandescence  may  not 
take  place  at  all  in  the  presence  of  small  quantities  of  calcium  salts, 

* Zeitschr, /.  analyU  Chmn.,  viii,  173.         \  lb,,  viii,  125.         J i..,  ix,  1Ö. 
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of  other  magneBinm  salts,  or  of  silicic  acid.  It  is  occasioned  not 
by  the  passage  of  the  orthophosphate  into  the  pyrophosphate,  but 
by  the  passage  from  the  crystalline  to  the  amorphous  condi- 
tion (O.  Popp  *).  If  ammonium  magnesium  phosphate  is  dissolved 
in  dilute  hydrochloric  or  nitric  acid  and  ammonia  be  then  added 
to  the  solution,  the  salt  is  reprecipitated  completely,  or  more  cor- 
rectly, only  so  much  remains  in  solution  as  corresponds  to  its 
ordinary  solubility  in  water  containing  ammonia  and  ammonium 
salt. 

c.  Magnesvwm  pyrophospJuUe  presents  the  appearance  of  a 
white  mass,  often  slightly  inclining  to  gray.  It  is  barely  soluble  in 
water,  but  readily  so  in  hydrochloric  acid,  and  in  nitric  acid.  It 
remains  unaltered  in  the  air,  and  at  a  red  heat ;  at  a  very  intense 
heat  it  fuses  unaltered.  Exposed  at  a  white  heat  to  the  action  of 
hydrogen,  Mg,(POJ,  is  formed,  while  PH„  P  and  P.O.  escape. 
8Mg.P,0,  =  2Mg.(P0j,  +  P.O.  (STBUVKf).  It  leaves  the  color 
of  moist  turmeric-,  and  of  reddened  litmus-paper  unchanged.  If 
we  dissolve  it  in  hydrochloric  or  nitric  acid,  add  water  to  the  solu- 
tion, boil  for  some  time,  and  then  precipitate  with  ammonia  in 
excess,  we  obtain  a  precipitate  of  ammonium  magnesium  phosphate 
which,  after  ignition,  affords  less  Mg,P,0„  than  was  originally 
employed.  Webbb J  gives  the  loss  as  from  1-3  to  23  per  cent. 
My  experiments  (Expt.  No.  82)  confirm  this,  and  show  under 
what  conditions  the  loss  is  smallest.  By  long-continued 
fusion  with  mixed  potassium  and  sodium  carbonates,  magnesium 
pyrophosphate  is  completely  decomposed,  the  pyrophosphoric 
acid  being  re-converted  into  orthophosphoric.  If,  therefore, 
we  treat  the  fused  mass  with  hydrochloric  acid,  and  then 
add  water  and  ammonia,  we  re-obtain  on  igniting  the  precipitate 
the  whole  quantity  of  the  salt  used.  If  the  solution  of  magnesium 
pyrophosphate  in  nitric  acid  is  evaporated  to  dryness  a  white  resi- 
due is  left ;  if  this  is  heated  more  strongly  hyponitric  acid  is  liber- 
ated, and  the  residue  turns  the  color  of  cinnamon  ;  on  cooling  it  is 
yellowish-white.  By  heating  still  more  strongly  to  incipient  red- 
ness, rapid  decomposition  sets  in,  more  hyponitric  acid  is  evolved, 
and  pure-white  magnesium  pyrophosphate  is  left.  Unless  the  heat 
is  applied  with  care  the  evolution  of  gas  may  be  so  rapid  as  to 
carry  away  particles  of  the  substance  (E.  Luck). 

•  ZeU9chT,  /.  analyi.  Chem.,  xni,  305.        f  *^oui''  /•  prakt.  Ohem.,  Lxxix,  849. 
tPogg.  Ann.,  lxxiii,  146. 
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PO<Q>Mg         2:^^Q  gQ.g  gg.gj 

222-6       100-00 


(?.  Mdgnedum  oxide  is  a  white,  light,  loose  powder.  It  dis- 
solves in  55,368  parts  of  cold,  and  in  the  same  proportion  of  boil- 
ing water  (Expt.  No.  83).  Its  aqueous  solution  has  a  very  slightly 
alkaline  reaction.  It  dissolves  in  hydrochloric  and  in  other  acids, 
without  evolution  of  gas.  Magnesium  oxide  dissolves  readily  and 
in  quantity,  in  solutions  of  normal  ammonium  salts,  and  also  in 
solutions  of  potassium  chloride  and  sodium  chloride  (Expt.  No. 
84)  and  potassium  sulphate  and.  sodium  sulphate  (K.  Wasinoton, 
Jr.)  it  is  more  soluble  than  in  water.  Exposed  to  the  air,  it  slowly 
absorbs  carbonic  acid  and  water.  Magnesium  oxide  is  highly  infusi- 
ble, remaining  unaltered  at  a  strong  red  heat,  and  fusing  super- 
ficially only  at  the  very  highest  temperature. 

COMPOSmON. 

Mg 24-8         60-80 

O       16-0        39-70 


40-3       100  00 

BASIC  RADICALS  OP  THE  THIRD  GROUP. 

§  75. 

1.  Aluminium. 

Aluminium  is  usually  precipitated  as  htdboxide,  occasionally  as 
BASIC  ACETATE  or  BA6I0  FORMATE,  and  always  weighed  as  aluminium 
oxmE. 

a.  Alwninium  hydroxide^  recently  precipitated  from  a  solu- 
tion of  an  aluminium  salt  by  an  alkali  is  translucent,  and  when 
dried  at  100°  has  the  formula,  A1,(0H),.  The  precipitate  inva- 
riably retains  a  minute  proportion  of  the  acid  with  which  the 
aluminium  was  previously  combined,  as  well  as  of  the  alkali  which 
has  served  as  the  precipitant ;  it  is  freed  with  difficulty  from  these 
admixtures  by  repeated  washing.     It  is  insoluble  in  pure  water ; 
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but  it  readily  dissolves  in  soda,  potassa,  and  ethylamine  (Sonnen- 
schein) ;  it  is  sparingly  soluble  in  ammonia,  and  insoluble  in  am- 
monium carbonate;  presence  of  ammonium  salts  greatly  diminishes . 
its  solubility  in  ammonia  (Expt.  Ko.  35).  The  corj*ectness  of  this 
statement  of  mine  in  the  first  edition  of  the  present  work,  has 
been  amply  confirmed  since  by  Malaouti  and  Durocheb  ;*  and 
also  by  experiments  made  by  my  former  assistant,  Mr.  J.  Fuchs. 
The  former  chemists  state  also  that,  when  a  solution  of  aluminium 
is  precipitated  with  ammonium  sulphide,  the  fiuid  may  be  filtered 
off  five  minutes  after,  without  a  trace  of  aluminium  in  it.  Fuchs 
did  not  find  this  to  be  the  case  (Expt.  No.  36).  Aluminium 
hydroxide,  recently  precipitated,  dissolves  readily  in  hydrochloric 
or  nitric  acid ;  but  after  filtration,  or  after  having  remained  for 
some  time  in  the  fiuid  from  which  it  has  been  precipitated,  it 
does  not  dissolve  in  these  acids  without  considerable  difiiculty, 
and  long  digestion.  Aluminium  hydroxide  shrinks  considerably 
on  drying,  and  then  presents  the  appearance  of  a  hard,  translucent, 
yellowish,  or  of  a  white,  earthy  mass.  When  ignited,  it  loses 
water,  and  this  loss  is  frequently  attended  with  slight  decrepitation, 
and  invariably  with  considerable  diminution  of  bulk.  Aluminium 
hydroxide  precipitated  from  a  solution  of  ahmiinium  in  potassa  or 
soda  by  ammonium  chloride  is  milk-white,  denser,  easier  to  wash, 
and  much  less  soluble  in  ammonia  than  the  variety  above  de- 
scribed. When  dried  at  100°,  it  has  the  formula  Al.O,  +  (H,0), 
(J.  LöwEt). 

J.  Aluminium  oxide  or  alumina,  prepared  by  heating  the 
hydroxide  to  a  moderate  degree  of  redness,  is  a  loose  and  soft  mass ; 
but  upon  the  application  of  a  very  intense  degree  of  heat,  it  con- 
cretes into  small,  hard  lumps.  At  the  most  intense  white  heat,  it 
fuses  to  a  clear  glass.  Ignited  alumina  is  dissolved  by  dilute  acids 
with  very  great  difiiculty ;  in  fuming  hydrochloric  acid,  it  dis- 
solves upon  long-continued  digestion  in  a  warm  place,  slowly,  but 
completely.  It  dissolves  tolerably  easily  and  quickly  by  first  heat- 
ing with  a  mixture  of  8  parts  of  concentrated  sulphuric  acid  and 
3  parts  of  water,  and  then  adding  water  (A.  Mrr8cnERLicH:|:). 
Ignition  in  a  current  of  hydrogen  gas  leaves  it  unaltered.  By 
fusion  with  potassium  disulphate,  it  is  rendered  soluble  in  water. 
Upon    igniting    alumina   with    ammonium    chloride,   aluminium 

*Ann.  de  Ohim.  et  de  Phys.,  8  Ser.  17,  421. 

t  ZeiUchr.  f,  analyt  CJiem.,  iv,  850.  %  Jowr.  /.  prakt.  Chem.,  lxxxi,  110. 
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cliloride  escapes ;  but  the  process  fails  to  effect  complete  volatili- 
zation of  the  alumina  (H.  Rose).  When  alumina  is  fused  at  a 
very  high  temperature,  with  ten  times  its  quantity  of  sodium  car- 
bonate, sodium  aluminate  is  formed,  which  is  soluble  in  water 
(K.  Kichter).  Placed  upon  moist  red  litmus-paper,  pure  alumina 
does  not  change  the  color  to  blue. 

COMPOSmON. 

Al, 54-2  53-03 

O, 480  46-97 


102-2  10000 

e.  If  to  the  solution  of  a  salt  of  aluminium,  sodium  carbonate 
or  ammonium  carbonate  be  added,  till  the  resulting  precipitate  only 
just  redissolves  on  stirring,  and  then  sodium  acetate  or  ammonium 
acetate  poured  in  in  abundance  and  the  mixture  boiled  some  time, 
the  aluminium  is  precipitated  almost  completely  as  basic  acetate  ia 
the  form  of  translucent  flocks,  so  that  if  the  filtrate  be  boiled  with 
ammonium  chloride  and  ammonia  only  unweighable  traces  of 
aluminium  hydroxide  separate.  If  the  quantity  of  sodium  acetate 
employed  be  too  small,  the  precipitate  appears  more  granular,  the 
filtrate  would  then  contain  a  larger  amount  of  aluminium.  The 
precipitate  cannot  be  very  conveniently  filtered  and  washed.  In 
washing  it  is  best  to  use  boiling  water,  containing  a  little  sodium 
acetate  or  ammonium  acetate.  The  precipitate  is  readily  soluble 
in  hydrochloric  acid. 

d.  If,  instead  of  the  acetates  mentioned  in  e,  the  corresponding 
formates  be  used,  a  flocculent  voluminous  precipitate  of  basic 
aluminium  formate  is  obtained,  which  may  be  very  readily  washed 
(Fr.  Schulze*). 

§  76. 

2.  Chromium. 

Chromium  is  usually  precipitated  as  chromic  hydroxide,  and 
always  weighed  as  chromic  oxide. 

a.  Chromic  hydroxide  recently  precipitated  from  a  green  solu- 
tion, is  greenish-gray,  gelatinous,  insoluble  in  water :  it  dissolves 
readily,  in  the  cold,  in  solutions  of  potassa  or  soda,  to  a  dark  green 
fluid ;  it  dissolves  also  in  the  cold,  but  rather  sparingly,  in  solution 

*  Clum.  Ceniralbl.  1861,  8. 
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of  ammonia,  to  a  light  violet  red  fluid.  In  acids  it  diseoWcs 
readily,  with  a  dark  green  color.  Presence  of  ammonium  chloride 
exercises  no  influence  upon  the  solubility  of  the  hydroxide  in 
ammonia.  Boiling  effects  the  complete  separation  of  the  hydroxide 
from  its  solutions  in  potassa,  or  ammonia  (Expt.  No.  37).  The 
dried  hydroxide  is  a  greenish-blue  powder;  it  is  converted  into 
oxide  with  loss  of  water  at  a  gentle  red  heat. 

6.  Chromic  owide,  produced  by  heating  the  hydroxide  to  dull 
redness,  is  a  dark  green  powder ;  upon  the  application  of  a  higher 
degree  of  heat,  it  assumes  a  lighter  tint,  but  suffers  no  diminution 
of  weight;  the  transition  from  the  darker  to  the  lighter  tint  is 
marked  by  a  vivid  incandescence  of  the  powder.  The  feebly 
ignited  oxide  is  diflicultly  soluble  in  hydrochloric  acid,  and  the 
strongly  ignited  oxide  is  altogether  insoluble  in  that  acid.  It 
remains  unaltered  when  ignited  with  ammonium  chloride,  or  in 
a  current  of  hydrogen.  By  fusion  with  sodium  carbonate  and 
potassium  nitrate,  potassium  Chromate  is  formed. 

ooMPOsrrioN. 

Cr,    ...     .     104-2  68-46 

O,      ....       48-0  31-54 


152-2  100-00 

BASIC  RADICALS  OP  THE  FOURTH  GROUP. 

§T7. 

1.  Zinc. 

Zinc  is  weighed  in  the  form  of  oxide  or  sulphide  ;  it  is  precipi- 
tated as  BASIC  CARBONATE,  Or  aS  SULPHIDE. 

a.  Basic  zinc  carbonate^  recently  precipitated,  is  white,  floccu- 
lent,  nearly  insoluble  in  water — (one  part  requiring  44600  parts, 
Expt.  No.  38  —but  i-eadily  soluble  in  potassa,  soda,  ammonia,  am- 
monium carbonate,  and  acids.  The  solutions  in  soda  or  potassa,  if 
concentrated,  are  not  altered  by  boiling ;  but  if  dilute,  nearly  all 
the  zinc  present  is  thrown  down  as  a  white  precipitate.  From  the 
solutions  in  ammonia  and  ammonium  carbonate,  especially  if  they 
are  dilute,  zinc  is  likewise  separated  upon  boiling.  When  a  neutral 
solution  of  zinc  is  precipitated  with  sodium  carbonate  or  potassium 
carbonate,  carbonic  acid  is  set  free,  since  the  precipitate  formed  is  not 
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ZnCO,,  but  consists  of  a  compound  of  zinc  hydroxide,  with  normal 
carbonate  in  proportions  varying  accoixling  to  the  concentration  of 
the  sohition,  and  to  the  mode  of  precipitation.  Owing  to  the 
presence  and  action  of  this  carbonic  acid,  part  of  the  zinc  remains 
in  solution ;  if  filtered  cold,  therefore,  the  filtrate  gives  a  precipi- 
tate with  ammonium  sulphide.  But  if  the  solution  is  precipitated 
boiling,  and  kept  at  that  temperature  for  some  time,  the  precipi- 
tation of  the  zinc  is  complete  to  the  extent  that  the  filtrate  is  not 
rendered  turbid  by  ammonium  sulphide ;  still,  if  the  filtrate,  mixed 
with  ammonium  sulphide,  be  allowed  to  stand  at  rest  for  many 
hours,  minute  and  almost  unweighable  flakes  of  zinc  sulphide  will 
separate  from  the  fluid.  The  precipitate  of  zinc  carbonate, 
obtained  in  the  manner  just  described,  may  be  completely  freed 
from  all  admixture  of  alkali  by  washing  with  hot  water.  If 
ammonium  salts  be  present,  the  precipitation  is  not  complete  till 
every  trace  of  ammonia  is  expelled.  If  the  solution  of  a  zinc  salt 
is  mixed  with  potassium  or  sodium  carbonate  in  excess,  the  mix- 
ture evaporated  to  dryness,  at  a  gentle  heat,  and  the  residue 
treated  with  cold  water,  a  perceptible  proportion  of  the  zinc  is 
obtained  in  solution  as  double  carbonate  of  zinc  and  potassium  or 
sodium ;  but  if  the  mixture  is  evaporated  to  dryness,  at  a  boiling 
heat,  and  the  residue  treated  with  hot  water,  tlie  whole  of  the 
zinc,  with  the  exception  of  an  extremely  minute  proportion,  as  we 
have  already  had  occasion  to  observe,  is  obtained  as  zinc  carbonate. 
The  dried  basic  zinc  carbonate  is  a  brilliant,  white,  loose  powder ; 
exposure  to  a  red  heat  converts  it  into  oxide. 

J.  Zinc  oxide,  produced  from  the  carbonate  *by  ignition,  is  a 
white  light  powder,  with  a  slightly  yellow  tint.  When  heated,  it 
acquires  a  yellow  color,  which  disappears  again  on  cooling.  Upon 
ignition  with  charcoal,  carbon  monoxide  and  zinc  fumes  escape. 
By  igniting  in  a  rapid  current  of  hydrogen,  metallic  zinc  is  pro- 
duced; whilst  by  igniting  in  a  feeble  current  of  hydrogen, 
crystallized  zinc  oxide  is  obtained  (St.  Claire  Deville).  In  the 
latter  case,  too,  a  portion  of  the  metal  is  reduced  and  volatilized. 
Zinc  oxide  is  insoluble  in  water.  Placed  on  moist  turmeric  paper, 
it  does  not  change  the  color  to  brown.  In  acids,  zinc  oxide  dis- 
solves readily  and  without  evolution  of  gas.  Ignited  with  ammo- 
nium chloride,  fused  zinc  chloride  is  produced  which  volatilizes 
with  very  great  difficulty  if  the  air  is  excluded :  but  readily  and 
completely,  with  free  access  of  air,  and  with  ammonium  chloride 
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fnmes.  Mixed  with  a  suflSciency  of  powdered  sulphur  and  ignited 
in  a  stream  of  hydrogen,  the  corresponding  amount  of  sulphide  ia 
obtained  (H.  Eose). 


Zn  .     . 
0    .    . 

COMPOSITION. 

.     .     .    65-4 
.     .     .    16-0 

80-344 
19-656 

81-4  100-000 

c.  Zinc  svlphidey  recently  precipitated,  is  a  white,  loose  hydrate. 
The  following  facts  should  here  be  mentioned  with  regard  to  its 
precipitation.*  Colorless  ammonium  sulphide  precipitates  dilute 
solutions  of  zinc,  but  only  slowly;  yellow  ammonium  sulphide 
does  not  precipitate  dilute  solutions  of  zinc  (1  :  5000)  at  all.  Am- 
monium chloride  favors  the  precipitation  considerably.  Free 
ammonia  acts  so  as  to  keep  the  precipitate  somewhat  longer  in 
suspension,  otherwise  it  exerts  no  injurious  influence.  If  the  con- 
ditions which  I  shall  lay  down  are  strictly  observed,  zinc  may  be 
precipitated  by  ammonium  sulphide  from  a  solution  containing 
only  -sTnAnnr«  Hydrated  zinc  sulphide  on  account  of  its  slimy 
nature  easily  stops  up  the  pores  of  the  filter,  and  cannot  therefore 
be  washed  without  difficulty  on  a  filter.  The  washing  is  best 
performed  by  using  water  containing  ammonium  sulphide,  and 
continually  diminished  quantities  of  ammonium  chloride  (at  last 
none)  (see  Expt.  No.  89).  The  hydrate  is  insoluble  in  water,  in 
caustic  alkalies,  alkali  carbonates,  and  the  monosulphides  of  the 
alkali  metals.  It  dissolves  readily  and  completely  in  hydrochloric 
and  in  nitric,  but  only  very  sparingly  in  acetic  acid.  When  dried, 
the  precipitated  zinc  sulphide  is  a  white  powder ;  when  air-dried 
its  composition  is  3ZnS  +  2H,0  ;  dried  at  100°,  2ZnS  +  H,0  ; 
at  150"*,  4ZnS  +  H,0  (A.  SoucHAYf).  On  ignition  it  loses  the 
whole  of  its  water.  During  the  latter  process  some  hydrogen 
sulphide  escapes,  and  the  residue  contains  some  oxide.  By  roast- 
ing in  the  air,  and  intense  ignition,  small  quantities  of  zinc 
sulphide  may  be  readily  converted  into  the  oxide.  On  igniting 
the  dried  zinc  sulphide,  mixed  with  powdered  sulphur,  in  a  stream 
of  hydrogen,  the  pure  anhydrous  sulphide  is  obtained  (H.  Rose). 
The  latter  suffers  no  loss  of  weight  worth  mentioning  by  ignition 
for  five  minutes  over  the  gas  blowpipe ;  but  if  such  ignition  ip 

*  Jour.f.  praki.  Chem.,  Lxxxii,  268.         f  ZeiUehr,/.  analyt.  Chem.,  vn,  78. 
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very  protracted  the  loss  of  weight   becomes  considerable   (Al. 
Classen*). 

composition. 

Zn 65-40  67-10 

S 3207  32-90 


97-47  100-00 

§  78. 
2.  Manganese. 
Manganese  is  weighed  either  as  pbotosesquioxidb  (manganoso< 

MANGANIO    oxide),    aS    SULPHIDE,    aS    MANGANOUS     SULPHATE,    Or    äB 

pyrophosphate.    With  the  view  of  converting  it  into  these  forms, 
it  is  precipitated  as  manganous  cabbonate,  manganous  htdbox- 

IDE,  MANGANESE   DIOXIDE,  Or  AMMONIUM   MANGANESE   PHOSPHATE. 

a.  Manganese  carbanatej  recently  precipitated,  is  white,  floccu- 
lent,  nearly  insoluble  in  pure  water,  but  somewhat  more  soluble  in 
water  impregnated  with  carbonic  acid.  Presence  of  sodium  car- 
bonate or  potassium  carbonate  does  not  increase  its  solubility. 
Recently  precipitated  manganese  carbonate  dissolves  pretty  readily 
in  ammonium  chloride :  it  is  owing  to  this  property  that  a  solution 
of  manganese  cannot  be  completely  precipitated  by  potassium  or 
sodium  carbonate,  in  presence  of  ammonium  chloride  (or  any  other 
ammonium  salt),  until  the  latter  is  completely  decomposed.  If 
the  precipitate,  while  still  moist,  is  exposed  to  the  air,  or  washed 
with  water  impregnated  with  air,  especially  if  it  is  in  contact  with 
alkali  carbonate,  it  slowly  assumes  a  dirty  brownish-white  color,  part 
of  it  becoming  converted  into  hydrated  protosesquioxide.  Even 
long-continued  washing  will  not  remove  the  last  traces  of  alkali 
salt  from  the  precipitate.  The  wash-water  often  comes  through 
turbid.  If  the  filtrate  and  wash-water  are  evaporated  to  dryness 
and  the  residue  is  treated  with  boiling  water,  the  small  traces  of 
manganous  carbonate  which  were  partly  dissolved  and  partly  sus- 
pended will  remain  behind  in  the  form  of  hydrated  protosesqui- 
oxide. Dried  by  pressure  the  precipitate  is  white,  and  consists  of 
MnCO,  +  H,0 ;  dried  in  a  vacuum  it  consists  of  2(MnC0,)  -f  H,0 
(E.  PRioRf)  ;  when  dried  with  free  access  of  air,  the  powder  is  of 
a  dirty-white  color.     When   strongly  heated  with  access  of  air, 

♦  ZeUschr.f.  analyi,  Chem.,  iv.  421.  t  ^*..  ▼!«»  ^^ 
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this  powder  first  turns  black,  and  changes  subsequently  to  brown 
protosesquioxide  of  manganese.  However,  this  conversion  takes 
some  time,  and  must  never  be  held  to  be  completed  until  two 
weighings,  between  which  the  precipitate  has  been  ignited  again 
with  free  access  of  air,  give  perfectly  corresponding  results.  On 
igniting  the  manganous  carbonate,  mixed  with  powdered  sulphur, 
in  a  stream  of  hydrogen,  manganese  sulphide  is  obtained  (H.  Rosb). 

I,  Manganovs  hydroxide  recently  thrown  down  forms  a 
white,  flocculent  precipitate,  barely  soluble  in  water  and  alkalies, 
but  soluble  in  ammonium  chloride ;  it  immediately  absorbs  oxygen 
from  the  air,  and  turns  brown,  owing  to  the  formation  of  hydrated 
protosesquioxide.  On  drying  it  in  the  air,  a  brown  powder  is 
obtained  which,  when  heated  to  intense  redness,  with  free  access 
of  air,  is  converted  into  protosesquioxide,  and  on  ignition  with 
sulphur,  in  a  stream  of  hydrogen,  is  converted  into  sulphide. 

c,  Protosesquioxide  of  mcmganese^  artificially  produced,  is  a 
brown  powder.  All  the  oxides  of  manganese  are  finally  converted 
into  this  by  strong  ignition  in  the  air.  Each  time  it  is  heated  it 
assumes  a  darker  color,  but  its  weight  remains  unaltered.  It  is 
insoluble  in  water,  and  does  not  alter  vegetable  colors.  If  ignited 
with  ammonium  chloride,  it  is  converted  into  the  manganous 
chloride.  When  heated  with  concentrated  hydrochloric  acid,  it 
dissolves  to  chloride  with  evolution  of  chlorine  (Mn,0^  +  8HC1  = 
3MnCl,  +  201  +  4B[,0).  On  ignition  with  sulphur  in  a  jStream 
of  hydrogen  it  is  converted  into  sulphide  (H.  Rose).  On  ignition 
in  oxygen  it  is  converted  into  manganic  oxide  (ScHNEroER).  On 
ignition  in  hydrogen  it  is  converted  into  manganous  oxide. 

COMPOSmON. 

Mn,  .  .  .  .  165        72-05 
0 64        2795 


229       100.00 

d.  M(mgcmese  dioxide  is  occasionally  produced  in  analysis  bj 
exposing  a  concentrated  solution  of  manganous  nitrate  to  ? 
gradually  increased  temperature.  At  140°  brown  flakes  separate, 
at  155°  much  nitrous  acid  is  disengaged,  and  the  whole  of  the 
manganese  separates  as  anhydrous  dioxide.  It  is  brownish-black, 
and  is  deposited  on  the  sides  of  the  vessel,  with  metallic  lustre.  It 
is  insoluble  in  weak  nitric  acid,  but  dissolves  to  a  small  amount  in 
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hot  and  concentrated  nitric  acid  (Deville).  In  hydrochloric  acid 
it  dissolves  with  evolution  of  chlorine,  in  concentrated  sulphuric 
acid  with  liberation  of  oxygen.  The  dioxide  is  also  sometimes 
obtained  in  the  hydrated  condition  in  analytical  separations,  thus 
when  we  precipitate  a  solution  of  a  manganous  salt  with  sodium 
hypochlorite,  or,  after  addition  of  sodium  acetate,  with  bromine  or 
chlorine  in  the  heat.  The  brownish-black  flocculent  precipitate 
thus  obtained,  contains  alkali,  from  which  it  cannot  be  well  freed 
by  washing. 

e.  Mangcmese  sulphide^  prepared  in  the  wet  way,  generally 
forms  a  flesh-colored  precipitate.  I  must  make  a  few  remarks 
with  reference  to  its  precipitation.*  This  is  eflfected  but  incom- 
pletely if  we  add  to  a  pure  manganous  solution  only  ammonium 
sulphide,  no  matter  whether  it  be  colorless  or  yellow,  while  it  is 
perfectly  effected  if  ammonium  chloride  be  used  in  addition.  A 
large  quantity  even  of  ammonium  chloride  does  not  impede  the 
precipitation.  Ammonia  in  small  quantity  is  not  injurious,  but  in 
large  quantity  it  interferes  with  complete  precipitation,  especially 
in  the  presence  of  ammonium  polysulphide  (A.  CLAssENf).  In  all 
cases  we  must  allow  to  stand  at  least  24  hours,  and  with  very 
dilute  solutions  48  hours,  before  filtering.  Colorless  or  slightly 
yellow  ammonium  sulphide  is  the  most  appropriate  precipitant. 
In  the  presence  of  ammonium  chloride  even  a  large  excess  of 
ammonium  sulphide  is  uninjurious.  If  the  precipitation  is  con- 
ducted as  directed,  the  manganese  can  be  precipitated  from  solu- 
tions which  contain  an  amount  equivalent  to  only  ^  ^  ^^^  ^  q  of  the 
manganous  oxide.  If  the  flesh-colored  hydrated  sulphide  remains 
some  time  under  the  fluid,  from  which  it  was  precipitated,  it 
sometimes  becomes  converted  into  the  green  anhydrous  sulphide,  j: 
This  conversion  is  more  likely  to  take  place  when  a  large  excess  of 
ammonium  sulphide  has  been  used ;  heating  favors  it,  ammonium 
chloride  hinders  it.  The  conversion  is  occasionally  rapid.  The 
green  sulphide  thus  obtained  consists  of  eight-sided  tables  dis- 
tinctly visible  under  the  microscope  (F.  Muck§).  In  acids  (hydro- 
chloric, sulphuric,  acetic,  &c.)  the  hydrated  sulphide  dissolves  with 
evolution  of  hydrogen  sulphide.  If  the  precipitate,  while  still 
moist,  is  exposed  to  the  air,  or  washed  with  water  impregnated  with 
air,  it  changes  to  brown,  hydrated  protosesquioxide  of  manganese 

*  J&um.  /.  prakU  Cham,,  lxxxii,  266.  f  Zeitschr.f,  aruüyt  Chsm.,  vni,  870. 
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being  formed,  together  with  a  small  portion  of  manganous  salphate. 
Hence  in  washing  the  hydrate  we  always  add  some  ammonium  sul- 
phide to  the  wash-water,  and  keep  the  filter  as  full  as  possible  with 
the  same.  We  guard  against  the  filtrate  running  through  turbid, 
by  adding  gradually  decreasing  quantities  of  ammonium  chloride  to 
the  wash-water  (at  last  none).  (Expt.  No.  40.)  On  igniting  the 
precipitate  mixed  with  sulphur  in  a  stream  of  hydrogen  the 
anhydrous  sulphide  remains.  If  we  have  gently  ignited  during 
this  process,  the  product  is  light  green;  if  we  have  strongly 
ignited,  it  is  dark  green  to  black.  Neither  the  green  nor  the 
black  sulphide  attracts  oxygen  or  water  quickly  from  the  air 
(H.  Eose).  The  anhydrous  sulphide  is  also  readily  soluble  in 
dilute  acids. 

COMPOSITION. 

Mn      ....     6500  6317 

S 32-07  36-83 


87-07  100-00 

y.  Anhydrous  mangarums  sulphate,  produced  by  exposing  the 
crystallized  salt  to  the  action  of  heat,  is  a  white,  friable  mass, 
readily  soluble  in  water.  It  resists  a  very  faint  red  heat ;  but 
upon  exposure  to  a  more  intense  red  heat,  it  suffers  more  or  less 
complete  decomposition — oxygen,  sulphur  dioxide,  and  sulphur 
trioxide  being  evolved,  and  protosesquioxide  of  manganese  re- 
maining behind.  Ignited  with  sulphur  in  a  stream  of  hydrogen  it 
is  transformed  into  sulphide  (H.  Rose). 


SO.  <  g  >  Mn  = 


CX)MP08inON. 

MnO     .    . 
SO.  .     .    . 

71-00 
80-07 

47-00 
63-00 

151-07  100-00 


g.  Ammonium  m/mgcmese  phosphate. — Gibbs*  says  that  this 
precipitate  is  insoluble  in  boiling  water,  but  I  have  not  found  this 
to  be  the  case.  My  results  are  that  1  part  dissolves  in  32092  parts 
of  cold  water,  in  20122  parts  boiling  water,  and  17755  parts  of 
water  containing  -^  of  ammonium  chloride.     It  has  the  formula 

^Sülim.  Amer.  Joum,  (ii),  44,  216. 
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NH^MnPO^  +  H,0.  It  presents  pale  pink  scales  of  pearly 
lustre,  which  sometimes  turn  reddish  on  the  filter.  On  ignition  it 
is  converted  into  manganese  pyrophosphate. 

A.  Manga7iese  pyrophosphate  is  the  white  residue  left  on  the 
ignition  of  the  preceding. 

COMPOSmON. 

/P0<g>Mn_2^^Q     .     .     .142  50 

\P0<g>Mn~P-Ö-       .     .     .142  ^ 

284  100 

§79. 
3.  Nickel. 

Nickel  is  precipitated  as  hydboxide,  and  as  sulphide.  It  is 
weighed  in  the  form  of  nickelous  oxide,  of  metallic  nickel,  or 
of  anhydrous  btiokelous  sulphate. 

a.  jVickdous  hydroxide  forms  an  apple-green  precipitate, 
almost  absolutely  insoluble  in  water.  When  precipitated  from  a 
solution  of  the  chloride  or  sulphate,  it  retains  some  of  the  acid 
even  after  long  washing  (Teichmann*).  It  is  also  very  difficult  to 
remove  the  last  traces  of  alkali.  It  dissolves  with  some  difficulty 
in  ammonia  and  ammonium  carbonate,  far  more  readily  in  the 
presence  of  an  ammonium  salt.  From  these  solutions  it  is  com- 
pletely precipitated  by  excess  of  potassa  or  soda ;  application  of 
heat  promotes  the  precipitation.  It  is  unalterable  in  the  air ;  on 
ignition,  it  passes  into  nickelous  oxide. 

h.  Nickelous  oxide  is  a  dirty  grayish-green  powder.  When 
obtained  by  heating  the  nitrate  to  redness,  it  always  contains  some 
nickelic  oxide,  and  requires  very  strong  and  protracted  ignition  for 
conversion  into  the  pure  green  nickelous  oxide  (W.  J.  Kussell). 
It  is  insoluble  in  water,  but  readily  soluble  in  hydrochloric  acid. 
It  does  not  affect  vegetable  colors.  It  suffers  no  variation  of 
weight  upon  ignition  with  free  access  of  air.  Mixed  with  am- 
monium chloride  and  ignited,  it  is  reduced  to  metallic  nickel 
(H.  Kose)  ;  it  is  also  easily  reduced  by  ignition  in  hydrogen  or 
carbon  monoxide. 

COMPOSITION. 

Ni  .  .  .  58-7     78-58 
O   .  .  .   160      21-42 


74-7     100-00 


*AnnaL  d.  Chem.  v.  Phann.,  clvi,  17. 
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c%  MetcbUic  nickel  obtained  by  the  reduction  of  nickelons  oxide 
with  hydrogen  has  the  form  of  a  gray  powder,  or  if  the  heat  has 
be^n  very  strong,  and  it  lias  melted,  it  is  lustrous  and  white  like 
silver.  It  is  unaltered  in  weight  by  ignition  in  hydrogen ;  when 
ignited  in  the  air  it  is  superficially  oxidized.  It  is  attracted  by 
the  magnet.  It  is  dissolved  slowly  by  hydrochloric  acid  and  dilute 
sulphuric  acid,  and  readily  by  moderately  strong  nitric  acid. 

d.  Anhydrous  nickdoua  suLphaU  obtained  by  evaporating  a 
solution  of  the  chloride,  nitrate,  &c.,  with  sulphuric  acid  is  yellow, 
soluble  in  water  to  a  green  fluid.  The  hydrous  salt  may  be 
rendered  anhydrous  without  loss  of  acid  by  cautious  heating  in  a 
platinum  dish,  but  at  low  redness  it  begins  to  blacken  at  the  edges 
and  loses  acid  (F.  Gauhe*). 

e,  Hydrated  nickdoua  ml/phide^  prepared  in  the  wet  way, 
forms  a  black  precipitate,  insoluble  in  water.  I  must  make  some 
observations  on  its  precipitation.f  In  order  to  precitate  the  nickel 
from  a  pure  solution  completely  and  with  ease,  ammonium  chloride 
must  be  present ;  it  is  not  enough  to  add  ammonium  sulphide 
alone.  A  large  quantity  even  of  ammonium  chloride  produces  no 
injurious  effect.  In  the  pi*esence  of  free  ammonia,  on  the  con- 
trary, some  nickel  remains  in  solution.  In  this  case,  the  super- 
natant fluid  appears  brown.  As  precipitant,  colorless  or  light- 
yellow  ammonium  sulphide  containing  no  free  ammonia  should  be 
used,  a  large  excess  must  be  avoided.  If  the  directions  given  are 
adhered  to— allowing  to  stand  48  hours — the  nickel  may  be  pre- 
cipitated by  means  of  ammonium  sulphide,  from  solutions  con- 
taining only  goo^()o  of  the  oxide.  As  the  precipitate  is  liable  to 
take  up  oxygen  from  the  air,  being  transformed  into  sulphate,  a 
little  ammonium  sulphide  is  mixed  with  the  wash-water,  to  which 
also  it  is  advisable  to  add  ammonium  chloride  (less  and  less — ^at 
last  none);  the  filter  should  be  kept  full  (Expt.  No.  41).  Brown 
filtrates,  containing  nickel  sulphide  in  solution,  may  be  freed  from 
the  latter  by  acidulation  with  acetic  acid,  and  boiling  some  time. 
The  sulphide  falls  down,  and  may  now  be  filtered  off.  It  is  very 
sparingly  soluble  in  concentrated  acetic  acid,  somewhat  more 
soluble  in  hydrochloric  acid.  It  is  more  readily  soluble  still  in 
nitric  acid,  but  its  best  solvent  is  nitro-hydrochloric  acid.  It  loses 
its  water  upon  the  application  of  a  red  heat ;  when  ignited  in  the 
air,  it  is  transformed  into  a  basic  compound  of  nickelous  oxide 
with  sulphuric  acid.    Mixed  with  sulphur  and  ignited  in  a  stream 

♦  ZeiUchr,  f,  analyi.  Ohem.,  iv,  190.       jJoum,  f,  prakt,  Ohem.,  Lxxxii,  2Ö7. 
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of  hydrogen,  a  fused  mass  remains,  of  pale  yellow  color  and  me- 
tallic lustre.  This  consists  of  ISTi^S,  but  its  composition  is  not 
perfectly  constant  (F.  Gaühb  ^).  On  heating  a  solution  of  a  nickel- 
ous  salt  with  an  excess  of  sodium  thiosulphate  in  a  sealed  glass 
tube  at  120**,  all  the  nickel  will  be  precipitated  in  the  course  of 
half  an  hour  as  a  sulphide  (2NiCl.  +  2Na,S,0,  =  Ni,S  +  2NaCl 
-|-  Ka,S,0,).  The  sulphide  so  obtained  is  black,  and  unchange- 
able in  air ;  it  may  be  readily  washed,  is  almost  unaffected  by 
hydrochloric  or  dilute  sulphuric  acid,  and  it  may  be  converted 
into  nickelous  sulphate  by  dissolving  it  in  nitric  acid  and 
evaporating  the  solution  with  sulphuric  acid  (W.  GiBBsf). 
[Nickel  may  be  precipitated  as  a  sulphide,  dense  in  form,  easy 
to  wash,  and  not  readily  oxidizing  by  contact  with  air,  by  proceed- 
ing as  follows :  To  the  solution,  which  should  be  concentrated  and 
contain  a  liberal  quantity  of  ammonium  salts,  add  ammonia  (if 
necessary)  to  alkaline  reaction,  then  acetic  acid  to  sUght  acid  reac- 
tion, also  ammonium  or  sodium  acetate,  and  heat  to  boiling. 
Transmit  H,S  gas  through  the  boiling  solution.  Since  much  free 
acetic  acid  prevents  complete  precipitation,  it  is  necessary  some- 
times when  much  nickel  is  present  to  partially  neutralize  once  or 
twice  the  acid  set  free  during  the  process.] 

§  80. 

4.  Cobalt. 

Cobalt  is  weighed  in  the  pure  metallio  state,  or  as  oobaltoüs 
SULPHATE.  Besides  the  properties  of  these  substances,  we  have  to 
study  also  those  of  oobaltotts  hydroxide,  of  the  sulphide,  and  of 

the  TRIPOTA88IUM   COBALTIC   NITRITE. 

a,  Cdbaltoua  hydroxide, — Upon  precipitating  a  solution  of  a 
cobaltous  salt  with  potassa,  a  blue  precipitate  (a  basic  salt)  is 
formed  at  first,  which,  upon  boiling  with  potassa  in  excess,  exclud- 
ed from  contact  of  air,  changes  to  light  red  cobaltous  hydroxide ; 
if,  on  the  contrary,  this  process  is  conducted  with  free  access  of 
air,  the  precipitate  becomes  discolored,  and  finally  black,  part  of 
the  cobaltous  hydroxide  being  converted  into  cobaltic  hydroxide. 
But  the  hydroxide  prepared  in  this  way,  retains  always  a  certain 
quantity  of  the  acid,  and,  even  after  the  most  thorough  washing 

"""  ♦  ZeiUe?ir,  /.  analyt,  Chem,,  iv,  191. 
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with  hot  water,  also  a  small  amount  of  the  alkaline  precipitant. 
The  latter,  however,  is  not  enough  to  spoil  the  accuracy  of  the 
results  (H.  Bose,  F.  Gauhe*).  Cobaltous  hydroxide  is  insoluble 
in  water,  and  also  in  dilute  potassa ;  it  is  somewhat  soluble  in  very 
concentrated  potassa,  and  readily  in  ammonium  salts.  When  dried 
in  the  air,  it  absorbs  oxygen,  and  acquires  a  brownish  color.  By 
strong  ignition  it  is  converted  into  cobaltous  oxide  (even  if  some 
higher  oxide  had  formed  from  boiling  or  drying  in  the  air) ;  if 
cooled  with  exclusion  of  air,  as  in  a  current  of  carbon  dioxide, 
pure  light.brown  cobaltous  oxide  will  be  left ;  if  cooled,  on  the 
contrary,  with  access  of  air,  it  is  more  or  less  changed  to  black 
protosesquioxide  (cobaltoso-cobaltic  oxide)  (W.  J.  RussELLf).  By 
ignition  in  a  current  of  hydrogen,  metallic  cobalt  is  left,  from 
which  any  traces  of  alkali  may  now  be  almost  completely  removed 
by  boiling  water. 

J.  The  inetaUic  cobalt  obtained  according  to  a,  or  by  igniting 
the  chloride  or  the  protosesquioxide  (produced  by  igniting  the 
nitrate)  in  hydrogen  is  a  grayish-black  powder,  which  is  attracted 
by  the  magnet,  and  is  more  difficultly  fusible  than  gold.  If  the 
reduction  has  been  effected  at  a  faint  heat,  the  finely  divided  metal 
bums  in  the  air  to  protosesquioxide  of  cobalt,  which  is  not  the 
case  if  the  reduction  has  been  effected  at  an  intense  heat.  Cobalt 
does  not  decompose  water,  either  at  the  common  temperature, 
or  upon  ebullition — except  sulphuric  acid  be  present,  in  which 
case  decomposition  will  ensue.  Heated  with  concentrated  sul- 
phuric acid,  it  forms  cobaltous  sulphate,  with  evolution  of  sulphur 
dioxide.     In  nitric  acid  it  dissolves  readily  to  cobaltous  nitrate. 

c.  Cobalt  sulphide^  produced  in  the  wet  way,  forms  a  black 
precipitate,  insoluble  in  water,  alkalies,  and  alkali  sulphides.  With 
regard  to  its  precipitation,:|: — this  is  effected  but  slowly  and  im- 
perfectly by  ammonium  sulphide  alone ;  in  the  presence  of  am- 
monium chloride  however,  it  takes  place  quickly  and  completely. 
Free  ammonia  is  not  injurious  ;  it  is  all  one,  whether  colorless  or 
yellow  ammoniui^  sulphide  is  employed.  If  the  directions  given 
are  observed,  cobalt  may  be  precipitated  from  a  solution  contain- 
ing no  more  than  g  ^  t^  ^  ^  of  the  protoxide.  In  the  moist  con- 
dition, exposed  to  the  air,  it  oxidizes  to  sulphate.  In  washing  it, 
therefore,  water  containing  ammonium  sulphide  is  employed,  and 
the  filter  is  kept  full.     It  is  advisable  also  to  mix  a  little  ammo- 

*  Zeitse?ir.f.  analyt.  Ch&fn.,  iv,  54.  +  Ib.,  ii,  471. 
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nium  chloride  with  the  wash-water,  but  its  quantity  should  be 
gradually  decreased,  and  the  last  water  used  must  contain  none. 
It  is  but  sparingly  soluble  in  acetic  acid  and  in  dilute  mineral 
acids,  more  readily  in  concentrated  mineral  acids,  and  most  readily 
in  warm  nitro-hydrochloric  acid.  Mixed  with  sulphur  and  ignited 
in  a  stream  of  hydrogen,  we  obtain  a  product  which  varies  in 
composition  according  to  the  temperature  employed.  The  residue 
is  therefore  not  suited  for  the  determination  of  cobalt  (H.  Bose). 
Cobalt  can  be  precipitated  as  sulphide  completely  in  the  presence 
of  a  very  small  amount  of  free  acetic  acid  by  hydrogen  sulphide, 
or  by  heating  with  an  excess  of  sodium  thiosulphate  in  a 
sealed  tube  (W.  Gibbs,  ZeiUchr.f.  a/nalyt.  Chem.^  in,  390),  in 
the  same  manner  as  nickel  (see  §  79,  e).  Cobalt  sulphide  may  be 
converted  into  cobaltous  sulphate  by  heating  in  the  air,  moistening 
with  nitric  acid,  evaporating  with  sulphuric  acid  and  igniting. 

d.  Cobaltou8  sulphate  crystallizes,  in  combination  with  7  aq., 
slowly  in  oblique  rhombic  prisms  of  a  fine  red  color.  The  crystals 
yield  the  whole  of  the  water,  at  a  moderate  heat,  and  are  con- 
verted into  a  rose-colored  anhydrous  salt,  which  bears  the  applica- 
tion of  a  low  red  heat  without  losing  acid.  At  a  stronger  heat  the 
edges  become  black  and  some  sulphuric  acid  escapes  (F.  Gauhe*). 
It  dissolves  rather  difficultly  in  cold,  but  more  readily  in  hot  water. 

coMPosrrioN. 

V 

Qn    /  O  ^  ^^  _  CoO     ....     75-00         48'37 
feU.  <  Q  >  CO  _  gQ^  ^^.^^         51  .ß3 

155 -07       100-00 

e.  Tripotasdum  cobaitic  nitrite. — If  a  solution  of  a  opbalt  salt 
(not  too  dilute)  is  mixed  with  excess  of  potassa  and  then  with 
acetic  acid  till  the  precipitate  is  redissolved,  and  a  concentrated 
solution  of  potassium  nitrite  previously  acidified  with  acetic  acid  is 
added,  first  a  dirty,  brownish  precipitate  forms  which  gradually 
turns  yellow  and  crystalline,  especially  on  the  application  of  a 
gentle  heat  (N.  W.  FiscHERf).  The  composition  of  this  precipi- 
tate corresponds  to  the  formula  (KNO,),Co,(NO,)e  -f-  aq  = 
CoK,(NO,),  +  ^q- (S^'^lek)-  Dried  at  100°  its  composition  is 
somewhat  variable  (Stbomeyer,  Erdmann:{:).      It  is  decidedly 

*  ZeiUehr,  /.  anaiffU  Chem.,  iv,  65.  f  ^^9-  -4n»  ,  lxxii,  477. 
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soluble  in  water,  less  in  potassium  acetate  whether  neutral  or 
acidified  with  acetic  acid,  not  in  potassium  acetate  to  which  some 
potassium  nitrite  haCB  been  added,  not  in  potassium  nitrite,  nor  in 
80-per  cent,  alcohol.  On  washing  with  water  or  solution  of  potas- 
sium acetate;  unless  potassium  nitrite  is  added,  nitric  oxide  is  con- 
stantly evolvied  in  small  quantities.  It  is  decomposed  with  separa- 
tion of  brown  cobaltic  hydroxide,  with  diflSculty  by  solution  of 
potassa,  with  ease  by  soda  or  baryta.  On  being  moistened  with 
sulphuric  acid  and  ignited  (finally  with  addition  of  ammonium 
carbonate)  it  leaves  2(CoSO,)  +  3(K,S0,),  but  there  is  a  diffi- 
culty in  driving  off  all  the  excess  of  acid  without  decomposing  the 
cobaltous  sulphate.  The  yellow  salt  is  soluble  in  hydrochloric 
acid ;  potassa  precipitates  the  whole  of  the.  cobalt  from  this  solu- 
tion as  hydroxide. 

§  81. 
5.  Febrocs  Iron;   and  6.  Ferric  Iron. 

Iron  is  usually  weighed  in  the  form  of  ferric  oxide,  occasion- 
ally as  sulphide.  We  have  to  study  also  the  ferric  hydroxide, 
the  ferric  succinate,  the  ferric  acetate,  and  the  ferric  formate. 

■a.  Ferric  hydroxide^  recently  prepared,  is  a  reddish-brown 
precipitate,  insoluble  in  water,  in  dilute  alkalies,  and  in  ammonium 
salts,  but  readily  soluble  in  acids ;  it  shrinks  very  greatly  on 
drying.  When  dry,  it  presents  a  brown,  hard  mass,  with  shining 
conchoidal  fracture.  If  the  precipitant  alkali  is  not  used  in  excess, 
the  precipitate  contains  basic  salt ;  on  the  other  hand,  if  the  alkali 
has  been  used  in  excess,  a  portion  of  it  is  invariably  carried  down 
in  combination  with  the  ferric  hydroxide, — on  which  account 
ammonia  alone  can  properly  be  used  in  analysis  for  this  purpose. 
Under  certain  circumstances,  for  instance,  by  protracted  heating  of 
a  solution  of  ferric  acetate  on  the  water-bath  (which  turns  the 
solution  from  blood-red  to  brick-red,  and  makes  it  appear  turbid 
by  reflected  light),  and  subsequent  addition  of  some  sulphuric  acid 
or  salt  of  an  alkali,  a  reddish-brown  hydrated  ferric  oxide  is  pro- 
duced, which  is  insoluble  in  cold  acids,  even  though  concentrated, 
and  is  not  attacked  even  by  boiling  nitric  acid  (L.  Pean  de  St. 
Gilles*). 

Closely  allied  to  ferric  hydroxide  are  the  highly  basic  salts 
obtained  by  mixing  dilute  cold  solutions  of  ferric  salts,  best  ferric 
chloride,  with  much  ammonium  chloride,  cautiously  adding  am- 

*Jaurn,f.  prakt.  C/iem  ,  lxvi,  187. 
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inonium  carbonate  till  the  flnid  on  standing  in  the  cold  instead  of 
becoming  clear  turns  more  turbid  if  anything,  and  then  boiling. 
The  precipitates,  thus  produced  in  the  fluid  which  still  retains  its 
acid  reaction,  contain  the  whole  of  the  iron  present  and  play  an 
important  part  in  analytical  separations.  They  should  be  washed 
with  boiling  water  containing  ammonium  chloride,  being  soluble  to 
a  slight  extent  in  pure  water.  They  are  not  suitable  for  ignition, 
as  ferric  chloride  might  occasionally  escape  from  them. 

ft.  Ferric  hydroxide  is,  upon  ignition,  converted  into  ferric 
oxide.  If  the  hydroxide  has  been  superficially  dried  only,  the 
violent  escape  of  steam  from  the  lumps  is  likely  to  occasion  loss ; 
but  if  it  has  been  dried  as  much  as  possible  by  suction  and  still 
remains  moist,  it  may  be  ignited  without  fear  of  loss.  Pure  ferric 
oxide,  when  placed  upon  moist  reddened  litmus-paper,  does  not 
change  the  color  to  blue.  It  dissolves  slowly  in  dilute,  but  more 
rapidly  in  concentrated  hydrochloric  acid;  the  application  of  a 
moderate  degree  of  heat  effects  this  solution  more  readily  than 
boiling.  With  a  mixture  of  8  parts  concentrated  sulphuric  acid 
and  3  parts  water,  it  behaves  in  the  same  manner  as  alumina.  The 
weight  of  ferric  oxide  does  not  vary  upon  ignition  in  the  air; 
when  ignited  with  ammonium  chloride,  ferric  chloride  escapes. 
Ignition  with  charcoal,  in  a  closed  vessel,  reduces  it  more  or  less. 
Strongly  ignited  with  sulphur  in  a  stream  of  hydrogen,  it  is  trans- 
formed into  ferrous  sulphide. 

OOMPOSmON. 

Fe. 111-8  69-96 

O, 48-0  30-04 


159-8  100-00 

c.  Ferrous  sulphide^  produced  in  the  wet  way,  forms  a  black 
precipitate.  The  ioUowing  facts  are  to  be  noticed  with  regard 
to  its  precipitation.*  Ammonium  sidphide  used  alone,  whether 
qolorless  or  yeUow,  precipitates  pure  neutral  solutions  of  ferrous 
salts,  but  slowly  and  imperfectly.  Ammonium  chloride  acts  very 
favorably ;  a  large  excess  even  is  not  attended  with  inconvenience. 
Ammonia  has  no  injurious  action.  It  is  all  the  same  whether  the 
ammonium  sulphide  be  colorless  or  light  yellow.    If  the  direo- 

*  Jvuin. /.  prakt.  Chun,,  ljlxxii,  968. 
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tions  given  are  observed,  iron  may  be  precipitated  by  means  of 
ammonium  sulphide,  from  solutions  containing  only  TFrrfffinr  ^^ 
ferrous  oxide.  In  such  a  case,  however,  it  is  necessary  to  allow  to 
stand  forty-eight  hours.  Since  the  precipitate  rapidly  oxidizes  in 
contact  with  air,  ammonium  sulphide  is  to  be  added  to  the  wash- 
water,  and  the  filter  kept  full.  It  is  well  also  to  mix  a  little 
ammonium  chloride  with  the  wash-water,  but  the  quantity  should 
be  continually  reduced,  and  the  last  water  used  should  contain 
none.  In  mineral  acids,  even  when  very  dilute,  the  hydrated 
sulphide  dissolves  readily.  Mixed  with  sulphur,  and  strongly 
ignited  in  a  stream  of  hydrogen,  anhydrous  ferrous  sulphide  re- 
mains (H.  Kose). 

OOMFOSmON. 

Fe 55-90  6354 

S 32-07  36-46 


87-97  100-00 

d.  When  a  neutral  solution  of  a  ferric  salt  is  mixed  with  a 
neutral  solution  of  an  alkali  succinate,  a  cinnamon-colored  pre- 
cipitate of  a  brighter  or  darker  tint  of  a  hasio  ferric  stccoinate  is 
formed,  Fe(OH)C4H404 ,  succinic  acid  being  set  free.  From  the 
nature  of  this  precipitate  it  must  follow  that,  in  its  formation, 
one  equivalent  of  succinic  acid  (using  an  excess  of  ammonium 
succinate)  must  be  liberated,  as  follows : 

re.(SO  J.  +  3(NH0.CÄO,  +  2H.0 

=  2Fe(0II)C,H,0,  -f  3(NH,),S0,  -f  H.-C.HA. 

The  free  succinic  acid  does  not  exercise  any  perceptible  sol- 
vent action  upon  the  precipitate  in  a  cold  and  highly  dilute  solu- 
tion, but  it  redissolves  the  precipitate  a  little  more  readily  in  a 
warm  solution.  The  precipitate  must  therefore  be  filtered  cold, 
if  we  want  to  guard  against  re-solution.  Formerly  the  precipi- 
tate was  erroneously  supposed  to  consist  of  a  normal  salt,  de- 
composable by  hot  water  into  an  insoluble  basic  and  a  soluble  acid 
compound.  Basic  ferric  succinate  is  insoluble  in  cold,  and  but 
sparingly  soluble  in  hot,  water,  containing  for  every  equivalent  of 
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succinic  acid,  H,-C«H«0«,  from  18  to  30  equivalents  of 
Fe,0,.  It  dissolves  readily  in  mineral  acids.  Ammonia, 
especially  if  warm,  deprives  it  of  the  greater  portion  of  its  acid, 
leaving  compounds  which  are  highly  basic  ferric  succinates 
(Dopping). 

e.  If  to  a  solution  of  a  ferric  salt,  sodium  carbonate  be  added 
in  the  cold,  till  the  fluid  contains  no  more  free  acid,  and  in  con- 
sequence of  the  formation  of  basic  salt  has  become  deep  red,  but 
remains  still  perfectly  clear,  and  then  sodium  acetate  be  poured 
in  and  the  mixture  boiled,  the  whole  of  the  iron  will  be  precipi- 
tated as  hasic  ferric  acetate. 

The  precipitation  is  successfully  effected  in  this  operation  by 
having  the  ferric  salt  solution  sufficiently  dilute,  that  the  free 
acid  be  properly  neutralized,  and  that  sufficient  sodium  acetate  be 
added.  The  duration  of  boiling  is  of  little  consequence ;  when 
proper  proportions  have  been  used,  one  boiling-up  suffices.  Of 
course  it  is  understood  that  all  the  iron  must  be  ferric.  Instead 
of  sodiam  carbonate  or  acetate  the  corresponding  ammonium  salts 
will  answer  also.  The  precipitates  may,  as  a  rule,  be  filtered  off 
and  well  washed  without  any  ferric  oxide  passing  into  the  filtrate ; 
at  times,  however,  the  reverse  may  happen.  I  should  advise  not 
to  boil  longer  than  is  necessary  to  precipitate,  then  filter  while 
hot,  and  to  add  to  the  boiling  wash-water  some  sodium-  or  ammo- 
nium acetate ;  this  can  cause  no  inconvenience,  because  the  pre- 
cipitate is  usually  redissolved  in  hydrochloric  acid,  and  reprecipi- 
tated  with  ammonia  water. 

yi  Instead  of  the  sodium-  or  ammonium  acetate  used  in  e^  the 
corresponding  formates  may  be  used.  The  basic  ferric  formal 
obtained  in  this  case  is  more  easily  washed  than  the  basic  acetate 
(F.  Schulze).* 

*Chem.  CmtralblaU,  1861.  8. 


198  FORMS.  [§  82. 

BASIC  RADICALS  OF   THE  FIFTH  GROUP. 

§  82. 

1.    SiLVEK. 

Silver,  may  be  weighed  in  the  metallic  state,  as  chloride,  sul- 
phide, or  CYANID?. 

a.  Metallic  silver^  obtained  by  the  ignition  of  salts  of  silver 
with  organic  acids,  &c.,  is  a  loose,  white,  glittering  mass  of  metallic 
lustre ;  but,  when  obtained  by  reducing  silver  chloride,  &c.,  in  the 
wet  way,  by  zinc,  it  is  a  duUgray  powder.  It  fuses  at  about  1000°. 
Its  weight  is  not  altered  by  moderate  ignition.  It  may,  however, 
be  distilled  by  the  heat  of  the  oxy hydrogen  flame  (Chbistomanos*). 
It  dissolves  readily  and  completely  in  dilute  nitric  acid. 

h.  Silver  chloride^  recently  precipitated,  is  white  and  curdy. 
On  shaking,  the  large  spongy  flocks  combine  with  the  smaller 
particles,  so  that  the  fluid  becomes  perfectly  clear.  This  result  is, 
however,  only  satisfactorily  effected  when  the  flocks  have  been 
recently  precipitated  in  presence  of  excess  of  silver  solution  (com- 
pare G.  J.  Mulder  t).  Silver  chloride  is  in  a  very  high  degree 
insoluble  in  water,  and  in  dilute  nitric  acid ;  strong  nitric  acid,  on 
the  contrary,  does  dissolve  a  trace.  Hydrochloric  acid,  especially 
if  concentrated  and  boiling,  dissolves  it  very  perceptibly.  Accord- 
ing to  Pierre,  1  part  of  silver  chloride  requires  for  solution  200 
parts  of  strong  hydrochloric  acid  and  600  parts  of  a  dilute  acid, 
composed  of  1  part  strong  acid  and  2  parts  water.  On  sufficiently 
diluting  such  a  solution  with  cold  water  the  silver  chloride  is  pre- 
cipitated so  completely  tliat  the  filtrate  is  not  colored  by  hydrogen 
sulphide.  Silver  chloride  is  insoluble,  or  very  nearly  so,  in  con- 
centrated sulphuric  acid ;  in  the  dilute  acid  it  is  as  insoluble  as  in 
water.  In  a  solution  of  tartaric  acid  silver  chloride  dissolves  per- 
ceptibly on  warming ;  on  cooling,  however,  the  solution  deposits 
the  whole,  or,  at  all  events,  the  greater  part  of  it.  Aqueous  solu- 
tions of  chlorides  (of  sodium,  potassium,  ammonium,  calcium,  zinc, 

*ZeiUrhr,f.  arhalyt  Chem.,  vii.  299. 

t  Die  8ilherprobiTfMih4)de,  translated  into  German  by  D.  Chr.  Grimm,  pp. 
19  and  311.    Leipzig  :  J.  J.  Weber.    1859 . 
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&c,)  all  dissolve  appreciable  quantities  of  silver  chloride,  especiallj: 
if  they  are  hot  and  concentrated.  On  sufBcient  dilution  with  cold 
water  the  dissolved  portion  separates  so  completely  that  the  filtrate 
is  not  colored  by  hydrogen  sulplude.  The  solutions  of  alkali  and 
alkali-earth  nitrates  also  dissolve  a  little  silver  chloride.  The  solu- 
bility in  the  cold  is  trifling ;  in  the  heat,  on  the  contrary,  it  is  very 
perceptible.  A  strong  solution  of  silver  nitrate  dissolves  it  slightly, 
especially  in  the  heat ;  but  I  have  found  it  insoluble  in  a  moder- 
ately dilute  cold  solution  of  lead  nitrate.  The  action  of  mercuric 
salts  upon  it  is  remarkable.  When  well  washed  and  treated  with  a 
very  dilute  solution  of  mercuric  chloride  it  becomes  white  if  pre- 
viously a  little  blackened  by  light,  is  easily  diflhised  in  the  fluid, 
and  is  but  tardily  deposited.  This  depends  upon  the  mercuric  salt 
being  taken  up ;  if  the  silver  salt  is  washed  the  mercuric  salt  will 
be  removed.  Mercuric  nitrate  acts  in  a  similar  way,  but  a  certain 
quantity  of  silver  passes  at  the  same  time  into  solution.  Silver 
chloride  is  much  more  difficultly  dissolved  by  mercuric  acetate  than 
by  mercuric  nitrate ;  therefore,  if  you  have  a  solution  of  mercuric 
nitrate  containing  silver  chloride,  if  the  mercuric  salt  is  not  present 
in  enormous  quantity,  the  silver  may  be  almost  absolutely  thrown 
down  by  addition  of  an  alkali  acetate  (H.  Debeay*).  Solutions 
of  potash  and  soda  decompose  silver  chloride,  even  at  the  ordinary 
temperature,  more  readily  on  boiling ;  silver  oxide  separates,  and 
chloride  of  the  alkali  metal  is  formed.  Solution  of  sodium  or 
potassium  carbonate  decomposes  silver  chloride  only  very  imper- 
fectly even  on  boiling ;  after  long  boiling  decided  traces  of  chlorine 
are  found  in  the  filtrate.  Silver  chloride  dissolves  readily  in  aque- 
ous ammonia,  and  also  in  the  solution  of  potassium  cyanide  and 
that  of  sodium  thiosulphate.  According  to  Wallace  and  LamontI 
1  part  of  silver  chloride  dissolves  in  12*88  parts  of  strong  aqueous 
ammonia  t»f  089  sp.  gr.  Under  the  influence  of  light  silver  chlo- 
ride soon  changes  to  violet,  finally  black,  losing  chlorine,  and  pass- 
ing partly  into  Ag,Cl.  The  change  is  quite  superficial,  but  the 
loss  of  weight  resulting  is  very  appreciable  (Mulder,  op.  cit,^  p. 
21).  If  silver  chloride  that  has  become  violet  or  black  from  the 
influence  of  light  be  treated  with  aqueous  ammonia,  it  dissolves 
with  separation  of  a  very  small  quantity  of  metallic  silver,  Ag,Cl 
gives  AgCl  and  Ag  (WmsTEm).     On  long  contact  (say  for  24 

*  ZeUsehr,/.  Ch&m.,  xm,  848.  f  Chem.  Gaz.  1859.  187 
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bonrs)  with  water,  especially  at  75"",  silver  chloride,  although 
removed  from  the  influence  of  light,  becomes  gray,  and,  it  appears, 
decomposed ;  the  precipitate  is  found  to  contain  silver  oxide,  and 
the  water  hydrochloric  acid  (Mcldbb).  On  digestion  with  excess 
of  solution  of  potassium  bromide  or  iodide,  silver  chloride  is  com- 
pletely transformed  into  silver  bromide  or  iodide,  as  the  case  may 
be  (Field*).  On  drying,  silver  chloride  becomes  pulverulent ;  on 
heating  it  turns  yellow ;  at  260°  it  fuses  to  a  transparent  yellow 
fluid ;  at  a  very  high  heat  it  volatilizes  without  decomposition. 
On  cooling  after  fusion  it  presents  a*  colorless  or  pale  yellowish 
mass.  Fused  in  chlorine  gas,  it  absorbs  some  chlorine ;  on  cooling, 
this  escapes,  but  not  completely.  If  it  is  to  be  completely  expelled, 
and,  in  very  delicate  experiments  this  must  be  done,  we  pass  car- 
bon dioxide  before  allowing  to  cool  (St as  f).  Ignition  with  char- 
coal fails  to  effect  its  reduction  to  the  metallic  state  ;  but  it  may 
be  readily  so  reduced  in  a  current  of  hydrogen,  carburetted  hydro- 
gen, or  carbon  monoxide. 

OOMPOSmON. 

Ag  .....    .     107-92  76.27 

CI 35-46  24-73 


143-37  100.00 

c.  Silver  stUphicUy  prepared  in  the  wet  way,  is  a  black  precipi- 
tate, insoluble  in  water,  dilute  acids,  alkalies,  and  alkali  sulphides. 
It  is  unalterable  in  the  air ;  after  being  allowed  to  subside,  it  is 
filtered  and  washed  with  ease,  and  may  be  dried  at  100°  without 
decomposition.  It  dissolves  in  concentrated  nitric  acid,  with 
separation  of  sulphur.  Solution  of  potassium  cyanide  dissolves 
it  with  difficulty,  if  it  has  been  precipitated  from  a  very  dilute 
solution  with  less  difficulty ;  the  quantity  of  potassium  cyanide, 
too,  has  great  influence  on  the  effect.  For  instance,  if  silver  cya- 
nide, is  dissolved  in  a  bare  sufficiency  of  potassium  cyanide  and 
hydrogen  sulphide,  or  ammonium  sulphide  is  added,  silver  sulphide 
is  throvm  down ;  if,  on  the  other  hand,  a  large  excess  of  potassium 

•  Quart.  Journ,  ChMi.  8oc„  x,  234;  Jaurn.  f.  prakt,  Chrnn,,  Lxxiii,  404. 

f  Rechercbes  sar  lea  rapports  reciproques  des  poids  atomiqaes,  p.  37.  Brax* 
elles,  1860.  The  loss  of  weight  which  about  100  grm.  silver  chloride  suffered, 
bj  the  expulsion  of  the  absorbed  chlorine,  was  from  7  to  18  mgrm. 
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cyanide  is  present,  no  precipitate  will  be  produced.  If  silver 
sulphide  is  dissolved  in  a  concentrated  solution  of  potassium  cya- 
nide, it  will  generally  separate  at  once  on  addition  of  much  water 
(Bechamp*).  Ignited  in  a  current  of  hydrogen,  it  passes  readily 
and  completely  into  the  metallic  state  (H.  Bose). 

COMPOSITION. 

Ag, 215-84      8706 

S 32-07      12-94 


247-91      10000 

d.  Sih)er  cyanide^  recently  thrown  down,  forms  a  white  curdy 
precipitate  insoluble  in  water  and  dilute  nitric  acid,  soluble  in 
potassium  cyanide  and  also  in  ammonia ;  exposure  to  light  fails 
to  impart  the  slightest  tinge  of  black  to  it ;  it  may  be  dried  at  100^ 
without  decomposition.  Upon  ignition,  it  is  decomposed  into 
cyanogen,  which  escapes,  and  metallic  silver,  which  remains,  mixed 
with  a  little  paracyanide  of  silver.  By  boiling  with  a  mixture  of 
equal  parts  of  sulphuric  acid  and  water,  it  is,  according  to  Glass- 
ford  and  Napieb,  dissolved  to  silver  sulphate,  with  liberation  of 
hydrocyanic  add. 

COMPOSmON. 

Ag 107-92  80.56 

CN 2604  19.44 


138-96  100-00 

§83. 
2.  Lead. 

Lead  is  weighed  as  oxide,  sulphate,  Chromate,  chloride,  and 
SULPHIDE.  Besides  these  compounds,  we  have  also  to  study  the 
carbonate  and  the  oxalate. 

a.  Normal  lead  carbonate  forms  a  heavy,  white,  pulverulent 
precipitate.  It  is  but  very  slightly  soluble  in  perfectly  pure  (boiled) 
water,  one  part  requiring  50550  parts  (see  Expt.  Ko.  42,  a) ;  but 
it  dissolves  somewhat  more  readily  in  water  containing  ammonia 
and  ammonium  salts  (comp.  Expt.  No.  42,  h  and  c),  and  also  in 

^Jaum,/.  prakt.  Chem.,  lx,  64. 
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water  impregnated  with  carbouic  acid.  It  loses  its  carbonic  acid 
when  ignited. 

h.  Lead  oxalcUe  is  a  white  powder,  very  sparingly  soluble  in 
water.  The  presence  of  ammonium  salts  slightly  increases  its  solu- 
bility (Expt.  Jfo.  43).  When  heated  in  close  vessels,  it  leaves  lead 
suboxide ;  but  when  heated  with  access  of  air,  the  yellow  oxide. 

c.  Lead  oxide,  produced  by  igniting  the  carbonate  or  oxalate, 
is  a  lemon-yellow  powder,  inclining  sometimes  to  a  reddish-yellow, 
or  to  a  pale  yellow.  When  this  yellow  lead  oxide  is  heated,  it 
assumes  a  brownish-red  color,  without  the  slightest  variation  of 
weight.  It  fuses  at  an  intense  red  heat.  Ignition  with  charcoal 
reduces  it.  When  exposed  to  a  white  heat,  it  rises  in  vapor.  Placed 
upon  moist  red  litmus  paper,  it  changes  the  color  to  blue.  When 
exposed  to  the  air,  it  slowly  absorbs  carbonic  acid.  Mixed  with 
ammonium  chloride  and  ignited,  it  is  converted  into  lead  chloride. 
Lead  oxide  in  a  state  of  fusion  readily  dissolves  silicic  acid  and  the 
earthy  bases  with  which  the  latter  may  be  combined. 

COMPOSmON. 

Pb    ......     .    206-92  92-82 

0 16-00  7-18 


222-92  100-00 

d.  Lead  mtphaie  is  a  heavy  white  powder.  It  dissolves,  at 
the  common  temperature,. in  22800  parts  of  pure  water  (Expt.  No. 
44*);  it  is  less  soluble  in  water  containing  sulphuric  acid  (1  part 
requiring  36500  parts— Expt.  No.  45) ;  it  is  far  more  readily  solu- 
ble in  water  containing  ammonium  salts ;  from  this  solution  it  may 
be  precipitated  again  by  adding  sulphuric  acid  in  excess  (Expt.  No. 
46).  It  is  almost  entirely  insoluble  in  common  alcohol.  Of  the 
ammonium  salts,  the  nitrate,  acetate,  and  tartrate  are  more  espe- 
cially suited  to  serve  as  solvents  for  lead  sulphate  :  the  two  latter 
salts  are  made  strongly  alkaline  by  addition  of  ammonia,  previous 
to  use  (Wackeneoder).  Lead  sulphate  dissolves  in  concentrated 
hydrochloric  acid,  upon  heating.  In  nitric  acid  it  dissolves  the 
more  readily,  the  more  concentrated  and  hotter  the  acid;  water 
fails  to  precipitate  it  from  its  solution  in  nitric  acid ;  but  the  addi- 
tion of  a  copious  amount  of  dilute  sulphuric  acid  causes  its  precipi- 

*  According  to  G.  F.  Rodwell  1  part  dissolves  in  81696  parts  water  at  15' 
{Chem.  liewi,  1866,  Ö0;  ZeiUdir.f.  anayt.  Chem.,  v,  408.) 
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tation  from  this  solution.  The  more  nitric  acid  the  solution  con- 
tains, the  more  sulphuric  acid  is  required.  It  dissolves  sparingly 
in  concentrated  sulphuric  JEwAd,  and  the  dissolved  portion  precipi- 
tates again  upon  diluting  with  water  (more  completely  upon  addi- 
tion of  alcohol).  A  moderately  concentrated  solution  of  sodium 
thiosulphate  dissolves  lead  sulphate  completely  even  if  cold,  more 
readily  if  warmed.  On  boiling,  the  solution  becomes  black,  from 
separation  of  a  small  quantity  of  lead  sulphide  (J.  Löwe*).  The 
solutions  of  alkali  carbonates  and  alkali  hydrogen  carbonates  con- 
vert lead  sulphate,  even  at  the  common  temperature,  completely 
into  lead  carbonate.  The  solutions  of  the  normal  alkali  carbonates, 
but  not  those  of  the  alkali  hydrogen  carbonates,  dissolve  some  lead 
oxide  in  this  process  (H.  RosEf).  Lead  sulphate  dissolves  readily 
in  hot  solutions  of  potassa  or  soda.  It  is  unalterable  in  the  air,  and 
at  a  gentle  red  heat ;  when  exposed  to  a  full  red  heat,  it  fuses  with- 
out decomposition  (Expt.  No.  47),  provided  always  reducing  gases 
be  completely  excluded — for,  if  this  is  not  the  case,  the  weight  will 
continually  diminish,  owing  to  reduction  to  sulphide  (EbdmannJ). 
At  a  white  heat  the  whole  of  the  sulphuric  acid  gradually  escapes 
(BoussiNOAULT  §).  When  it  is  ignited  with  charcoal,  lead  sulphide 
is  formed  at  first ;  if  the  heat  be  raised,  this  sulphide  reacts  on 
undecomposed  sulphate,  metallic  lead  and  sulphur  dioxide  being 
produced.  Fusion  with  potassium  cyanide  reduces  the  whole  of 
the  lead  to  the  metallic  state.  Lead  sulphate  mixed  with  sulphur 
and  exposed  to  intense  ignition  in  a  current  of  hydrogen  yields 
the  sulphide,  but  loss  can  scarcely  be  avoided  (compare/*). 

COMPOSmON. 

Q^    .O.p,_PbO     ....     222-92  73-57 


302-99         10000 

e.  Lead  chloride  ohi^ime^  by  precipitation  is  a  white  crj'^stalline 
powder.  It  separates  in  needles  from  a  hot  solution  containing  a 
certain  quantity  of  hydrochloric  acid;  occasionally  it  presents 
wedge-shaped  crystals,  or  when  separated  from  a  strong  hydro- 
chloric solution,  hexagonal  tables.    At  17'^'7  water  dissolves  0-946 

*J&um,f.  prakt.  Chem.,  lxxiv,  848.        ^Pogg.  Annal,,  xcv,  42«. 

X  Jaum,  /.  prakt.  Chem,,  Lxn,  381.  $  Zeittehr.f.  analyt  Chmn.,  vn,  244. 
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per  cent. ;  a  fluid  containing  15  per  cent,  of  hydrochloric  acid  of 
1*162  sp.  gr.  dissolves  0*09;  a  fluid  containing  20  per  cent,  acid 
dissolves  0*111  per  cent. ;  a  fluid  containing  80  per  cent,  acid  dis- 
solves 1  *498  per  cent.  Pure  hydrochloric  acid  of  the  above  strength 
dissolves  2*9  per  cent.  (J.  Oabtbb  Bell*).  Lead  chloride  is 
less  soluble  in  water  containing  nitric  acid  than  in  water  (1  part 
requires  1636  parts,  Bischof).  It  is  extremely  sparingly  soluble 
in  alcohol  of  70  to  80  per  cent,  and  altogether  insoluble  in  absolute 
alcohol.  It  is  unalterable  in  the  air.  It  fuses  at  a  temperature 
below  red  heat,  without  loss  of  weight.  When  exposed  to  a  higher 
temperature,  with  access  of  air,  it  volatilizes  slowly,  being  partially 
decomposed :  chlorine  gas  escapes,  and  a  mixture  of  lead  oxide  and 
chloride  remains. 

COMPOSITION. 

Pb 206  92      74*47 

CI, 70-90      25-53 


277*82     100-00 

f.  Lead  svlphide^  prepared  in  the  wet  way,  is  a  black  precipi- 
tate, insoluble  in  water,  dilute  acids,  alkalies,  and  alkali  sulphides. 
In  precipitating  it  from  a  solution  containing  free  hydrochloric 
acid,  it  is  necessary  to  dilute  plentifully,  otherwise  the  precipitation 
will  be  incomplete.  Even  if  a  fluid  only  contain  2*5  per  cent.  HCl, 
the  whole  of  the  lead  will  not  be  precipitated  (M.  Martin  f).  It 
is  unalterable  in  the  air;  it  cannot  be  dried  at  100°  without 
decomposition.  According  to  H.  KosE  it  increases  perceptibly  in 
weight  by  oxidation  ;  in  the  case  of  long-protracted  drying  even 
becoming  a  few  per-cents  heavier.^  I  have  confirmed  his  state- 
ment (see  Expt.  No.  48).  If  lead  sulphide  mixed  with  sulphur  is 
heated  gently  in  a  current  of  hydrogen,  so  that  the  lower  quarter 
of  the  crucible  is  red  hot,  lead  sulphide  is  left  without  loss  of 
weight.  By  continuing  a  gentle  heat  the  weight  gradually  dimin- 
ishes; by  strong  ignition  the  loss  is  rapid.  This  loss  is  partly 
owing  to  volatilization  of  lead  sulphide,  but  mainly  to  escape  of 
sulphur  in  the  form  of  hydrogen  sulphide  and  formation  of  Pb,S, 
or  even  of  lead  (A.  Souchay  §).     It  dissolves  in  concentrated  hot 

*Journ,f.  prakL  Chem  ,  cv,  188;  Javr.  Ohem,  8oe,  (2),  vi,  856. 
\Journ.f.  prakt.  Chem,,  lxvii,  874.         \  Pogg.  Annal.,  xci,  110,  and  ex,  184» 
iZeiUehr.  f.  analyU  Chem.,  rr,  68. 
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hydrochloric  acid,  with  evolution  of  hydrogen  sulphide.  In  mod- 
erately strong  nitric  acid  lead  sulphide  dissolves,  upon  the  applica- 
tion of  heat,  with  separation  of  snlphur; — ^if  the  acid  is  rather  con- 
centrated, a  small  portion  of  lead  sulphate  is  also  formed.  Fuming 
nitric  acid  acts  energetically  upon  lead  sulphide,  and  converts  it 
into  sulphate  without  separation  of  sulphur. 

ooMPOsrnoN. 

Pb 206-92  86-68 

S 32-07  13-42 


238-99         100-00 

g.  For  the  composition  and  properties  of  lead  chrom<Ue^  see 
Chromic  acidy  §  93. 

§84. 

3.  Mebourt  in  Meeotjbous   Compounds  ;    and  4.   Mebcttby  in 
Mercubic   Compounds. 

Mercury  is  weighed  either  in  the  metallic  state,  as  mebcubous 
CHLORTOE,  or  as  sulphide,  or  occasionally  as  mebcurio  oxide. 

a.  Metallic  mercury  is  liquid  at  the  common  temperature ;  it 
has  a  tin-white  color.  When  pure,  it  presents  a  perfectly  bright 
surface.  It  is  quite  unalterable  in  the  air  at  the  common  tempera- 
ture. It  boils  at  360°.  It  evaporates,  but  very  slowly,  at  the 
ordinary  temperature  of  summer.  Upon  long-continued  boiling 
with  water,  a  small  portion  of  mercury  volatilizes,  and  traces  escape 
along  with  the  aqueous  vapor,  whilst  a  very  minute  proportion 
remains  suspended  (not  dissolved)  in  the  water  (comp.  Expt.  No. 
49).  This  suspended  portion  of  mercury  subsides  completely  after 
long  standing.  When  mercury  is  precipitated  from  a  fluid,  in  a 
very  minutely  divided  state,  the  small  globules  will  readily  unite 
to  a  large  one  if  the  mercury  be  perfectly  pure ;  but  even  the 
slightest  trace  of  extraneous  matter,  such  as  fat,  etc.,  adhering  to 
the  mercury  will  prevent  the  union  of  the  globules.  Mercury 
does  not  dissolve  in  hydrochloric  acid,  even  in  concentrated ;  it  is 
barely  soluble  in  dilute  cold  sulphuric  acid,  but  dissolves  readily  in 
nitric  acid. 

h.  Mercfwrous  chloride^  prepared  in  the  wet  way,  is  a  heavy 
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white  powder.  It  is  almost  absolutely  insoluble  in  cold  water ;  in 
boiling  water  it  is  gradually  decomposed,  the  water  taking  up 
chlorine  and  mercury ;  upon  continued  boiling,  the  residue  acquires 
a  gray  color.  Highly  dilute  hydrochloric  acid  fails  to  dissolve  it 
at  the  common  temperature,  but  dissolves  it  slowly  at  a  higher 
temperature ;  upon  ebullition,  with  access  of  air,  the  whole  of  the 
mercurous  chloride  is  gradually  dissolved ;  the  solution  contains  mer- 
curic chloride  (Hg,Cl,  +  2HC1  +  0=2HgCl,  + 11,0).  When  acted 
upon  by  boiling  concentrated  hydrochloric  acid,  it  is  rather  speedily 
decomposed  into  mercury,  which  remains  undissolved,  and  mer- 
curic chloride,  which  dissolves.  Boiling  nitric  acid  dissolves  it  to 
mercuric  chloride  and  nitrate.  Chlorine  water  and  nitrohydrochlo- 
ric  acid  dissolve  it  to  mercuric  chloride,  even  in  the  cold.  Solutions 
of  ammonium  chloride,  sodium  chloride,  and  potajssium  chloride, 
decompose  it  into  metallic  mercury  and  mercuric  chloride,  which 
latter  dissolves  ;  in  the  cold,  this  decomposition  is  but  slight ;  heat 
promotes  the  action.  It  is  soluble  in  hot  solution  of  mercurous 
nitrate,  and  still  more  in  that  of  mercuric  nitrate ;  on  cooling  it 
crystallizes  out  almost  completely  (Debeay*).  It  does  not  affect 
vegetable  colors ;  it  is  unalterable  in  the  air,  and  may  be  dried  at 
100°,  without  loss  of  weight ;  when  exposed  to  a  higher  degree  of 
heat,  though  still  below  redness,  it  volatilizes  completely,  without 
previous  fusion. 

COMPOSmON. 

Hg, 400-0  84.94 

CI, 70-9  15.06 


470-9  100-00 

c.  Mercuric  svlphide^  prepared  in  the  wet  way,  is  a  black  pow- 
der, insoluble  in  water.  Dilute  hydrocliloric  acid  and  dilute  nitric 
acid  fail  to  dissolve  it,  hot  concentrated  nitric  acid  scarcely  attacks 
it,  boiling  hydrochloric  acid  has  no  action  on  it.  By  prolonged 
heating  with  red  fuming  nitric  acid  it  is  finally  converted  into  a 
white  compound,  2HgS  +  Hg(N03)„  which  is  insoluble,  or  barely 
soluble,  in  nitric  acid.  It  dissolves  readily  in  nitrohydrochloric 
acid.  From  a  solution  of  mercuric  chloride  containing  much  free 
hydrochloric  acid,  the  whole  of  the  metal  cannot  be  precipitated  as 

*Compt.  lieiid.,  lxx,  995. 
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sulphide  by  means  of  hydrogen  salphide,  nntil  tlie  solution  is  prop- 
erly diluted.  Should  such  a  solution  be  very  concentrated,  mer- 
curous  chloride  and  sulphur  are  precipitated  (M.  Mabtin*).  Solu- 
tion of  potassa,  even  boiling,  fails  to  dissolve  it.  It  dissolves  in 
potassium  sulphide,  but  readily  only  in  presence  of  free  alkali.  It 
is  insoluble  in  potassium  hydrosulphide  and  in  the  corresponding 
sodium  compound,  and  is  therefore  precipitated  from  its  solution 
in  potassium  or  sodium  sulphide  by  hydrogen  sulphide  or  by 
ammonium  hydrosulphide  (C.  BARFOKDf).  Small  but  distinctly 
perceptible  traces  dissolve  on  cold  digestion  with  yellowish  or  yel- 
low ammonium  sulphide,  but  after  hot  digestion  it  is  scarcely  possi- 
ble to  detect  any  traces  in  solution,  j:  Potassium  cyanide  and  sodium 
sulphite  do  not  dissolve  it.  On  account  of  the  solubility  of  mer- 
curic sulphide  in  potassium  sulphide,  it  is  impossible  to  precipitate 
mercury  by  means  of  ammonium  sulphide  completely  from  solutions 
containing  potassium  or  sodium  hydroxides  or  carbonates.  Such 
solutions  may  occur,  for  instance,  when  a  solution  of  mercuric 
chloride  contains  much  potassium  chloride,  or  sodium  chloride,  for, 
in  this  case,  no  mercuric  oxide  would  be  precipitated  on  the  addi- 
tion of  potassa  or  soda  (H.  Ros£§).  In  the  air  it  is  unalterable, 
even  in  the  moist  state,  and  at  100°.  When  exposed  to  a  higher 
temperature,  it  sublimes  completely  and  unaltered« 

OOMPOSmON. 

Hg 20000  8618 

S 3207  13-82 
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d.  Mercuric  oxide^  prepared  in  the  dry  way,  is  a  crystalline 
brick-colored  powder,  which,  when  exposed  to  the  action  of  heat, 
changes  to  the  color  of  cinnabar,  and  subsequently  to  a  violet-black 
tint.  It  bears  a  tolerably  strong  heat  without  decomposition ;  but 
when  heated  to  incipient  redness,  it  is  decomposed  into  mercury 
and  oxygen ;  perfectly  pure  mercuric  oxide  leaves  no  residue  upon 
ignition.  Its  escaping  fumes  also  should  not  redden  litmus-paper. 
"Water  takes  up  a  trace  of  mercuric  oxide,  acquiring  thereby  a  very 
weak  alkaline  reaction.  Hydrochloric  or  nitric  acid  dissolves  it 
readily. 

♦/(wn.  /.  prakL  Ohmn..  Lxvn,  876.  t  ZeiUchr.  f.  amUyi.  Cti&m,,  iv,  486. 

X  Ib.,  in,  140.  %Pogg.  Annal.,  ex,  141. 
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§  85. 
5.  Copper. 

Copper  is  usually  weighed  iu  the  ketallio  state,  or  in  the 
form  of  CÜPEIC  oxide,  or  of  cuprous  sulphide.  Besides  these 
forms,  we  have  to  examine  cupric  sulphide,  cuprous  oxide,  and 
cuprous  sulphocyanate. 

a.  Copper^  in  the  pure  state,  is  a  metal  of  a  peculiar  well- 
known  color.  It  fuses  only  at  a  white  heat.  Exposure  to  dry  air, 
or  to  moist  air,  free  from  carbon  dioxide,  leaves  the  fused  metal 
unaltered;  but  upon  exposure  to  moist  air  impregnated  with 
carbon  dioxide,  it  becomes  gradually  tarnished  and  coated  with  a 
film,  first  of  a  blackish-gray,  finally  of  a  bluish-green  color.  Pre- 
cipitated finely  divided  copper,  in  contact  with  water  and  air, 
oxidizes  far  more  quickly,  especially  at  an  elevated  temperature. 
On  igniting  copper  in  the  air,  it  oxidizes  superficially  to  a  varying 
mixture  of  cuprous  and  cupric  oxide.  In  hydrochloric  acid,  in  the 
cold,  it  does  not  dissolve  if  air  be  excluded ;  in  the  heat  it  dissolves 
but  slightly  if  the  metal  is  in  a  compact  state.  Finely  divided 
copper  on  the  contrary  dissolves  slowly  when  heated  with  strong 
hydrochloric  acid,  hydrogen  being  evolved  and  cuprous  chloride 
being  formed  (Weltzien*).  Copper  dissolves  readily  in  nitric 
acid.  In  ammonia  it  dissolves  slowly  if  free  access  is  given  to  the 
air;  but  it  remains  insoluble  if  the  air  is  excluded.  Metallic 
copper  brought  into  contact  in  a  closed  vessel  with  solution  of 
cupric  chloride  in  hydrochloric  acid,  reduces  the  cupric  to  cuprous 
chloride,  an  atom  of  metal  being  dissolved  for  every  molecule  of 
chloride. 

J.  Cupric  oxide, — If  a  dilute,  cold,  aqueous  solution  of  a  cupric 
salt  is  mixed  with  solution  of  potassa  or  soda  in  excess,  a  light  blue 
precipitate  of  cupric  hydroxide,  Cu(OH)„  is  formed,  which  it  is 
found  difläcult  to  wash.     If  the  precipitate  be  left  in  the  fluid 

*  Ann.  d,  CJism.  u.  Pharm.,  cxxzvi,  109. 
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from  which  it  has  been  precipitated,  it  will,  even  at  a  summer 
heat,  gradually  change  to  brownish-black,  passing,  with  separation 
of  water,  into  6CuO  +  H,0  (Souchay).  This  transformation  is 
immediate  upon  heating  the  fluid  nearly  to  boiling.  The  fluid 
filtered  oflE  from  the  black  precipitate  is  free  from  copper.  It 
follows  from  this  that  the  black  precipitate  is  insoluble  in  dilute 
potassa.  Concentrated  potassa  or  soda  on  the  contrary  dissolves  the 
hydroxide,  and  on  long  warming  even  the  black  oxide  (O.  Low*). 
The  resnlting  blue  solutions  remain  clear  on  boiling,  even  if  mixed 
with  some  water ;  but  if  boiled  after  being  much  diluted  the  whole 
of  the  copper  will  separate  as  black  oxide.  If  a  solution  of  a 
cupric  salt  contains  non-volatile  organic  substances,  the  addition  of 
alkali  in  excess  will,  even  upon  boiling,  fail  to  precipitate  the 
whole  of  the  copper.  The  hydrated  cupric  oxide,  6CuO  +  H,0, 
precipitated  with  potassa  or  soda  from  iiot  dilute  solutions  obsti- 
nately retains  a  portion  of  the  precipitant ;  it  may,  however,  be 
completely  freed  from  tliis  by  washing  with  boiling  water.  The 
precipitated  oxide  after  ignition,  or  the  oxide  prepared  by  decom- 
posing cupric  carbonate  or  nitrate  by  heat,  is  a  brownish-black,  or 
black  powder,  the  weight  of  which  remains  unaltered  even  upon 
strong  ignition  over  the  gas-  or  spirit-lamp,  provided  all  reducing 
gases  be  excluded  (Expt.  No.  50).  If  cupric  oxide  is  exposed  to  a 
heat  approaching  the  fusing  point  of  metallic  copper,  it  fuses, 
yields  oxygen,  and  becomes  Cu^O,  (Favbk  and  Maumene).  It  is 
very  readily  reduced  by  ignition  with  charcoal,  or  under  the  in- 
fluence of  reducing  gases ;  heated  in  the  air  for  a  long  time,  the 
reduced  metallic  copper  re-oxidizes.  Mixed  with  sulpliur  and 
ignited  in  a  current  of  hydrogen,  towards  the  end  strongly,  cupric 
oxide  passes  into  cuprous  sulphide  (Cu,S — H.  Eose).  Cupric  oxide, 
in  contact  with  the  atmosphere,  absorbs  water ;  less  rapidly  after 
being  strongly  ignited  (Expt.  No.  öl).  It  is  nearly  iosoluble  in 
water ;  but  it  dissolves  readily  in  hydrochloric  acid,  nitric  acid, 
&G. ;  less  readily  in  ammonia.    It  does  not  affect  vegetable  colors. 


Cu 
O 
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c.  Oupric  stdphide^  prepared  in  the  wet  way,  is  a  brownißh- 
black,  or  black  precipitate,  almost  absolutely  insoluble  in  water.* 
When  exposed  to  the  air  in  a  moist  state,  it  acquires  a  greenish 
tint  and  the  property  of  reddening  litmus  paper,  cupric  sulphate 
being  formed.  Hence  the  sulphide  must  be  washed  with  water 
feontaining  hydrogen  sulphide.  It  dissolves  readily  in  boiling 
nitric  acid,  with  separation  of  sulphur.  Hydrochloric  acid  dis- 
solves it  with  difficulty.  This  is  the  reason  why  hydrogen  sulphide 
precipitates  copper  entirely  from  solutions  which  contain  even  a 
very  large  amount  of  free  hydrochloric  acid  (GRUNDMANxf).  Only 
when  we  dissolve  a  copper  salt  directly  in  pure  hydrochloric  acid 
of  I'l  sp.  gr.  does  any  copper  remain  unprecipitated  (M.  MabtinJ). 
It  does  not  dissolve  in  solutions  of  potassa  and  of  potassium 
sulphide,  particularly  if  these  solutions  be  boiling;  it  dissolves 
perceptibly  in  colorless,  and  much  more  readily  in  hot  yellow 
ammonium  sulphide.  Potassium  cyanide  dissolves  the  freshly  pre- 
cipitated sulphide  readily  and  completely.  Upon  intense  ignition 
in  a  current  of  hydrogen  it  is  converted  into  pure  Cu,S. 

d.  If  the  blue  solution  which  is  obtained  upon  adding  to  solu- 
tion of  copper  tartaric  acid  and  then  soda  in  excess,  is  mixed  with 
'solution  of  grape  sugar  or  sugar  of  milk,  and  heat  applied,  an 
orange-yellow  precipitate  of  cuprous  hydroxide  is  formed,  which 
contains  the  whole  of  the  copper  originally  present  in  the  solu- 
tion, and  after  a  short  time,  more  particularly  upon  the  applica- 
tion of  a  stronger  heat,  turns  red,  owing  to  the  conversion  of  the 
hydroxide  into  anhydrous  cuprous  oxide  (Cu,0).  The  precipitate, 
which  is  insoluble  in  water,  retains  a  portion  of  alkali  with  con- 
siderable tenacity.  "When  treated  with  dilute  sulphuric  acid,  it 
gives  cupric  sulphate  which  dissolves,  and  metallic  copper  which 
separates. 

e.  Cuprous  mdphocyanate^  Cu,(CNS)„  which  is  always  formed 
whöti  potassium  sulphocyanate  is  added  to  a  solution  of  copper,  mixed 
with  Sulphurous  or  hypophosphorous  acid,  is  a  white  precipitate  in- 
soluble in  water,  as  well  as  in  dilute  hydrochloric  or  sulphuric 
acid.  Dried  at  115°,  the  salt  retains  from  1  to  3  per  cent,  of  water, 
which  is  driven  oflE  only  by  heating  to  incipient  decomposition ; 
it   is,  therefore,  not  well   adapted   for  direct   weighing.     When 

*  In  some  experiments  that  I  made  when  examining  the  Weilbach  water,  I 
.iouad  that  about  950000  parts  of  water  are  required  to  dissolve  1  part  of  CuS. 
\Jaum,f.  prakt.  Chem.,  lxxiii,  $41.  Ji5.,  Lxvn,  875. 
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ignited  with  sulphur,  with  exclusion  of  air,  it  changes  to  Cu,S 
(RivoT*).  When  heated  with  hydrochloric  acid  and  potassium 
chlorate,  or  with  sulphuric  acid  and  nitric  acid,  it  is  dissolved 
and  suffers  decomposition.  Solutions  of  potassa  and  soda  separate 
hjdrated  cuprous  oxide,  with  formation  of  sulphocyanate  of  the 
alkali  metal. 

f,  OwpT(m9  mlphide^  produced  by  heating  CuS  in  a  current  of 
hydrogen  or  Cu,(CNS),  with  snlphur,  is  a  grayish-black  crystalline 
mass,  which  may  be  ignited  and  fused  without  decomposition  if 
the  air  is  excluded. 

COMPOSmON. 

Cu,    .     .     .     .     127-20  80-00 

S 32-07  2000 


159-27  10000 

§  86. 

6.  Bismuth. 

Bismuth  is  weighed  as  oxide,  as  hetax,  or  as  chbomate 
(Bi,0,2CrOJ.     Besides  these  compounds,  we  have  to  study  here 

the  BASIC   CARBONATE,  tllC   BASIC   NITRATE,  the   BASIC   CHLORIDE,  and 
the   SULPHIDE. 

a.  Bismuth  trioxid^j  prepared  by  igniting  the  carbonate  or 
nitrate,  is  a  pale  lemon-yellow  powder  which,  under  the  influence 
of  heat,  assumes  transiently  a  dark  yellow  or  reddish-brown  color. 
When  heated  to  intense  redness,  it  fuses,  without  alteration  of 
weight.  Ignition  with  charcoal,  or  in  a  current  of  carbon  mon- 
oxide, reduces  it  to  the  metallic  state.  Fusion  with  potassium 
cyanide  also  effects  its  complete  reduction  (II.  RosEf).  It  is  in- 
soluble in  water,  and  does  not  affect  vegetable  colors.  It  dissolves 
readily  in  those  acids  which  form  soluble  salts  with  it.  When 
ignited  with  ammonium  chloride  it  gives  metallic  bismuth,  the 
reduction  being  attended  with  deflagration. 

COMPOSITION. 
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b.  Metallic  Jnsmvth  is  white,  with  a  reddish  tinge,  moderately 
hard,  brittle,  with  a  tendency  to  crystallize.  It  fuses  at  264°,  and 
at  a  low  white  heat  volatilizes.  It  does  not  oxidize  in  the  air  at 
the  ordinary  temperature,  but  with  the  co-operation  of  water  it 
oxidizes  slowly,  more  speedily  on  fusion.  It  dissolves  in  dilute 
nitric  acid. 

c.  Bismuth  carbonate. — Upon  adding  ammonium  carbonate  in 
excess  to  a  solution  of  bismuth,  free  from  hydrochloric  acid,  a 
white  precipitate  of  basic  bismuth  carbonate  (Bi,0,CO,)  is  imme- 
diately formed;  part  of  this  precipitate,  however,  redissolves  in 
the  excess  of  the  precipitant.  But  if  the  fluid  with  the  precipitate 
be  heated  before  filtration,  the  filtrate  will  be  free  from  bismuth. 
(Potassium  carbonate  likewise  precipitates  solutions  of  bismuth 
completely ;  but  the  precipitate  in  this  case  invariably  contains 
traces  of  potassium,  which  it  is  very  difficult  to  remove  by  wash- 
ing. Sodium  carbonate  precipitates  solutions  of  bismuth  less 
completely.)  The  precipitate  is  easily  washed;  it  is  practically 
insoluble  in  water,  but  dissolves  readily,  with  effervescence,  in 
hydrochloric  and  nitric  acids.     Upon  ignition  it  leaves  the  oxide. 

d.  The  basic  bisinuih  nitrate^  which  is  obtained  by  mixing 
with  water  a  solution  of  the  nitrate  containing  little  or  no  free 
acid,  presents  a  white,  crystalline  powder.  It  cannot  be  washed 
with  pure  cold  water  without  suffering  a  decided  alteration.  It 
becomes  more  basic,  while  the  washings  show  an  acid  reaction,  and 
contain  bismuth.  If  the  basic  salt,  however,  be  Avashed  with  cold 
water  containing  -^  of  ammonium  nitrate,  no  bismuth  passes 
through  the  filter.  The  solution  of  ammonium  nitrate  must  not 
be  warm.  These  remarks  only  apply  in  the  absence  of  free  nitric 
acid  (J.  Löwe*).  On  ignition  the  basic  nitrate  pjusses  into  the 
oxide. 

e.  Bamxi  bismuth  chloride^  formed  by  adding  much  water  to 
solution  of  bismuth  containing  hydrochloric  acid  or  sodium 
chloride,  is  a  brilliant  white  powder  (BiOCl  after  drying  at  100°). 
It  is  insoluble  in  water,  but  dissolves  in  concentrated  hydrochloric 
or  nitric  acid.  Fused  with  potassium  cyanide  it  gives  metallic 
bismuth. 

y.  Bismuth  eliminate  (Bi,Oj,2CrO,),  which  is  produced  by 
adding  potassium  dichromate,  slightly  in  excess,  to  a  solution  of 


^Jovrn.f  prnkt.  (Jhem.,  Lxxiv,  341. 
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bismuth  nitrate  as  noutral  as  possible,  is  an  orange-yellow,  dense, 
readily-subsiding  precipitate,  insoluble  in  water,  even  in  presence 
of  some  free  chromic  acid,  but  soluble  in  hydrochloric  acid  and 
nitric  acid.     It  may  be  dried  at  100°-112°  without  decomposition 

(LÖWB*). 

OOMPOSmON. 

^Bi  <Q>  CrO,^  gjQ^  4g4.2  69-87 

\Bi  <  g  >  CrO."  2CrO.   .     .    200^  3018 

664-4         100-00 

g.  Bismuth  trisulphide^  prepared  in  the  wet  way,  is  a  brownish 
black,  or  black  precipitate,  insoluble  in  water,  dilute  acids,  alkalies, 
alkali  sulphides,  sodium  sulphite,  and  potassium  cyanide.  In 
moderately  concentrated  nitric  acid  it  dissolves,  especially  on 
warming,  to  nitrate,  with  separation  of  sulphur.  Hence  in  pre- 
cipitating bismuth  from  a  nitric  acid  solution,  care  should  be 
taken  to  dilute  suflSciently.  Hydrochloric  acid  impedes  the  pre- 
cipitation by  hydrogen  sulphide  only  when  a  very  large  excess  is 
present,  and  the  fluid  is  quite  concentrated.  The  sulphide  does 
not  change  in  the  air.  Dried  at  100°,  it  continually  takes  up 
oxygen  and  increases  slightly  in  weight ;  if  the  drying  is  protracted 
this  increase  may  be  considerable  (Expt.  No.  52).  Fused  with 
potassium  cyanide,  it  is  completely  reduced  (H.  Rose).  Reduction 
takes  place  more  slowly  by  ignition  in  a  current  of  hydrogen. 

coMPosrrioN. 

Bi. 416-20       81-22 

S. 96-21       18-78 
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§87. 
7.  Cadmitm. 

Cadmium  is  weighed  either  as  oxroE  or  as  sulphide.  Besides 
these  substances,  we  have  to  examine  cadmium  carbonate. 

a.  Cadmium  oxide^  produced  by  igniting  the  carbonate  or 
nitrate,  is  a  yellowish-brown  or  reddish-brown  powder.     The  appli- 

^Jcwm^f.  prakt.  CTiem,,  lxvit,  291 
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cation  of  a  white  heat  fails  to  fuse,  volatilize,  or  decompose  it ;  it 
is  insoluble  in  water,  but  dissolves  readily  in  acids ;  it  does  not 
alter  vegetable  colors.  Ignition  with  charcoal,  or  in  a  current  of 
hydrogen,  carbon  monoxide,  or  carburetted  hydrogen,  reduces  it 
readily,  the  metallic  cadmium  escaping  in  the  form  of  vapor. 

COMPOSmON. 

Cd -112  4  8Y-54 

O 16.0  12-46 
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h.  Cadmium  carbonate  is  a  white  precipitate,  insoluble  in  water 
and  the  fixed  alkali  carbonates,  and  extremely  sparingly  soluble  in 
ammonium  carbonate.  It  loses  its  water  completely  upon  drying. 
Ignition  converts  it  into  oxide. 

€.  Cadmium  sulphide,  produced  in  the  wet  way,  is  a  lemon- 
yellow  to  orange-yellow  precipitate,  insoluble  in  water,  dilute  acids, 
alkalies,  alkali  sulphides,  sodium  sulphite,  and  potassium  cyanide 
(Expt.  No.  53).  It  dissolves  readily  in  concentrated  hydrochloric 
acid,  with  evolution  of  hydrogen  sulphide.  In  precipitating,  thei-e- 
fore,  with  hydrogen  sulphide,  a  cadmium  solution  should  not 
contain  too  much  hydrochloric  acid,  and  should  be  sufficiently 
diluted.  The  sulphide  dissolves  readily  in  dilute  sulphuric  acid 
on  heating.  It  dissolves  in  moderately  concentrated  nitric  acid, 
with  separation  of  sulphur.  It  may  be  washed,  and  dried  at  100** 
or  105^,  without  decomposition.  Even  on  gentle  ignition  in  a 
current  of  hydrogen,  it  volatilizes  in  appreciable  amount  (H. 
BosE*),  partially  unchanged,  partially  as  metallic  vapor. 

coMPosrrioN. 

Cd     ...     .     112-40  77-80 

S       .     .     .     .       32-07  22-20 


144-47         10000 


^Pogg,  AnncU.,  ex,  134. 


§§  88,  89.1  METALS  OF  GROUP  VI.  215 

METALS  OP  THE  SIXTH  GROUP. 

§  88. 
1.  Gold. 

Gold  is  always  weighed  in  the  metallic  state.  Besides  bcetallio 
GOLD,  we  have  to  consider  the  tbisulphidb  or  aumo  suLPnroE. 

a.  Metallic  gold^  obtained  by  precipitation,  presents  a  blackish- 
brown  powder,  destitute  of  metallic  lustre,  which  it  assumes,  how- 
ever, upon  pressure  or  friction ;  when  coherent  in  a  compact  mass, 
it  exhibits  the  well-known  bright  yellow  color  peculiar  to  it.  It 
fuses  only  at  a  white  heat,  and  resists,  accordingly,  all  attempts  at 
fusion  over  a  spirit-lamp.  It  remains  wholly  unaltered  in  the  air 
and  at  a  red  heat,  and  is  not  in  the  slightest  degree  affected  by 
water,  nor  by  any  simple  acid.  Nitrohydrochloric  acid  dissolves 
it  to  trichloride.  Hot  concentrated  sulphuric  acid  containing  a 
little  nitric  acid  dissolves  gold,  especially  if  in  a  finely  divided 
condition,  to  a  yellow  fluid,  from  which  it  is  thrown  down  again 
by  water  (J.  SpiLLEBf). 

I.  Auric  sulphide, — When  hydrogen  sulphide  is  transmitted 
through  a  cold  dilute  solution  of  auric  chloride,  the  whole  of  the 
gold  separates  as  auric  sulphide,  Au,S„  in  fonn  of  a  brownish- 
black  precipitate.  If  this  precipitate  is  left  in  the  fluid,  it  is 
gradually  transformed  into  metallic  gold  and  free  sulphuric  acid. 
Upon  transmitting  hydrogen  sulphide  through  a  warm  solution 
of  auric  chloride,  aurous  sulphide  Au,S  precipitates,  with  formation 
of  sulphuric  and  hydrochloric  acids,  thus :  4AuCl,  -j-  3H,S 
+  4H.0  =  2Au,S  +  12HC1  +  H.SO,. 

Auric  sulphide  is  insoluble  in  water,  hydrochloric  acid,  and 
nitric  acid,  birt  dissolves  in  nitrohydrocliloric  acid.  Colorless  am- 
monium sulphide  fails  to  dissolve  it;  but  it  dissolves  almost 
entirely  in  yellow  ammonium  sulphide,  and  completely  upon 
addition  of  potassa.  It  dissolves  in  potassa,  with  separation  of 
gold.  Yellow  potassium  sulphide  dissolves  it  completely.  It  dis- 
solves in  potassium  cyanide.  Exposure  to  a  moderate  heat  reduces 
it  to  the  metalUc  state. 

§  89. 

2.  Platinum. 

Platinum  is  invariably  weighed  in  the  metallio  state  ;  it  is 

t  Chmn,  N&toi,  xiv,  25«;  Z&it9ehr,f,  analyt  Chem,,yi,  228. 
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generally  precipitated  as  ammonium    platinic    chlobide,  or  as 

POTASSIUM  PLATINIC  CHLORIDE,  rarely  as  PLATINIO   SULPHIDE. 

a.  Metallic  platinum^,  produced  by  igniting  a^imoninm  platinic 
chloride,  or  potassium  platinic  chloride,  presents  the  appearance  of 
a  gray,  lustreless,  porous  mass  (spongy  platinum).  The  fusion  of 
platinum  can  be  effected  only  at  the  very  highest  degrees  of  lieat. 
It  remains  wholly  unaltered  in  the  air,  and  in  the  most  powerful 
furnaces.  It  is  not  attacked  by  water,  or  simple  acids,  and  scarcely 
by  aqueous  solutions  of  the  alkalies.  Nitrohydrochloric  acid  dis- 
solves it  to  platinic  chloride, 

J.  The  properties  oi  potassium,  platinic  chloride^  and  those  of 
ammonivmi  platinic  chloride^  have  been  given  already  in  §§  68 
and  70  respectively. 

c.  Platinic  sulphide, — When  a  concentrated  solution  of  pla- 
tinic chloride  is  mixed  with  hydrogen  sulphide  water,  or  when 
hydrogen  sulphide  gas  is  transmitted  through  a  rather  dilute 
solution  of  the  chloride,  no  precipitate  forms  at  first ;  after  stand- 
ing some  time,  however,  the  solution  turns  brown,  and  finally  a 
precipitate  subsides.  But  if  the  mixture  of  solution  of  platinic 
chloride,  with  hydrogen  sulphide  in  excess,  is  gradually  heated 
(finally  to ,  ebullition),  the  whole  of  the  platinum  separates  as 
platinic  sulphide  (free  from  any  admixture  of  platinic  chloride). 
Platinic  sulphide  is  insoluble  in  water  and  in  simple  acids ;  but  it 
dissolves  in  nitrohydrochloric  acid.  It  dissolves  partly  in  caustic 
alkalies,  with  separation  of  platinum,  and  completely  in  alkali 
sulphides,  especially  the  polysulphides  if  used  in  sufficient  excess. 
When  hydrogen  sulphide  is  transmitted  through  water  holding 
minutely  divided  platinic  sulphide  in  suspension,  the  sulphide, 
absorbing  hydrogen  sulphide,  acquires  a  light  grayish-brown  color ; 
the  hydrogen  sulphide  thus  absorbed,  separates  again  upon  exposure 
to  the  air.  When  moist  platinic  sulphide  is  exposed  to  the  air,  it 
is  gradually  decomposed,  being  converted  into  metallic  platinum 
and  sulphuric  acid.  Ignition  in  the  air  reduces  platinic  sulphide  to 
metallic  platinum. 

§90. 

3.  Antimony. 

Antimony  is  weighed  as  antimonous  sulphide,  as  antimony- 
TETROXIDE  (or  ANTiMONous  antimonatb),  ot  morc  rarely  in  the 
metallic  state. 
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a.  Upon  träoBmitting  hydrogen  Bulp]iide  through  a  solution  of 
antimonous  chloride  mixed  with  tartaric  acid,  an  orange  precipi- 
tate of  amorphous  antimonous  svlphide  is  obtained,  mixed  at  first 
with  a  small  portion  of  basic  antimony  chloride.  However,  if  the 
fluid  is  thoroughly  saturated  with  hydrogen  sulphide,  and  a  gentle 
heat  applied,  the  chloride  mixed  with  the  precipitate  is  decom- 
posed, and  pure  antimonous  sulphide  obtained.  Antimonous 
sulphide  is  insoluble  in  water  and  dilute  acids ;  it  dissolves  in  con- 
centrated hydrochloric  acid,  with  evolution  of  hydrogen  sulphide. 
In  precipitating  with  hydrogen  sulphide,  therefore,  antimony 
solutions  should  not  contain  too  much  free  hydrochloric  acid,  and 
should  be  sufficiently  diluted.  The  amorphous  antimonous  sul- 
phide dissolves  readily  in  dilute  potassa,  ammonium  sulphide,  and 
potassium  sulphide,  sparingly  in  ammonia,  very  slightly  in  ammo- 
nium carbonate,  and  not  at  all  in  hydrogen  potassium  sulphite. 
The  amorphous  sulphide,  dried  in  the  desiccator  at  the  ordinary 
temperature,  loses  very  little  weight  at  100°;  if  kept  for  some 
time  at  this  latter  temperature  its  weight  remains  constant.  But 
it  still  retains  a  little  water,  which  does  not  perfectly  escape  even 
at  190°,  but  at  200°  the  sulphide  becomes  anhydrous,  turning 
black  and  crystalline  (H.  Eose*  and  Expt.  No.  54).  ignited 
gently  in  a  stream  of  carbon  dioxide,  the  weight  of  this  anhydrous 
sulphide  remains  constant;  at  a  stronger  heat  a  small  amount 
volatilizes.  The  amorphous  sulphide,  if  long  exposed  to  the  action 
of  air,  in  presence  of  water,  slowly  takes  up  oxygen,  so  that  on 
treatment  with  tartaric  acid  it  yields  a  filtrate  containing  anti- 
mony. 

Antimonic  sulphide  is  insoluble  in  water,  also  in  water  con- 
taining hydrogen  sulphide.  It  dissolves  completely  in  ammonia, 
especially  on  warming;  traces  only  dissolve  in  ammonium  car- 
bonate. On  heating  dried  antimonic  sulphide  in  a  current  of 
carbon  dioxide  2  atoms  of  sulphur  escape,  black  crystalline  anti- 
monous sulphide  remaining. 

On  treating  antimonous  or  antimonic  sulphide  with  fuming 
nitric  acid  violent  oxidation  sets  in.  We  obtain  first  antimonic 
acid  and  pulverulent  sulphur ;  on  evaporating  to  dryness  antimonic 
acid  and  sulphuric  acid ;  and  lastly  on  igniting  antimony  tetroxide. 
The  same  antimony  tetroxide  is  obtained  by  igniting  the  sulphide 

*/{wr»./,  prakt.  (J hem.,  Lix,  881. 
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with  30  to  50  times  its  amount  of  mercuric  oxide  (Bunskn*). 
[According  to  later  investigations  of  BüNSEN,t  the  temperature, 
necessary  to  reduce  Sb,0,  to  Sb,0^  lies  so  near  that  which  reduces 
Sb,0^  to  Sb,0,  that  it  is  not  easy  to  bring  antimony  into  Sb,0^  for 
weighing.  It  is  possible  only  by  using  a  large  covered  platinum  or 
rather  large  open  porcelain  crucible  (by  suitable  choice  of  size  of 
crucible  and  intensity  of  flame)  and  heating  with  a  gas  blast  lamp 
so  that  the  bottom  only  of  the  crucible  reaches  a  strong  red  heat, 
to  drive  off  exactly  one  atom  of  oxygen  from  Sb,Oj.]  Ignition  in 
a  current  of  hydrogen  converts  the  sulphides  of  antimony  into  the 
metallic  state. 

COMPOSmON. 

Sb 240-80  71-45 

S,      ....       96-21  28-55 


337-01  10000 

b,  Antimofiy  tetroxtde  is  a  white  powder,  which,  when  heated, 
acquires  transiently  a  yellow  tint ;  it  is  infusible ;  it  loses  weight 
when  ignited  intensely  in  a  small  platinum  crucible  with  a  gas 
blast  flame  (BuNSENf).  It  is  almost  insoluble  in  water,  and  dis- 
solves in  hydrochloric  acid  with  very  great  difficulty.  It  undergoes 
no  alteration  on  treatment  with  ammonium  sulphide.  It  manifests 
an  acid  reaction  when  placed  upon  moist  litmus-paper. 

COMPOSITION. 

Sb, 240-8  79.00 

0 64-0  21-00 


304-8  100-00 

c.  Metallic  antimony,  produced  in  the  wet  way,  by  precipita- 
tion, presents  a  lustreless  black  powder.  It  may  be  dried  at  100° 
without  alteration.  It  fuses  at  a  moderate  red  heat.  Upon  ignition 
in  a  current  of  gas,  e.ff,,  hydrogen,  it  volatilizes,  without  formation 
of  antiraonetted  hydrogen.  Hydrochloric  acid  has  very  little 
action  on  it,  even  when  concentrated  and  boiling.  Nitric  acid 
converts   it   into    antimonous    oxide,   mixed   with  more   or  less 

*  Annai,  de  Chem,  u.  Pharm.,  cvi»  8.        f  Zriisehr,/.  analyt.  Ohem,,  1879,  268. 
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antimonj  tetroxide,  according  to  the  concentration  of  the  nitric 
acid. 

§91. 

4.  Tin  in  Stannous  Compounds;  and  5.  Tin  in  Stannic 
Compounds. 

Tin  is  generally  weighed  in  the  form  of  stannic  oxide  ;  be- 
sides stannic  oxide,  we  have  to  examine  stannous  sulphide  and 
stannic  sulphide. 

a.  Stannic  oxide. — If  a  solution  of  an  alkali,  sodium  sulphate 
or  ammonium  nitrate  is  added  to  a  solution  of  stannic  chloride, 
«tannic  acid  (H,SnO,)  is  precipitated.  This  precipitate  is  soluble 
in  excess  of  soda,  and  does  not  separate  again  even  on  the  addition 
of  a  large  quantity  of  soda  (C.  F.  Babfoed*).  It  is  also  readily 
soluble  in  hydrochloric  acid. 

By  the  action  of  nitric  acid  on  metallic  tin,  or  by  evaporating 
a  solution  of  tin  with  an  excess  of  nitric  acid,  a  white  residue  is 
obtained  which  is  metastannio  acid  (Sn^H^O,,  ?).  This  residue  is 
insoluble  in  water,  but  very  slightly  soluble  in  nitric  acid,  or 
sulphuric  acid.  By  heating  with  hydrochloric  acid  it  does  not 
dissolve,  but  is  changed  to  metastannic  chloride,  which  is  soluble 
in  water  after  removal  of  the  excess  of  hydrochloric  acid.  Soda 
added  to  a  solution  of  metastannic  chloride  precipitates  sodium 
metastaunate,  which  is  insoluble  in '  excess  of  soda  and  in  weak 
alcohol,  whereas  when  added  to  ordinary  stannic-chloride  solution, 
it  affords  a  precipitate  which  is  soluble  in  excess,  and  is  not 
reprecipitated  by  even  a  very  large  excess  (C.  F.  Barfoed*). 
Upon  intense  ignition,  both  stannic  and  metastannic  acids 
are  converted  into  stannic  oxide.  Mere  heating  to  redness  is  not 
sufficient  to  expel  all  the  water  (DuMAsf). 

Stannic  oxide  is  a  straw-colored  powder,  which  under  the 
influence  of  heat,  transiently  assumes  a  different  tint,  varying  from 
bright  yellow  to  brown.  It  is  insoluble  in  water  and  acids,  and 
does  not  alter  the  color  of  litmus-paper.  Mixed  with  ammonium 
chloride  in  excess,  and  ignited,  it  volatilizes  completely  as  stannic 
chloride.  If  stannic  oxide  is  fused  with  potassium  cyanide,  all  the 
tin  is  obtained  in  form  of  metallic  globules,  which  may  be  com- 
pletely, and  without  the  least  loss  of  metal,  freed  from  the  adhering 
slag,  by  extracting  with  dilute  alcohol,  and  rapidly  decanting  the 
fluid  from  the  tin  globules  (H.  IIose:|:). 

•  Zeit9chr,f.  analyU  Cheni.,  vii.  260.       f  Annal,  d.  Chem,  u.  Pharm,,  cv,  104. 
XJ(mm,f,  prakt.  Chem.,  lxi,  189. 
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COMPOSITION. 


Sn 111^  78-81 

0 32  2119 


151  10000 

h.  Hydrated  stannous  sulphide  fonns  a  brown  precipitate, 
insoluble  in  water,  hydrogen  sulphide  water,  and  dilute  acids.  In 
precipitating  tin  from  stannous  solutions  by  means  of  hydrogen 
sulphide,  free  hydrochloric  acid  must  not  be  present  in  too  large 
amount,  and  the  solution  must  be  diluted  sufficiently.  Ammonia 
fails  to  dissolve  it ;  but  it  dissolves  pretty  readily  in  yellow  ammo- 
nium sulphide,  and  in  yellow  potassium  sulphide;  it  dissolves 
readily  in  hot  concentrated  hydrochloric  acid.  Heated,  with  exclu- 
sion of  air,  it  loses  its  water,  and  is  rendered  anhydrous ;  when  ex- 
posed to  the  continued  action  of  a  gentle  heat,  with  free  access  of 
air,  it  is  converted  into  sulphur  dioxide,  which  escapes,  and  stannic 
oxide,  which  remains. 

c.  Hydrated  stannic  sidphide^  precipitated  by  acids  from  the 
solution  of  its  alkali  sulphur  salts,  is  a  light-yellow  precipitate.  In 
washing  with  pure  water,  it  is  inclined  to  yield  a  turbid  filtrate 
and  to  stop  up  the  pores  of  the  filter ;  this  annoyance  is  got  over 
by  washing  with  water  containing  sodium  chloride,  ammonium 
acetate,  or  the  like  (Bunsen).  On  drying,  the  precipitate  assumes 
a  darker  tint.  It  is  insoluble  in  water ;  it  dissolves  with  difficulty 
in  ammonia,  but  readily  in  potassa,  alkali  sulphides,  and  hot  con- 
centrated hydrochloric  acid.'  It  is  insoluble  in  hydrogen  potassium 
sulphite.  In  precipitating  tin  from  stannic  solutions  by  hydrogen 
sulphide,  the  solution  should  not  contain  too  much  free  hydro- 
chloric acid,  and  should  be  sufficiently  diluted.  According  to 
C.  F.  Bakfoed*  the  precipitates  thus  produced  are  not  pure 
hydrated  stannic  sulphide,  but  a  mixture  of  this  with  stannic  or 
metastannic  acid,  as  the  case  may  be.  The  precipitate  thrown 
down  from  ordinary  stannic  chloride  keeps  its  yellow  color  even 
after  long  standing  in  the  fluid,  and  dissolves  completely  in  excess 
of  soda ;  that  thrown  down  from  the  metastannic  chloride  is  first 
white  and  becomes  gradually  yellow,  it  turns  brown  on  standing 
in  the  fluid  and  dissolves  in  excess  of  soda,  leaving,  however,  a 
considerable  residue  of  sodium  metastannate.     When  heated,  with 

*  Zeitsehr.f.  a/ncdyt.  Chem.^  vii,  261. 
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exclusion  of  air,  Btannic  sulphide  loses  its  water  of  hydration,  and, 
at  the  same  time,  according  to  the  degree  of  heat,  one-half  or  one- 
fourth  of  its  sulphur,  becoming  converted  either  into  stannous 
sulphide  or  the  sesquisulphide  of  tin ;  when  heated  veiy  slowly, 
with  free  access  of  air,  it  is  converted  into  stannic  oxide,  with  dis- 
engagement of  sulphur  dioxide. 

§92. 

6.  AssENio  OF  Akssnous  Compounds  ;  and  7.  Ajeksenio  of 
Absekic  Compounds. 

Absenio  is  weighed  eitlier  as  lead  absenate,  as  absenous 

SULPHIDE,  as  AMMONHTM  MAGNESIUM  ARSENATE^  aS  MAGNESIUM  PYRO- 
AB8ENATE,  Or   aS   URANYL   PYR0AB8ENATE  ;    bcsidcS   tllCSC   f OHUS,  We 

have  here  to  examine  also  aksenio-molybdate  of  ammonium. 

a.  Lead  arsenatey  in  the  pure  state,  is  a  white  powder,  which 
agglutinates  when  exposed  to  a  gentle  red  heat,  at  the  same  time 
transitorily  acquiring  a  yellow  tint ;  it  fuses  when  exposed  to  a 
higher  degree  of  heat.  When  strongly  ignited,  it  suffers  a  slight 
diminution  of  weight,  losing  a  small  proportion  of  arsenic  acid, 
which  escapes  as  arsenous  oxide  and  oxygen.  In  analysis  we  have 
never  occasion  to  operate  upon  the  pure  lead  arsenate,  but  upon  a 
mixture  of  it  with  lead  oxide. 

h,  Arsenous  s^dphide  forms  a  precipitate  of  a  rich  yellow 
color;  it  is  insoluble  in  water,*  and  also  in  hydrogen -sulphide 
water.  When  boiled  with  water,  or  left  for  several  days  in  con- 
tact with  that  fluid,  it  undergoes  a  very  trifling  decomposition :  a 
trace  of  arsenous  acid  dissolves  in  the  water,  and  a  minute  pro- 
portion of  hydrogen  sulplii Jo  is  disengaged.  This  does  not  in  the 
least  interfere,  however,  with  the  washing  of  the  precipitate.  The 
precipitate  may  be  dried  at  100°,  without  decomposition;  the 
whole  of  the  water  which  it  contains  is  expelled  at  that  tempera- 
ture. When  exposed  to  a  stronger  heat,  it  transitorily  assumes 
a  brownish-red  color,  fuses,  and  finally  rises  in  vapor,  without 
decomposition.     It  dissolves  readily  in  alkalies,  alkali  carbonates, 

*  In  some  experiments  which  I  had  occasion  to  make,  in  the  course  of  an 
analysis  of  the  springs  of  Weilbach  (Chemische  Untersuchung  der  wichtigsten 
Nassauischen  Mineralwasser  von  Dr.  Fresenius,  V.  Schwefelquelle  zu  Weilbach. 
Weisbaden,  Kreidel  und  Niedner.  1856),  I  found  that  one  part  of  As«Ss  dis- 
solves in  about  one  million  parts  of  water. 
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alkali  snlpliides,  potassiam-hjdrogen  sulphite,  and  nitrohydro- 
chloric  acid ;  but  it  is  scarcely  soluble  in  boiling  concentratod 
hydrochloric  acid.  Red  fuming  nitric  acid  converts  it  into  arsenic 
acid  and  sulphuric  acid.     It  is  insoluble  in  carbon  disulphide. 

OOMPOSmON. 

As, 150-00         60-92 

S, 96-21  39-08 


246-21        100-00 

c.  Ammonium  m^agnesium  arsenate  forms  a  white,  somewhat 
transparent,  finely  crystalline  precipitate,  which  when  dried  in  a 
desiccator  has  the  formula  NH^MgAsO^  +  611.0.  After  drying 
at  100°,  its  composition  is  (NH^MgAsO^),  +  H,0.  At  a  higher 
temperature,  say  105° — 110°,  more  water  escapes,  and  at  130°  this 
loss  is  considerable  (Puller*).  Upon  ignition  it  loses  water  and 
ammonia,  and  changes  to  magnesium  pyroarsenate,  Mg,As,0,.  On 
rapid  ignition  the  escaping  ammonia  has  a  reducing  action  on  the 
arsenic  acid,  and  a  notable  loss  is  occasioned  (H.  Rose)  ;  by  raising 
the  heat  very  gradually  reduction  may  be  avoided  (H.  Rose, 
WrrrsTEiNjt  Puller),  or  by  passing  a  current  of  dry  oxygen 
during  the  ignition.  Ammonium  magnesium  arsenate  dissolves 
very  sparingly  in  water,  one  part  of  the  salt  dried  at  100°,  requir- 
ing 2656,  one  part  of  the  anhydrous  salt,  2788  parts  of  water  of 
15°.  It  is  far  less  soluble  in  ammoniated  water,  one  part  of  the 
salt  dried  at  100°  requiring  15038,  one  part  of  the  anhydrous  salt, 
15786  parts  of  a  mixture  of  one  part  of  solution  of  ammonia 
(0*96  sp.  gr.),  and  3  parts  of  water  at  lö**.  In  water  containing 
ammonium  chloride,  it  is  much  more  readily  soluble,  one  part  of 
the  anhydrous  salt  requiring  886  parts  of  a  solution  of  one  part  of 
ammonium  chloride  in  7  parts  of  water.  Presence  of  ammonia 
diminishes  the  solvent  capacity  of  the  ammonium  chloride ;  one 
part  of  the  anhydrous  salt  recjiiires  3014  parts  of  a  mixture  of 
60  parts  of  water,  10  of  solution  of  ammonia  (0*96  sp.  gr.)  and 
one  of  ammonium  chloride. :(:  A  solution  of  ammonium  chloride, 
ammonia  and  magnesium  sulphate  dissolves  much  less  of  the  salt 
than  ammoniated  water ;  thus,  Puller  (loc.  cit.)  found  that  one 

•Zeüschr.f.analyt.  Chem.,  x,  62.  \Ib.,  n,  19. 

Xlb,,  in,  206.     PULLEB  obtained  almost  the  same  numbers  {lb,,  T,  53). 
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part  of  the  anhydrong  salt  dissolved  in  32827  parts  of  a  flnid  con- 
taining -^  of  magnesia  mixture  (p.  113).  Excess  of  alkali  arsenate 
still  more  diminishes  the  solubility  of  the  salt  in  water  containing 
ammonia  and  ammonium  chloride  (Puller). 

OOMPOSmON   OF   AMMONIUM   MAGNESIUM   ARSENATE    DRIED  AT    100*^. 

2MgO. 


+H.0 


80-600 

52-144 

230-000 

18-016 

21-17 

13-69 

60-41 

4-73 

380-760       100-00 


d.  iiiagnesiwm  pyroarsenaiey  obtained  by  careful  ignition  of 
the  preceding  salt,  is  white,  infusible  by  ignition  in  a  porcelain 
crucible  even  over  the  blowpipe,  but  agglutinating  at  a  still  higher 
temperature,  and  anally  fusing.  After  ignition  in  a  porcelain 
crucible  it  dissolves  readily  in  hydrochloric  acid :  ammonia  pre- 
cipitates ammonium  magnesium  arsenate  from  the  solution  in  a 
crystalline  form. 

OOMPOSmON. 

y'AsO  <  Q  >  Mg         2MgO    .     .     .      80-6         25-96 
^AsO  <  Q  >  Mg         AsA     .     .     •    230-0         7405 

310-6       100-00 

e.  Urcmyl  pyroa/rsenate. — If  a  solution  of  arsenic  acid  is  mixed 
with  potash  in  slight  excess,  then  with  acetic  acid  to  strongly  acid 
reaction,  and  finally  with  uranyl  acetate,  the  whole  of  the  arsenic 
is  thrown  down  as  ÜO^HAsO^  +  411,0.  In  the  presence  of  salts 
of  ammonia  the  precipitate  also  contains  the  whole  of  the  arsenic, 
and  consists  of  UO^NH^AsO^  +  water.  Both  precipitates  are  pale 
yellowish-green,  slimy,  insoluble  in  water,  acetic  acid  and  saline 
solutions,  such  as  ammonium  chloride;  soluble  in  mineral  acids. 
Boiling  favors  the  separation  of  the  precipitate,  addition  of  a  few 
drops  of  chloroform  will  help  it  to  settle,  the  washing  is  to  be 
effected  by  boiling  up  and  decanting.  Both  precipitates  give 
(Ü0,), As,0,  on  ignition.  The  latter  is  a  light  yellow  residue ;  if 
it  has  turned  greenish  from  the  action  of  reducing  gases,  it  may  be 
restored  to  its  proper  color  by  moistening  with  nitric  acid  and 
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re-igniting.  On  igniting  the  ammonium  uranyl  arsenate,  the 
ammonia  must  first  be  expelled  by  cautious  heating,  or  a  current  of 
oxygen  must  be  passed  during  the  ignition,  otherwise  the  arsenic 
acid  will  be  partially  reduced,  and  arsenic  will  be  lost  (Puller*). 


OOMPOSmON. 


AsO  <  g  >  UO.  2U0.0  .     .      ßT5-2       71-44 

AsO  <  9  >  UO,  As.O.     .     .      230-0       28-56 


O 


805-2     lOO-OO 


f.  Ferric  Arsenate. — The  white,  slimy  precipitate  obtained 
when  ferric  chloride  is  treated  with  sodium  arsenate  has  the  follow- 
ing composition :  2Fe,.  As,0„  +  aq.,  and  it  is  formed  as  in  the  fol- 
lowing reaction :  2Fe,Cl.+  6Na^AsO,  =  2Fe,. As.O«  +  12NaCl 
-f-  3H,0.  It  is  soluble  in  mineral  acids,  but  is  soluble  in  arsenic- 
acid  solution  only  when  this  is  highly  concentrated  and  cold.  On 
either  heating  or  diluting  such  a  solution  a  precipitate  of  ferric 
arsenate  occurs ;  on  cooling  the  solution  the  precipitate  does  not 
again  dissolve  (Lunge  *).  Ferric  arsenate  is  soluble  in  ammonia 
with  yellow  color.  Besides  this  neutral  compound  there  are 
others  with  higher  iron  content,  e.g,^  FeAsO^  +  511,0,  precipi- 
tated on  adding  ferric  acetate  to  arsenic  acid  (Kotschoubky)  ; 
2Fe,.A8,0„  -f-  12H,0,  obtained  when  basic  ferrous  arsenate  is 
oxidized  with  nitric  acid  and  ammonia  added;  16Fe,.As,0„  + 
24H,0,  obtained  on  boiling  less  basic  compounds  with  excess  of 
potassium-hydroxide  solution  (Berzelius).  The  last  two  com- 
pounds are  insoluble  in  ammonia;  the  last  is  quite  like  ferric 
hydroxide.  In  Berthier's  method  of  estimating  arsenic  acid  a 
mixture  of  these  various  salts  is  obtained.  The  more  basic  they 
are,  the  better  "adapted  they  are  for  estimation,  on  account  of 
their  insolubility  in  ammonia.  They  are  also  then  more  easily 
waslied.  On  being  very  gradually  heated  to  redness,  water  alone 
is  expelled;  if  the  salt  is  strongly  heated  suddenly,  however 
(before  the  adhering  ammonia  has  escaped),  a  part  of  the  arsenic 
i  acid  is  reduced  to  arsenous  acid  (H.  Rose). 

I  g,  Arseiiio-molyhdate  of  crnimoniAim, — If  a  fluid  containing 

I 

*Zeii8chr.f,  analyt.  Chem.,  x,  72. 
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arsenic  acid  is  mixed  with  excess  of  the  nitric  acid  solution  of 
ammonium  molybdate,  the  fluid  remains  clear  in  the  cold,  but  on 
heating  a  yellow  precipitate  of  arsenio  molybdate  of  ammonium 
sepai-ates.  This  precipitate  comports  itself  with  solvents  like  the 
analogous  compound  of  phosphoric  acid;  it  is,  like  the  latter, 
insoluble  in  water,  nitric  acid,  dilute  sulphuric  acid  and  salts,  pro- 
vided an  excess  of  solution  of  ammonium  molybdate,  mixed  with 
acid  in  moderate  excess,  be  present.  Hydrochloric  acid  or  metallic 
chlorides,  when  present  in  large  quantity,  interfere  with  the 
thoroughness  of  the  precipitation.  Seliosohn*  found  it  to  be 
composed  of  87*666  per  cent,  of  molybdic  acid,  6*308  arsenic  acid, 
4*258  ammonia,  and  1*768  water. 

Ä  FORMS  IN  WHICH  THE  ACID  RADICALS  ARE  WEIGHED  OR 

PRECIPITATED. 

ACIDS  OF  THE  FIRST  GROUP. 

§93. 

1.  Arsenoüs  Acid  and  Arsenic  Acid. — See  §  92. 

2.  Chromic  Acid. 

Chromic  acid  is  weighed  either  as  chromio  oxide,  or  as  lead 

CHROMATE,  Or  BARIUM  CHROMATE.  We  haVC  alsO  to  COUsidcr  MER- 
OTJROUS  CHROMATE. 

a.  Chromic  oxide. — See  §  76. 

J.  Zectd  Chromate  obtained  by  precipitation  forms  a  bright-yel- 
low precipitate,  insoluble  in  water  and  acetic  acid,  barely  soluble  in 
dilute  nitric  acid,  readily  in  solution  of  potassa.  When  lead  Chro- 
mate is  l)oiled  with  concenti-ated  hydrochloric  acid,  it  is  readily 
decomposed,  lead  chloride  and  chromic  chloride  being  formed. 
Addition  of  alcohol  tends  to  promote  this  decomposition.  Lead 
Chromate  is  unalterable  in  the  air.  It  dries  thoroughly  at  100°. 
Under  the  influence  of  heat  it  transitorily  acquires  a  reddish-brown 
tint ;  it  fuses  at  a  red  heat ;  when  heated  beyond  its  point  of 
fusion,  it  loses  oxygen,  and  is  transformed  into  a  mixture  of  chro- 
mic oxide  and  basic  lead  Chromate.  Heated  in  contact  with  organic 
substances,  it  readily  yields  oxygen  to  the  latter. 

*Joum,f.  prakt,  CTiem,,  lxxvii,  481. 


226  FORMS.  [§9ä 


COMPOSITION. 


^^  .O^p,  _PbO  .  .  .  222-92     6901 
^^^•^O^^^-CrO,  .  .  .  10010     30-99 


323-02    100-00 

c.  Ba/rium  Chromate  is  obtained  as  a  light-yellow  precipitate 
on  mixing  a  solution  of  an  alkali  chi-omate  with  barium  chloride. 
It  dissolves  in  hydrochloric  and  in  nitric  acid,  but  not  in  acetic 
acid.  On  washing  with  pure  water,  the  latter  begins  to  dissolve  it 
slightly,  as  soon  as  all  soluble  salts  are  removed,  to  such  an  extent 
that  the  washings  run  off  yellow.  The  precipitate  is  insoluble  in 
saline  solutions.  Hence  it  is  best  to  use  a  solution  of  ammonium 
acetate  for  washing  (Peabson  and  Richakds*).  It  is  not  decom- 
posed by  moderate  ignition. 

COMPOSITION. 

O^  ^        BaO  .  .  .  163-40     60-51 


CrO.<Q>Ba=(.^()^  !  !  '.  100-10 


39-49 


2Ö3-50    100-00 

d.  Mercwrovs  chnrmate  obtained  by  adding  mercurous  nitrate 
to  an  alkali  Chromate  is  a  brilliant-red  precipitate,  which  turns 
black  by  the  action  of  light.  It  dissolves  very  slightly  in  cold 
water,  more  in  boiling  water,  being  partially  converted  into  a  mer- 
curic salt ;  it  dissolves  slightly  in  dilute  nitric  acid.  For  washing, 
it  is  best  to  use  a  dilute  solution  of  mercurous  nitrate  containing 
but  little  free  acid ;  in  this  solution  it  is  insoluble  (H.  Boss  f ). 

3.  Sulphuric  Acid. 

Sulphuric  acid  is  determined  best  in  the  form  of  babium  sul- 
phate, for  the  properties  of  which  see  §  71. 

4.  Phosphoric  Acid. 

The  principal  forms  into  which  phosphoric  acid  is  converted  are 
as  follows  : — lead  phosphate,  magnesium  pyrophosphate,  magne- 
sium PHOSPHATE  Mg,(POj„  FERRIC    PHOSPHATE,  URANYL  PYROPHOS- 


♦  ZeiUchr.f,  analt/L  CÄ^m.,  ix,  108.  iPogg,  Ann.,  liii,  124. 
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PHATE,  STANNIC  PHOSPHATE,  and  SILVER  PHOSPHATE,     l^esides  these 
compounds,    we  have  to   examine    mercuroub    phosphate    and 

PHOSPHO-MOLYBDATE  OF  AMMONIUM. 

a.  The  lecul  phosphate  obtained  in  the  coarse  of  analysis  is 
rarely  pure,  but  is  generaUy  mixed  with  free  lead  oxide.  In  this 
mixture  we  have  accordingly  the  normal  lead  phosphate  Pb,(PO^), ; 
in  the  pure  state,  this  presents  the  appearance  of  a  white  powder ; 
it  is  insoluble  in  water,  acetic  acid,  and  ammonia.  It  dissolves 
readily  in  nitric  acid.  When  heated  it  fuses  without  decomposi- 
tion. 

J.  Magnesium  pyrophosphate, — See  §  74. 

c.  Magnesium  phosphate  (Mg,(POJ,). — ^A  mixture  of  this  com- 
pound with  excess  of  magnesia  is  produced  by  mixing  a  solution  of 
an  alkali  phosphate,  containing  ammonium  chloride,  with  magnesia, 
evaporating,  heating  until  the  ammonium  chloride  is  expelled,  and 
finally  treating  with  water.  It  is  practically  insoluble  in  water  and 
in  solutions  of  salts  of  the  alkalies  (Fr.  Schulze  *)• 

d.  Ferric  phosphate. — If  a  solution  of  phosphoric  acid  or  of 
calcium  phosphate  in  acetic  acid  is  carefully  precipitated  with  a 
solution  of  ferric  acetate,  or  with  a  mixture  of  iron-alum  and 
sodium  acetate,  so  tliat  the  iron  salt  may  just  predominate,  the  pre- 
cipitate always  contains  1  mol.  P.O,  to  1  mol.  Fe,0,  corresponding 
to  the  formula  of  normal  ferric  phosphate,  Fe,(PO^),  (Räwsky, 
WmsTEiN,  E.  DAVYf) ;  if,  on  the  other  hand,  the  ferric  acetate  is 
in  larger  excess,  the  precipitate  is  more  basic.  Wettstein  obtained, 
by  using  a  considerable  excess  of  ferric  acetate,  a  precipitate  con- 
taining 3P,0,  to  4Fe,0,.  Precipitates  obtained  with  a  small  excess 
of  the  precipitant  possess  a  composition  varying  between  the  above- 
mentioned  limits.  Kammelsberg  obtained  Fe,(PO^),  +  4H,0,  and 
"WmsTEiN  subsequently  the  same  compound  (with  8H,0  instead 
of  4)  upon  mixing  ferric  sulphate  with  sodium  phosphate  in  excess ; 
with  an  insufficient  quantity  of  sodium  phosphate  the  latter  chem- 
ist obtained  a  more  yellowish  precipitate  which  had  a  composition 
corresponding  to  the  formula  3Fe,(P0,),  +  Fe,(OH),  +  8H,0.  If 
an  acid  fluid  containing  a  considerable  excess  of  phosphoric  acid  is 
mixed  with  a  small  quantity  of  a  ferric  sohition,  and   an   alkali 

•  Joum.f.  prakt,  Chem.,  LXin,  440.  \Phü.  Mag.,  xix,  181. 
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acetate  is  added,  a  precipitate  of  the  formula,  Fe,(POJ,  +  water,  is 
invariably  obtained,  which  accordingly  leaves  upon  ignition  Fe, 
(PO J,  =  Fe,0,  +  PjOj  (WrrxsTEiN).  Fresh  experiments  which 
I  have  made  upon  this  subject  have  convinced  me  of  the  perfect 
correctness  of  this  statement.  Mohk  obtained  the  same  results.* 
The  precipitate  is  insoluble  in  a  fluid  containing  salts,  but  when 
washing,  as  soon  as  the  soluble  salts  are  nearly  removed,  the  pre- 
cipitate begins  to  dissolve.  The  filtrate  has  an  acid  reaction,  and 
contains  iron  and  phosphoric  acid.  The  precipitate,  under  these 
circumstances,  alters  in  composition,  and  this  explains  why  different 
results  were  obtained  in  the  analysis  of  precipitates  which  had  been 
washing  for  different  lengths  of  time  (Fk.  Mohk). 

COMPOSmON. 

pOc^O^Fe 

^^()/^       _PA  .     •     •    142-0  47-05 

^O^        ""Fe,().  .     .     .    159-8  52-95 

POC— 0->re  

\0/^                                    301-8  100-00 

If  we  dissolve  ferric  phosphate  in  hydrochloric  acid,  supersatu- 
rate the  solution  with  ammonia,  and  apply  heat,  we  obtain  more 
basic  salts,  viz.,  3Fe,0„2P,0^  (Rammelsbero)  ;  2Fe,0„P,0^  (Witt- 
STEIN — after  long  washing).  In  Wittstein's  ex])eriment,  the  wash- 
water  contained  phosphoric  acid.  The  white  ferric  phosphate  does 
not  dissolve  in  acetic  acid,  but  it  dissolves  in  a  solution  of  ferric 
acetate.  Upon  boiling  the  latter  solution  (of  ferric  phosphate  in 
ferric  acetate),  the  whole  of  the  phosphoric  acid  precipitates,  with 
basic  ferric  acetate,  as  hyperbasic  ferric  phosphate.  Similar 
extremely  basic  combinations  are  invariably  obtained  (often  mixed 
with  ferric  hydroxide),  upon  precipitating  with  ammonia  or  barium 
carbonate  a  solution  containing  phosphoric  acid  and  an  excess  of 
a  ferric  salt.  The  precipitate  obtained  by  barium  carbonate  can  be 
conveniently  filtered  off  and  washed,  the  filtrate  is  perfectly  free  i 
from  either  iron  or  phosphoric  acid ;  on  the  contrary,  the  precipi- 
tate obtained  by  ammonia,  especially  if  the  latter  were  much  in 
excess,  is  slimy,  and  therefore  difficult  to  wash,  and  the  filtrate 
always  contains  small  traces  of  both  iron  and  phosphoric  acid. 

♦  ZeiUchr.f.  analyt.  Chem.,  n,  250. 
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e.  JJranyl  pyropho9phat€. — If  the  hot  aqueous  solution  of  a 
phosphate  soluble  in  water  or  acetic  acid  is  mixed,  in  presence  of 
free  acetic  acid,  with  uranyl  acetate,  a  precipitate  of  uranyl  hydro- 
gen phosphate  is  immediately  formed.  If  the  fluid  contains  much 
ammonium  salt,  the  precipitate  contains  also  uranyl  ammonium 
phosphate.  The  same  precipitate  forms  also  if  aluminium  or  ferric 
salts  are  present ;  but  in  that  case  it  is  always  mixed  with  more 
or  less  aluminium  or  ferric  phosphate.  Presence  of  potassium  or 
sodium  salts,  on  the  contrary,  or  of  salts  of  the  alkali-earth  metals, 
has  no  influence  on  the  composition  of  the  precipitate.  Anunonium- 
uranyl  phosphate  (TJO,NH^PO^  +  xKfi)  is  a  somewhat  gelatinous, 
whitish-yellow  precipitate,  with  a  tinge  of  green.  The  best  way 
of  washing  it,  at  least  so  far  as  the  principal  part  of  the  operation 
is  concerned,  is  by  boiling  with  water  and  decanting.  If,  after 
having  allowed  the  fluid  in  which  the  precipitate  is  suspended  to 
cool  a  little,  a  few  drops  of  chlorofoi-m  are  added,  and  the  mixture 
is  shaken  or  boiled  up,  the  precipitate  subsides  much  more  readily 
than  without  this  addition. 

The  precipitate  is  insoluble  in  water  and  in  acetic  acid ;  but  it 
dissolves  in  mineral  acids ;  ammonium  acetate,  added  in  sufficient 
excess,  completely  re-precipitates  it  from  this  solution,  upon  appli- 
cation of  heat.  Upon  igniting  the  precipitate,  no  matter  whether 
containing  ammonium  or  not,  uranyl  pyrophosphate  of  the  for- 
mula (UO,),P,0,  is  produced.  This  has  the  color  of  the  yolk  of  an 
egg.  If  the  precipitate  is  ignited  in  presence  of  charcoal  or  of  some 
reducing  gas,  partial  reduction  to  uranous  phosphate  ensues,  owing 
to  which  the  ignited  mass  acquires  a  greenish  tint ;  however,  upon 
warming  the  greenish  residue  with  some  nitric  acid,  the  green  ui-a- 
nous  salt  is  readily  reconverted  into  the  yellow  uranyl  salt.  Uranyl 
pyrophosphate  is  not  hygroscopic,  and  may  therefore  be  ignited 
and  weighed  in  an  open  platinum  dish  (A.  Arendt  and  W.  Knop*). 

P0<9>U0,        2U0.0     .     .   675-2  8020 

O  ^  = 

"^P0<Q>U03        P.O.      .     .     .  1420  19-80 

717-2         100-00 
^GhemucheB  CerUramatt,  1866.  769,  808;  and  1857,  177. 
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The  one-fifth  part  of  the  precipitate  may  accordingly  be  cal- 
culated as  phosphoric  anhydride  in  ordinary  analyses.* 

f.  Stannic  phosphate  is  never  obtained  in  the  pure  state  in  the 
analytical  process,  but  contains  always  an  admixture  of  hydrated 
metastannic  acid  in  excess,  which,  upon  ignition,  changes  to  meta- 
stannic  acid.  It  has,  generally  speaking,  the  same  properties  as 
hydrated  metastannic  acid,  and  is  more  particularly,  like  the  latter, 
insoluble  in  nitric  acid.  Upon  heating  with  concentrated  solution 
of  potassa,  potassium  phosphate  and  metastannate  are  formed. 

g.  Noi^mal  silver  phosphate  is  a  yellow  powder ;  it  is  insoluble 
in  water,  but  readily  soluble  in  nitric  acid,  and  also  in  ammonia. 
In  ammonium  salts,  it  is  difficultly  soluble.  It  is  unalterable  in 
the  air.  Upon  ignition,  it  acquires  transiently  a  reddish-brown 
color ;  at  an  intense  red  heat,  it  fuses  without  decomposition. 


695-52      8304 
14200      16-96 


837-52     100  00 


h,  MercuroKS  phosphate. — This  compound  is  employed  for  the 
purpose  of  effecting  the  separation  of  phosphoric  acid  from  many 
bases,  after  H.  Eose's  method. 

Merciirous  phosphate  presents  the  appearance  of  a  white  crys- 
talline mass,  or  of  a  white  powder.  It  is  insoluble  in  water,  but 
dissolves  in  nitric  acid.  The  action  of  a  red  heat  converts  it  into 
fused  mercuric  phosphate,  with  evolution  of  vapor  of  mercury. 
Upon  fusion  with  alkali  carbonates,  alkali  phosphates  are  pro- 
duced, and  mercury,  oxygen,  and  carbon  dioxide  escape. 

i.  Phospho-mol yhdate  of  ammoniurn. — This  compound  also 
serves  to  effect  the  separation  of  phosphoric  acid  from  other 
bodies ;   it  is  of  the  utmost  importance  in  this  respect. 

The  composition  of  ammonium  phospho-molybdate  is  variable ; 


*  The  atomic  weight  of  uranium  is  here  taken  as  239*6,  according  to  Clark 
(0  =  16).  If  we  take  it  according  to  Peligot,  as  240,  the  ignited  phosphate 
would  contain  8022  UO,  and  1978  PjO».  W.  Kuop  and  Arendt  found  in 
four  experiments  2013,  2006,  2004,  and  2004  respectively  (in  another  20-77). 
It  will  be  seen  that  these  numbers  agree  better  with  the  composition  as  reck- 
oned from  Ebelmen's  atomic  weight  for  uranium,  237*6,  than  from  Peligot's 
atomic  weight. 
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it  is  usually  given  as  2(K'H,),PO,.22MoO,  +  12H,0.  It  forms 
a  bright  yellow,  readily  subsiding  precipitate.  Dried  at  lOO"*, 
it  lias,  according  to  Skliosohn,  the  following  (average)  com- 
position : 

MoO. 90-744 

P,0 3.142 

gfH,),0 3-570 

,0 2. 544 

100.000*  . 

In  the  pure  state,  it  dissolves  but  sparingly  in  cold  water  (1  in 
10000 — Egoebtz)  ;  but  it  is  soluble  in  hot  water.  It  is  readily 
soluble  even  in  the  cold,  in  caustic  alkalies,  alkali  carbonates  and 
phosphates,  ammonium  chloride,  and  ammonium  oxalate.  It  dis- 
solves sparingly  in  ammonium  sulphate,  potassium  nitrate,  and 
potassium  chloride ;  and  very  sparingly  in  ammonium  nitrate. 

It  is  soluble  in  potassium  sulphate  and  sodium  sulphate,  sodium 
chloride  and  magnesium  chlori<Je,  and  sulphuric,  hydrochloric  and 
nitric  acids  (concentrated  and  dilute).  Water,  containing  1  per 
cent,  of  common  nitric  acid,  dissolves  TnjW  (Eggertz).  Appli- 
cation of  heat  does  not  check  the  solvent  action  of  these  substances. 
Presence  of  ammonium  molybdate  totally  changes  its  deportment 
with  acid  fluids.  Dilute  nitric  or  sulphuric  acid  containing 
anmionium  molybdate  does  not  dissolve  it;  but  much  hydro- 
chloric acid,  even  in  the  presence  of  ammonium  molybdate,  has 
a  solvent  action,  and  this  acid  consequently  interferes  with  the 
complete  precipitation  of  phosphoric  acid  by  nitric  acid  solution 
of  ammonium  molybdate.  The  solution  of  the  phospho-molybdate 
of  ammonium  in  acids  is  probably  attended,  in  all  cases,  with 
decomposition  and  separation  of  the  molybdic  acid,  which  cannot 
take  place  in  the  presence  of  ammonium  molybdate  (J.  CBAw)t. 
Tartaric  acid  and  similar  organic  substances  entirely  prevent  the 

*  From  the  vaiying  results  of  different  analysts  it  is  plain  that  the  precipi- 
tate, prepared  under  apparently  the  same  circumstances,  has  not  always  exactly 
the  same  composition.  Sonnenschein  (Journ.  /.  prakt  Chsm.,  liii,  342)  found 
in  the  precipitate  dried  at  120',  3-93— 8-12jr  P,0.;  Lipowitz  {Pogg.  Annal, 
cix,  135),  in  the  precipitate  dried  at  from  20*  to  30%  de07%  PjO. ;  Eggertz 
(Journ,/.  prakt.  Chem,,  lxxix,  496),  3-7  to  3*8^. 

t  Chem.  Qaz.  1852,  216. 
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precipitation  of  the  phospho-molybdate  of  ammoniam  (Eogeetz). 
In  the  pi-esence  of  an  iodide  instead  of  a  yellow  precipitate,  a  green 
precipitate  or  a  green  fluid  is  formed,  resulting  from  the  reducing 
action  of  the  hydriodic  acid  on  the  molybdic  acid  (J.  W.  Bill*). 
Other  substances  which  reduce  molybdic  acid  have  of  course  a 
similar  action. 

6.  BoKio  Acid. 

Potassium  Bokofluoride  is  the  best  form  to  convert  boric 
acid  into  for  the  purpose  of  the  direct  estimation  of  the  acid.  This 
compound  is  produced  by  mixing  the  solution  of  an  alkali  borate, 
in  presence  of  a  sufiicient  quantity  of  potassa,  with  hydrofluoric 
acid  in  excess,  in  a  silver  or  platinum  dish,  and  evaporating  to  dry- 
ness. The  gelatinous  precipitate  which  forms  in  the  cold,  dissolves 
upon  application  of  heat,  and  separates  from  the  solution  subse- 
quently, upon  evaporation,  in  small,  hard,  transparent  crystals. 
The  compound  has  the  formula  KF,BF,.  It  is  soluble  in  water 
and  also  in  dilute  alcohol ;  but  strong  alcohol  fails  to  dissolve  it  ,* 
it  is  insoluble  also  in  concentrated  solution  of  potassium  acetate. 
It  may  be  dried  at   100°,  without   decomposition   (Aug.  Stbo- 

MEYERf). 

coMPosmoy. 

K 39-11  30-96 

B 1100  8-71 

F, 76-20  60-33 

126-31  100-00 

6.  Oxalic  Acid. 

When  oxalic  acid  is  to  be  directly  determined  it  is  usually  pre- 
cipitated in  the  form  of  calcium  oxalate;  and  its  weight  is 
inferred  from  the  calcium  carbonate  or  calcium  oxide  produced 
from  the  oxalate  by  ignition.  For  the  properties  of  these  bodies 
see  §  73. 

7.  Hydrofluoric  Acid. 

The  direct  estimation  of  hydrofluoric  acid  is  usually  effected 
by  weighing  the  acid  in  the  form  of  calcium  fluoride. 

Calcium  ßuoride  forms  a  gelatinous  precipitate,  which  it  is 
found  difficult  to  wash.     If  digested  with  ammonia,  previous  to 

♦  Saiim,  Joum,,  July,  1858.  f  Annal.  d.  Chem,  u.  PTiarm.,  c,  82. 
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filtration,  it  is  rendered  denser  and  less  gelatinous.  It  is  not  alto- 
gether insoluble  in  water ;  aqueous  solutions  of  the  alkalies  fail  to 
decompose  it.  It  is  very  slightly  soluble  in  dilute,  but  more 
readily  in  concentrated  hydrochloric  acid.  When  acted  upon  by 
sulphuric  acid,  it  is  decomposed,  and  calcium  sulphate  and  hydro- 
fluoric acid  are  formed.  Calcium  fluoride  is  unalterable  in  the  air, 
and  at  a  red  heat.  Exposed  to  a  very  intense  heat,  it  fuses,  upon 
intense  ignition  in  moist  air,  it  is  slowly  and  partially  decomposed 
into  calcium  oxide  and  hydrofluoric  acid.  Mixed  with  ammonium 
chloride,  and  exposed  to  a  red  heat,  calcium  fluoridj  suffers  a  con- 
tinual loss  of  weight ;  but  the  decomposition  is  incompletOv 


COMPOSITION. 

Ca     . 
F.      . 

40.1 

38-1 

51.28 

48.72 

T8-2 

100-00 

We  often  determine  fluorine,  more  particularly  in  presence  of 
silicic  acid,  by  converting  it  into  silicon  fluoride  (SiF^).  This  is  a 
colorless  gas,  fuming  in  the  air,  with  suffocating  odor,  of  sp.  gr. 
3*574,  which  decomposes  when  mixed  with  water  forming  silica 
and  hydrofluosUicic  acid  thus :  SSiF.  +  2H.0  =  2H,SiF,+  SiO,. 

8.  Cabbonio  Acid. 

The  direct  estimation  of  carbonic  acid — which,  however,  is 
only  rarely  resorted  to— is  usually  effected  by  weighing  the  acid  in 
the  form  of  calcium  caebonate.  For  the  properties  of  the  latter 
substance,  see  §  73. 

9.  Silicic  Acid.* 

When  silicic  acid  is  separated  by  acids  from  aqueous  solutions 
of  alkali  silicates,  it  is  at  first  perfectly  soluble  in  water.  It  be- 
comes insoluble  or  rather  difficultly  soluble  when  it  coagulates. 
Coagulation  is  a  permanent  change  and  is  furthered  by  concentra- 
tioii  and  by  elevation  of  temperature.  Silicic  acid  solution  con- 
taining 10  or  12  per  cent,  of  SiO,  coagulates  at  the  ordinary  tem- 
perature in  a  few  hours,  and  immediately  if  heated.     A  solution  of 

*  Free  siUcic  acid  in  solution  is  assumed  to  have  the  composition  expressed 
by  the  formula  Si(0H)4.  Silicic  anhydride  (SiOi)  is  usually  called  "silica." 
Compounds  of  SiOs  with  less  water  than  corresponds  to  the  formula  Si(0H)4  = 
8iO«(H,0)a  are  here  caUed  "  hydrates  of  silica." 
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5  per  cent,  may  be  preserved  without  coagulating  for  five  or  six  days, 
one  of  2  per  cent,  for  two  or  three  months,  and  one  of  1  per  cent, 
for  several  years,  and  solutions  containing  ^  per  cent,  or  less  are 
not  appreciably  altered  by  time.  Solid  matter  in  powder  such  as 
graphite,  hastens  coagulation,  alkali  salts  induce  it  rapidly.  Aque- 
ous solutions  of  silicic  acid  may,  on  the  contrary,  be  mixed  with 
hydrochloric  acid,  nitric  acid,  acetic  acid,  tartaric  acid  and  alcohol 
without  coagulating.  The  gelatinous  silicic  acid  produced  by 
coagulation  may  contain  more  or  less  water,  and  it  appears  to  be 
the  more  difficultly  soluble  in  water,  the  less  water  it  contains; 
thus  a  jelly  of  silicic  acid  containing  1  per  cent,  of  silica  (SiO,)  gives 
a  solution  with  cold  water  containing  1  part  of  silica  in  about  5u00 
parts,  a  jelly  of  5  per  cent,  gives  a  solution  containing  1  part  of  silica 
in  about  10000  parts  of  water.  A  jelly  containing  less  water  is  still 
less  soluble,  and  when  the  jelly  is  dried  up  to  a  gummy  mass  it  is 
barely  soluble  at  all ;  this  is  also  the  case  with  the  pulverulent 
hydrate  of  silica  obtained  in  the  analysis  of  silicates  by  drying  a 
jelly  containing  much  salts  at  100°  (Graham*).  The  hydrated 
silica  dried  at  100°  dissolves  but  very  slightly  in  acids  (with  the 
exception  of  hydrofluoric  acid) ;  it  dissolves,  however,  in  solutions 
of  fixed  alkalies  and  alkali  carbonates,  especially  on  heating.  Aque- 
ous ammonia  dissolves  the  jelly  in  tolerable  quantity  and  the  dry 
hydrate  in  very  notable  quantity  (Pribram)!.  Regarding  the 
amount  of  water  in  the  hydrate  dried  at  given  temperatures  chem- 
ists do  not  agree.:|: 

On  ignition  all  the  hydrates  pass  into  anhydrous  silica.  As 
the  vapor  escapes  small  particles  of  the  extremely  fine  powder 
are  liable  to  whirl  up.  This  may  be  avoided  by  moistening  the 
hydrate  in  the  crucible  with  water,  evaporating  to  dryness  on  a 
water  bath,  and  then  applying  at  first  a  slight  and  then  a  gradu- 
ally increased  heat. 

The  silica  obtained  by  igniting  the  hydrate  appears  in  the 
amorphous  condition,  with  a  sp.   gr.  of  2*2  to  2*3.     It  forms  a 

*  Pogg.  Annal.,  cxiii,  529.  \ ZeiUchr,/.  analyt.  Chem.,  vi,  119. 

X  DovKRi  {Annal.  de  Chim,  et  de  Phys.,  xxi,  40;  Annal.  d,  Chem.  u.  Pharm,, 
Lxiv,  256)  found  in  the  air -dried  hydrate  16 '9  to  n'S%  water;  J.  Fuchs 
{AnnaL  d.  Chem.  u.  Pharm.,  lxxxii,  119  to  123),  91  to  9-6;  G.  Lippert,  9*38 
to  9-95.  DovERi  found  in  the  hydrate  dried  at  100%  83  to  94;  J.  Fuchs,  6-68 
to  696;  G.  Lippekt,  4-97  to  5-52.  H.  Rose  (Pogg.  AnnaL,  cviii,  1;  Joum.für 
prakt.  Chem,,  Lxxxi,  227)  found  in  the  hydrate  obtained  by  digesting  stilbito 
with  concentrated  hydrochloric  acid,  and  dried  at  150",  4-85jt  water. 
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white  powder  insoluble  in  water,  and  acids  (hydrofluoric  excepted), 
soluble  in  solutions  of  the  fixed  alkalies  and  their  carbonates, 
especially  in  the  heat.  Hydrofluoric  acid  readily  dissolves  amor- 
phous silica;  the  solution  leaves  no  residue  on  evaporation  in 
platinum,  if  the  silica  was  pure.  The  amorphous  silica,  when 
heated  with  ammonium  fluoride  in  a  platinum  crucible,  readily 
volatilizes.  The  ignited  amorphous  silica,  exposed  to  the  air, 
eagerly  absorbs  water,  which  it  will  not  give  up  at  from  100°  to 
150°  (H.  Rose).  The  lower  the  heat  during  ignition  the  more 
hygroscopic  is  the  residue  (Souohay*).  Silica  fuses  at  the  strong- 
est heat ;  the  mass  obtained  being  vitreous  and  amorphous.  Amor- 
phons  silica  ignited  with  ammonium  chloride,  at  first  loses  weight, 
and  then,  when  the  ignition  has  rendered  it  denser,  the  weight 
remains  constant. 

The  amorphous  silica  must  be  distinguished  from  the  crystallized 
or  crystalline  variety,  which  occurs  as  rock  crystal,  quartz,  sand,  &c. 
This  has  a  sp.  gr.  of  2-6  (Schaffgotsch),  and  is  fai*  more  diflScultly, 
and  in  far  less  amount,  dissolved  by  potash  solution  or  solution  of 
fixed  alkali  carbonates ;  it  is  also  more  slowly  attacked  by  hydro- 
fluoric acid,  or  ammonium  fluoride.  Crystallized  silica  is  not  hygi'o- 
scopic,  whether  strongly  or  gently  ignited  (Souchay).  Vegetable 
colors  are  not  changed  either  by  silica  or  its  hydrates. 

COMPOSmON. 

Si 28-4  47-02 

O, 32-0   •  52-98 


60-4  100-00 

ACID  RADICALS  OF  THE  SECOND  GROUP. 

§94. 

1.  Hydrochloric  Acid. 

Hydrochloric  acid  is  almost  invariably  weighed  in  the  form  of 
SILVER  CHLORIDE — for  the  properties  of  which  see  §  82. 

2.  Hydrobromic  Acid. 
Hydrobromic  acid  is  always  weighed  in  the  form  of  silver 

BROMIDE. 

»  Zeitsehr.  /.  analyU  Chem.,  vm,  438. 
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Silver  bromide^  prepared  in  the  wet  way,  forms  a  yellowisli- 
wliite  precipitate.  It  is  wholly  insoluble  in  water  and  in  nitrio 
acid,  tolerably  soluble  in  ammonia,  readily  soluble  in  sodium  thio- 
sulphate  and  potassium  cyanide.  Concentrated  solutions  of  potas- 
sium, sodium,  and  ammonium  chlorides  and  bromides  dissolve  it  to 
a  very  perceptible  amount,  while  in  very  dilute  solutions  of  these 
salts  it  is  entirely  insoluble.  Traces  only  dissolve  in  the  alkali 
nitrates.  It  dissolves  abundantly  in  a  concentrated  warm  solution 
of  mercuric  nitmte.  On  digestion  with  excess  of  potassium  iodide 
solution  it  is  completely  converted  into  silver  iodide  (Field).  On 
ignition  in  a  current  of  chlorine  silver  bromide  is  transformed  into 
chloride ;  on  ignition  in  a  current  of  hydrogen  it  is  converted  into 
metallic  silver.  Exposed  to  the  light  it  gradually  turns  gray,  and 
finally  black.  Under  the  influence  of  heat,  it  fuses  to  a  reddish 
liquid,  which,  upon  cooling,  solidifies  to  a  yellow,  horn-like  mass. 
Brought  into  contact  with  zinc  and  water,  it  is  decomposed;  a 
spongy  mass  of  metallic  silver  forms,  and  the  solution  contains  zino 
bromide. 

coMPOsrrioN. 

Ag    .     .     .     .     107-92  67-44 

Br      ....       79-95  42-56 


187-87  100-00 

3.  Hydriodio  Acid. 

Hydriodic  acid  is  usually  determined  in  the  foi-m  of  silver 
iodide,  and  occasionally  also  in  that  of  palladioüs  iodide. 

a.  Silver  iodide^  produced  in  the  wet  way,  forms  a  light-yellow 
precipitate,  insoluble  in  water,  and  in  dilute  nitric  acid,  and  very 
slightly  soluble  in  ammonia.  One  part  dissolves,  according  to 
Wallace  and  Lamont*  in  2493  parts  of  aqueous  ammonia  sp.  gr. 
0*89 ;  according  to  Martini,  in  2510  parts  of  0-96  sp.  gr.  It  is  copi- 
ously taken  up  by  concentrated  solution  of  potassium  iodide,  but  it 
is  insoluble  in  very  dilute ;  it  dissolves  readily  in  sodium  thiosul- 
phate  and  in  potassium  cyanide ;  traces  only  are  dissolved  by  alkali 
nitrates.  In  concentrated  warm  solution  of  mercuric  nitrate  it  is 
copiously  soluble.  Hot  concentrated  nitric  and  sulphuric  acids 
convert  it,  but  with  some  difficulty,  into  silver  nitrate  and  sulphate 
respectively,  with  expulsion  of  the  iodine.     Silver  iodide  acquires  a 

♦  Chem.  Oaz„  1H59,— Jahresbericht,  Kopp  and  Will,  1859,  670. 
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black  color  when  exposed  to  the  light.  When  heated,  it  fnses 
without  decomposition  to  a  reddish  fluid,  which,  upon  cooling, 
solidifies  to  a  yellow  mass,  that  may  be  cut  with  a  knife.  Under 
the  influence  of  excess  of  chlorine  in  the  heat  it  is  completely  con- 
verted into  silver  chloride;  ignition  in  hydrogen  reduces  it  but 
incompletely  to  the  metallic  state.  When  brought  into  contact 
with  zinc  and  water,  it  is  decomposed  but  incompletley ;  zinc  iodide 
is  formed,  and  metallic  silver  separates. 

COMPOSITION. 

Ag    .    .     .     .     107-92  45.97 

I 126-85  54.03 


234-77  100-00 

h.  PaUadimis  iodide^  produced  by  mixing  an  alkali  iodide 
with  palladious  chloride,  is  a  deep  brownish-black,  flocculent  pre- 
cipitate, insoluble  in  water  and  in  dilute  hydrochloric  acid,  but 
slightly  soluble  in  saline  solutions  (sodium  chloride,  magnesium 
chloride,,  calcium  chloride,  &c.).  It  is  unalterable  in  the  air.  Dried 
simply  in  the  air  it  retains  one  molecule  of  water =5*05  per  cent. 
Dried  long  in  vacuo^  or  at  a  rather  high  temperature  (70°  to  80°), 
it  yields  the  whole  of  this  water,  without  the  least  loss  of  iodine. 
Dried  at  100°,  it  loses  a  trace  of  iodine ;  at  from  300°  to  400°,  the 
whole  of  the  iodine  is  expelled.  It  may  be  washed  with  hot  water, 
without  loss  of  iodine. 

COMPOSITION. 

Pd 107-00       29-66 

I, 253-70       70-34 


360-70      100-00 

4.  Hydrocyanic  Acid. 

Hydrocyanic  acid,  if  determined  gravimetrically  and  directly,  is 
always  converted  into  silver  cyanide — for  the  properties  of  which 
compound  see  §  82. 

5.  Hydrosulphurio  Aoid. 

The  forms  into  which  the  sulphur  in  hydrogen  sulphide  or 
metallic  sulphides,  is  converted  for  the  purpose  of  being  weighed, 
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are  absenous  sulphide,  silver  sulphide,  copper  sulphide,  and 

BARIUM  SULPHATE. 

For  the  properties  of  the  sulphides  named,  see  §§  82,  85,  92 ; 
for  those  of  barium  sulphate,  see  §  71. 

ACID  RADICALS  OF  THE  THIRD  GROUP. 

§95. 

1.  NrrRio  Acid  ;  and  2.  Chloric  Acid. 

These  two  acids  are  never  determined  directly — that  is  to  say, 
in  compounds  containing  them,  but  always  in  an  indirect  way ; 
generally  volumetrically. 


SECTION   lY. 

THE  DETERMINATION  (OR  ESTIMATION)  OF 
RADICALS. 

§96. 

In  the  preceding  Section  we  have  examined  the  compoeition 
and  properties  of  the  various  forms  and  combinations  in  which 
radicals  are  separated  from  each  other,  or  in  which  they  are  weighed. 
We  have  now  to  consider  the  special  means  and  methods  of  con- 
verting them  into  such  forms  and  combinations. 

For  the  sake  of  greater  clearness  and  simplicity,  we  shall,  in 
the  present  Section,  confine  our  attention  to  the  various  methods 
applied  to  effect  the  determination  of  single  radicals^  deferring  to 
the  next  Section  the  consideration  of  the  means  adopted  for  sepa- 
rating them  from  each  other. 

We  shall  here  deal  with  the  estimations  of  substances  in  the 
free  state,  or  compounds  consisting  of  one  base  and  one  acid,  or 
containing  one  metal  and  one  metalloid. 

As  in  the  '^  Qualitative  Analysis,"  the  acids  of  arsenic  will  be 
treated  of  among  the  bases,  on  account  of  their  behavior  to  hydro- 
gen sulphide ;  and  those  elements  that  form  acids  with  hydrogen 
will  be  treated  of  under  their  respective  hydrogen  acids. 

In  the  quantitative  analysis  of  a  compound  we  have  to  study 
first,  the  most  appropriate  method  of  dissolving  it ;  and,  secondly, 
the  modes  of  determining  the  quantity  of  one  or  more  of  its  con- 
stituents. 

With  regard  to  the  latter  point,  we  have  to  turn  our  attention, 
first,  to  the  performance;  and  secondly,  to  the  accuracy  of  the 
methods. 

It  happens  very  rarely  in  quantitative  analyses  that  the  amount 
of  a  substance,  as  determined  by  the  analytical  process,  corresponds 
exactly  with  the  amount  theoretically  calculated  or  actually  pres- 
ent ;  and  if  it  does  happen,  it  is  merely  by  chance. 

It  is  of  importance  to  inquire  what  is  the  reason  of  this  fact, 
and  what  are  the  limits  of  inaccuracy  in  the  several  methods. 

The   cause   of  this  almost  invariably  occurring  discrepancy 

between  the  quantity  present  and  that  actually  found,  is  to  be 

ascribed  either  exclusively  to  the  execution^  or  it  lies  partly  in  the 

method  itself 

289 
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The  execution  of  the  analytical  processes  and  operations  can 
never  be  absolutely  accurate,  even  though  the  greatest  care  and 
attention  be  bestowed  on  the  most  trifling  minutiae.  To  account 
for  this,  we  need  only  bear  in  mind  that  our  weights  and  measures 
are  never  absolutely  correct,  nor  our  balances  absolutely  accurate, 
nor  our  reagents  absolutely  pure ;  and,  moreover,  that  we  do  not 
weigh  in  vaeuo ;  and  that,  even  if  we  deduce  the  weight  in  va^uo 
fiom  the  weight  we  a^tially  obtain  by  weighing  in  the  air,  the 
veiy  volumes  on  which  the  calculation  is  based  are  but  approxi- 
mately known ; — that  the  hygroscopic  state  of  the  air  is  liable  to 
vary  between  the  weighing  of  the  empty  crucible  and  of  the  cru- 
cible +  the  substance ; — that  we  know  the  weight  of  a  filter  ash 
only  approximately; — that  we  can  never  succeed  in  completely 
keeping  off  dust,  &c. 

With  regard  to  the  methods^  many  of  them  are  not  entirely 
free  from  certain  unsivoidible  sources  of  error; — precipitates  are 
not  absolutely  insoluble;  compounds  which  require  ignition  are 
not  absolutely  fixed ;  others,  which  require  drying,  have  a  slight 
tendency  to  volatilize ;  the  final  reaction  in  volumetric  analyses  is 
usually  produced  only  by  a  small  excess  of  the  standard  fluid, 
which  is  occasionally  liable  to  vary  with  the  degree  of  dilution,  the 
temperature,  &c. 

Strictly  speaking,  no  method  can  be  pronounced  quite  free 
from  defect ;  it  should  be  borne  in  mind,  for  example,  tliat  even 
barium  sulphate  is  not  absolutely  insoluble  in  water.  Whenever 
we  describe  any  method  as  free  from  sources  of  error,  we  mean, 
that  no  causes  of  considerable  inaccuracy  are  inherent  in  it. 

We  have,  therefore,  in  our  analytical  processes,  invariably  to 
contend  against  certain  sources  of  inaccuracy  which  it  is  impossi- 
ble to  overcome  entirely,  even  though  our  operations  be  conducted 
with  the  most  scrupulous  care  and  with  the  utmost  attention  to 
established  rules.  It  will  be  readily  understood  that  several  defects 
and  sources  of  error  may,  in  some  cases,  combine  to  vitiate  the 
results ;  whereas,  in  other  cases,  they  may  cmapensate  one  another, 
and  thus  enable  us  to  attain  a  higher  degree  of  accuracy.  The 
comparative  accuracy  of  the  results  attainable  by  an  analytical 
method  oscillates  between  two  points — these  points  are  called  the 
limits  of  error.  In  the  case  of  methods  free  from  sources  of  error, 
these  limits  will  closely  approach  each  other ;  thus,  for  instance,  in 
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the  determination  of  chlorine,  with  great  care  one  will  always  be 
able  to  obtain  between  99*9  and  100*1  for  the  100  parts  of  chlorine 
actually  present. 

Less  perfect  methods  will,  of  coarse,  exhibit  far  greater  dis- 
crepancies ;  thus,  in  the  estimation  of  strontium  by  means  of  sul- 
phuric acid,  the  most  attentive  and  skilful  operator  may  not  be 
able  to  obtain  more  than  99  (and  even  less)  for  the  100  parts 
of  strontium  actually  present.  I  may  here  incidentally  state  that 
the  numbers  occasionally  given  in  this  manner,  in  the  course  of  the 
present  work,  to  denote  the  degree  of  accuracy  of  certain  methods, 
refer  invariably  to  the  substance  estimated  (chlorine,  nitrogen, 
baryta,  for  instance),  and  not  to  the  combination  in  wliich  that 
substance  may  be  weighed  (silver  chloride,  ammonium  platinic 
chloride,  barium  sulphate,  for  instance) ;  otherwise  the  accuracy  of 
various  methods  would  not  be  comparably. 

The  occasional  attainment  of  results  exactly  corresponding  with 
the  numbers  calculated  does  not  always  justify  the  assumption,  on 
the  part  ot  the  student,  that  his  operations,  to  have  led  to  such  a 
result,  must  have  been  conducted  with  the  utmost  precision  and 
accuracy.  It  may  sometimes  happen,  in  the  course  of  the  analyti- 
cal process,  that  one  error  serves  to  compensate  another ;  thus,  for 
instance,  the  analyst  may,  at  the  commencement  of  his  operations, 
spill  a  minute  portion  of  the  substance. to  be  analyzed ;  whilst,  at  a 
later  stage  of  the  process,  he  may  recover  the  loss  by  an  imperfect 
washing  of  the  precipitate.  As  a  general  rule,  results  showing  a 
trifling  deficiency  of  substance  may  be  looked  upon  as  better  proof 
of  accurate  performance  of  the  analytical  process  than  results 
exhibiting  an  excess  of  substance. 

As  not  the  least  effective  means  of  guarding  against  error  and 
inaccuracies  in  gnavimetric  cmalysesj  I  would  most  strongly  recom- 
mend the  analyst,  after  weighing  a  precipitate^  cfec,  to  compare 
its  properties  (color^  solvhüity^  reaction,  dkc.)  with  those  which  it 
shoxdd  possess,  and  which  have  been  amply  described  in  the  pre- 
ceding Section. 

In  my  own  laboratory,  I  insist  upon  all  substances  that  are 
weighed  in  the  course  of  an  analysis  being  kept  between  watch- 
glasses,  until  the  whole  affair  is  concluded.  This  affords  always  a 
chance  of  testing  them  once  more  for  some  impurity,  the  presence 
of  which  may  become  suspected  in  the  after-course  of  the  process. 
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I.  DETERMINATION  OP  BASIC  RADICALS  IN  SIMPLE  SALTS. 

J^irat  (jrroup. 

POTASSIUM — SODIUM — AMMONIUM — (lITHIUM). 

§97. 

1.  Potassium. 

a.  Solution. 

Potassa  and  potassium  salts  of  those  inorganic  {^ids  which  we 
have  to  consider  here,  are  dissolved  in  water,  in  which  menstruum 
they  dissolve  readily,  or  at  all  events,  pretty  readily. 

Potassium  salts  of  organic  acids  it  is  most  convenient  to  convert 
into  potassium  carbonate  by  long-continued,  gentle  ignition  in  a 
covered  crucible.  Heated  to  fusion,  the  carbon  separated  acts  on 
the  potassium  carbonate ;  carbonic  oxide  escapes,  and  some  potas- 
aum  hydroxide  is  formed.  On  simple  carbonization  a  slight  loss 
is  caused ;  on  fusing,  which  must  be  avoided,  a  further  loss  occurs. 

J.  JDeterrrvmaUon. 

Potassium  is  weighed  either  as  potasskmh  stUphaUy  Bsj}otas» 
smm  chloride^  or  as  jpotassmm-platinio  chloride  (see  §  68).  It 
may  also  be  determined  volumetrically.  For  the  alkalimetric 
estimation  of  potassa  or  potassium  carbonate,  see  §§  219  and  220. 
For  estimating  potassium  as  potassium  hydrogen  tartrate,  and 
which  only  gives  approximate  results,  a  chapter  will  be  given  in 
the  Special  Part. 

"We  may  convert  into 

1.  Potassium  Sulphate. 

Potassium  salts  of  strong  volatile  acids;  e.g.y  potassium  chlo- 
ride, potassium  bromide,  potassium  nitrate,  etc.»  and  salts  of 
organic  acids. 

2.  Potassium  Nitratb. 

Potassium  hydroxide  and  compounds  of  potassium  with  weak, 
volatile  acids  not  decomposable  by  nitric  acid,  e.g.j  potassium 
carbonate  (potassium  salts  with  organic  acids). 

3.  Potassium  Chlortob. 

In  general,  caustic  potassa  and  potassium  salts  of  weak  volatile 
acids ;    also,  and  more  particularly,  such  as  are  decomposed  by 
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nitric  acid,  e.g.^  potassiam  sulphide,  potaaeiam  snlphate,  Chromate, 
chlorate,  and  silicate. 

4«    POTA88ICM    PlATINIO    ChLOBIDE. 

Potassium  salts  of  non-volatile  acids  soluble  in  alcohol.  This 
method  is  particularly  important  for  salts  of  the  non- volatile  adds ; 
e.g.^  potassium  phosphate,  potassium  borate;  also  for  separating 
potassium  from  sodium. 

The  potassium  in  potassium  borate  may  be  determined  also  as 
sulphate  (§  136) ;  and  the  potassium  in  the  phosphate,  as  potas- 
sium chloride  (§  135). 

The  form  of  potassium  platinic  chloride  may  also  be  resorted 
to  in  general,  for  the  estimation  of  potassium  in  all  potassium  salts 
of  those  acids  which  are  soluble  in  alcohol.  This  form  is,  more- 
over, of  especial  importance,  as  that  in  which  the  separation  of 
potassium  from  sodium,  etc. ,  is  effected. 

5.  Potassium  Silicofluobidb. 

Potassium  salts  of  those  acids  which  are  soluble  in  weak  alcohol, 
except  borate. 

1.  Detenniriation  as  Potassium  Sulphate. 

Evaporate  the  aqueous  solution  of  the  potassium  sulphate  to 
dryness,  ignite  the  residue  in  a  platinum  crucible  or  dish,  and 
weigh  (§  42).  The  residue  must  be  thoroughly  dried  before  you 
proceed  to  ignite  it ;  the  heat  applied  for  the  latter  purpose  must 
be  moderate  at  first,  and  very  gradually  increased  to  the  requisite 
degree ;  the  crucible  or  dish  must  be  kept  well  covered — neglect  of 
these  precautionary  rules  involves  always  a  loss  of  substance  from 
decrepitation.  If  free  sulphuric  acid  is  present,  we  obtain,  upon 
evaporation,  acid  potassium  sulphate ;  in  such  cases  the  acid  salt  is 
to  be  converted  into  the  normal  by  igniting  first  alone  (here  it  is 
best  to  place  the  lamp  so  that  the  flame  may  strike  the  dish-cover 
obliquely  from  above),  then  with  ammonium  carbonate.     See  §  68. 

For  properties  of  the  residue,  see  §  68.  Observe  more  particu- 
larly that  the  residue  must  dissolve  to  a  clear  fluid,  and  tliat  the 
solution  must  be  neutral.  Should  traces  of  platinum  remain  behind 
(the  dish  not  having  been  previously  weighed),  these  must  be  care- 
fully determined,  and  their  weight  subtracted  from  that  of  the 
ignited  residue. 
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With  proper  care  and  attention,  this  mfethod  gives  accurate 
results. 

To  convert  the  above-mentioned  salts  (potassium  chloride,  &c.) 
into  potassium  sulphate,  add  to  their  aqueous  solution  a  quantity 
of  pure  sulphuric  acid  more  than  sufficient  to  form  normal  sulphate 
with  the  whole  of  the  potassium,  evaporate  the  solution  to  dry- 
ness, ignite  the  residue,  and  convert  the  resulting  acid  potassium 
sulphate  into  the  normal,  by  treating  with  ammonium  carbonate 
(§68). 

As  the  expulsion  of  a  large  quantity  of  sulphuric  acid  is  a  very 
disagreeable  process,  avoid  adding  too  great  an  excess.  Should  too 
little  of  the  acid  have  been  used,  which  you  may  infer  from  the 
non-evolution  of  sulphuric  acid  fumes  on  ignition,  moisten  the 
residue  with  dilute  sulphuric  acid,  evaporate,  and  again  ignite.  If 
you  have  to  deal  with  a  small  quantity  only  of  potassium  chloride, 
&c.,  proceed  at  once  to  treat  the  dry  salt,  cautiously,  with  dilute 
sulphuric  acid  in  the  platinum  crucible;  provided  the  latter  be 
capacious  enough.  In  the  case  of  potassium  bromide  and  iodide, 
the  use  of  platinum  vessels  must  be  avoided. 

Potassium  salts  of  organic  acids  are  directly  converted  into 
potassium  sulphate  by  first  carbonizing  them  at  the  lowest  possible 
temperature,  and  after  cooling  adding  some  crystals  of  pure  ammo- 
nium sulphate  and  a  little  water  to  the  mass.  The  crucible  being 
covered,  the  water  is  evaporated  by  heating  the  crucible  cover,  and 
the  whole  is  afterwards  heated  to  dull  redness,  until  the  excess  of 
ammonium  sulphate  is  destroyed.  If  tlie  carbon  is  not  fully  con- 
sumed by  this  operation,  add  a  little  ammonium  nitrate  and  repeat 
the  ignition.  The  potassium  sulphate  is  then  weighed.  (E^- 
MEBEB.  *)  It  is  usually  advisable  to  ignite  finally  in  an  atmosphere 
of  ammonium  carbonate.     The  results  are  accurate. 

2.  Determination  as  jPotassiitm  Jfitrate. 

The  general  method  is  the  same  as  in  1.  The  potassium  nitrate 
must  be  heated  gently  to  the  melting-point,  otherwise  loss  will 
arise  from  evolution  of  oxygen.  For  properties  of  the  residue 
see  §  68.  The  process  is  easily  carried  out,  and  the  results  are 
accurate.  In  converting  potassium  carbonate  into  the  nitrate, 
consult  §  38. 

, 1 — 

l*Fr68.  Zeit.,  vii,  222.]' 
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3.  Determination  as  Potassium  Chloride. 
General  method  the  same  as  described  in  1.  The  residue  of 
potassium  chloride  must,  previously  to  ignition,  be  treated  in  the 
same  way  as  potassium  sulphate,  and  for  the  same  reason.  The 
salt  must  be  heated  in  a  well-covered  crucible  or  dish,  and  only  to 
dull  redness,  as  the  application  of  a  higher  degree  of  heat  is  likely 
to  cause  some  loss  by  volatilization.  No  particular  regard  need  be 
had  to  the  presence  of  free  acid.  •  For  properties  of  the  residue, 
see  §  68.  This  method,  if  properly  and  carefully  executed,  gives 
very  accurate  results.  The  potassium  chloride  may,  instead  of 
being  weighed,  be  determined  volumetrically  by  §  141,  ft.  This 
method,  however,  has  no  advantage  in  the  case  of  single  estima- 
tions, but  saves  time  when  a  series  of  estimations  has  to  be 
made. 

In  determining  potassium  in  the  carbonate  it  is  sometimes 
desirable  to  avoid  the  effervescence  occasioned  by  treatment  with 
hyd«ochloric  acid,  as,  for  instance,  in  the  case  of  the  ignited  resi- 
due of  a  potassium  salt  of  an  organic  acid,  which  is  contained  in 
the  cnicible.  This  may  be  effected  by  treating  the  carbonate  with 
solution  of  ammonium  chloride  in  excess,  evaporating  and  igniting, 
when  ammonium  carbonate  and  the  excess  of  ammonium  chloride 
will  escape,  leaving  potassium  chloride  behind. 

The  methods  of  converting  the  potassium  compounds  specified 
al>ove  into  potassium  chloride,  will  be  found  .in  Part  II.  of  this 
Section,  under  the  respective  liea  I ;  of  the  acids  which  they  con- 
tain. 

4.  Determination  as  Pot€Usium^Plaiinic  Chloride, 
a.  Potassium  salts  of  volatile  acids  (nitric  acid,  acetic  acid,  &c.). 
Mix  the  solution  with  hydrochloric  acid,  evaporate  to  dryness, 
dissolve  the  residue  in  a  little  water,  add  a  concentrated  solution  of 
platinic  chloride,  as  neutral  as  possible,  in  exc^,  and  evaporate  in 
a  porcelain  dish,  on  the  water-bath,  nearly  to  dryness,  taking  care 
not  to  heat  the  water-bath  quite  to  boiling.  If  the  platinum  con- 
tent of  the  platinum*chloride  solution  is  known,  the  proper  quan- 
tity- of  the  latter  to  add  is  more  readily  used  (§  63,  8).  Add 
alcohol  of  about  80  per  cent,  by  volume  to  the  residue  and  let  it 
stand  for  some  time,  pour  the  alcoholic  solution  through  a  small 
filter,  and  treat  the  residue  if  necessary  a  few  times  with  small 
quantities  of  alcohol  of  the  same  strength,  until  it  appears  to  be 
pure  potassium-platinic  chloride.     Bring  this  upon  the  filter  and 
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wash  completely  by  applying  repeatedly  small  quantities  of  the 
same  alcohol.  Dry  next  the  filter  and  its  contents  in  the  funnel, 
for  it  is  necessary  that  the  alcohol  should  be  completely  volatilized. 
Transfer  the  contents  of  the  filter  carefully  to  a  watch-glass,  and 
place  the  filter  back  into  the  funnel  and  dissolve  and  wash  out  the 
small  quantity  of  adhering  potassium-platinic  chloride  with  hot 
water.  Evaporate  the  yellow  solution  thus  obtained  to  dryness  in 
a  weighed  platinum  vessel.  Then  bring  the  chief  quantity  of  the 
precipitate  into  the  platinum  dish  and  dry  the  whole  to  a  constant 
weight  at  130**  C. 

If  the  quantity  of  potassium-platinic  chloride  obtained  is  very 
small,  the  whole  may  be  dissolved  from  the  filter,  evaporated  and 
dried  in  the  same  manner.* 

The  asbestos  filtering-tube  described  on  page  108,  Fig.  68,  is 
generally  to  be  recommended  for  filtering.  The  tube  to  be  dried 
is  freed  from  water  so  far  as  possible  by  suction,  and  then  inserted 
into  another,  wider  tube  about  4  cm.  shorter,  which  is  fixed  in  the 
air-bath  shown  on  page  64,  Fig.  88.  Air  is  then  slowly  drawn 
through  the  tube,  while  the  air-bath  is  heated,  towards  the  end  at 
130°,  for  a  long  time.  The  air-current  should  enter  the  tube  at  the 
wide  end,  and  should  be  dried  by  concentrated  sulpliuric  acid.  After 
the  drying  is  eflfected  and  the  tube  weighed,  the  results  may  be  readily 
controlled  by  converting  the  potassium-platinic  chloride  into  plati- 
imin.  For  this  purpose  dry  hydrogen  is  passed  through  the  tube 
while  it  is  moderately  heated.  After  the  decomposition  is  com- 
plete, the  potassium  chloride  is  leached  out  with  water,  all  the 
water  is  removed  by  suction  while  the  tube  is  being  heated,  and  the 
residual  platinum  weighed,  1  equivalent  being  equal  to  2  equivalents 
of  potassium. 

If  a  paper  filter  is  used,  this  must  first  be  dried  at  100°,  weighed, 
and  then  the  loss  of  weight  of  an  aliquot  portion  dried  at  130° 
determined,  from  which  the  loss  of  weight  of  the  entire  filter  at 
130°  may  be  calculated. 

ß.  Potassium  salts  of  non-volatile  acids  (phosphoric  acid,  boracic 
acid,  &c.). 


♦  When  many  successive  determinations  are  to  be  made,  especially  in  technical 
analyses,  much  time  can  be  saved  by  using  Gk>ocH's  apparatus  (see  pp.  120,  131) 
for  washing  and  weighing  the  KsPtCl«. 
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Make  a  concentrated  solution  of  the  salt  in  water,  add  some 
hydrochloric  acid,  and  platinic  chloride  in  excess,  mix  with  a  toler- 
able quantity  of  the  strongest  alcohol,  let  the  mixture  stand  24 
hours ,  after  which  filter,  and  proceed  as  directed  in  a. 

For  properties  of  the  precipitate  see  §  68.  This  method,  prop- 
erly executed,  gives  satisfactory  results.  Still  there  is  generally  a 
trifling  loss  of  substance,  potassium-platinic  chloride  not  being 
absolutely  insoluble  even  in  strong  alcohol.  In  accurate  analyses, 
therefore,  the  alcoholic  washings  must  be  evaporated,  with  addition 
of  a  little  pure  sodium  chloride,  at  a  temperature  not  exceeding  Td'', 
nearly  to  dryness,  and  the  residue  treated  once  more  with  80-per 
cent,  alcohol.  A  trifling  additional  amount  of  potassinm-platinic 
chloride  is  thus  obtained,  which  is  either  added  to  the  principal 
precipitate  or  collected  on  a  separate  small  filter,  and  weighed  by 
dissolving  from  the  filter  and  evaporating  to  dryness  as  above  de- 
scribed. The  object  of  the  addition  of  a  little  sodium  chloride  to 
the  platinic  chloride  is  to  obviate  the  decomposition  to  which  pure 
platinic  chloride  is  more  liable  upon  evaporation  in  alcoholic  solu- 
tion alone,  than  it  is  when  mixed  with  sodium-platinic  chloride. 
The  atmosphere  of  a  laboratory  often  contains  ammonia,  which 
might  give  rise  to  the  formation  of  some  ammonium-platiuic  chlo- 
ride, and  to  a  consequent  increase  of  weight  in  the  potassium  salt. 

As  the  collection  of  a  precipitate  on  a  weighed  filter-paper  is  very 
tedious,  and,  where  small  quantities  are  operated  upon,  inaccurate 
as  well,  it  is  better,  where  the  filter-tube  is  not  used,  to  collect 
small  quantities  of  potassium-platinic  chloride  (up  to  0*03  grfn.)  in 
a  very  small,  unweighed  filter,  dry,  transfer  the  filter,  wrapped  up 
around  the  precipitate,  to  a  small  covered  porcelain  crucible,  and 
slowly  carbonize.  The  cover  is  then  removed,  the  carbon  burned, 
and  the  crucible  allowed  to  cool.  A  very  small  quantity  of  pure 
oxalic  acid  is  next  added,  the  cover  placed  on,  and  heat  applied,  at 
first  gently,  finally  strongly.  By  the  addition  of  the  oxalic  acid  tlie 
complete  decomposition  of  the  potassium-platinic  chloride  is  greatly 
facilitated,  and  which  is  not  so  readily  accomplished  by  simple 
ignition.  Of  course  the  oxalic  acid  may  be  replaced  by  a  current 
of  hydrogen.  The  cooled  contents  of  the  crucible  are  treated  with 
water,  the  residual  platinum  washed  out  until  the  washings  give  no 
cloudiness  with  silver-nitrate  solution,  then  dried  and  weighed.  As 
a  ^"1«  t!ie  washing  may  be  accomplished  by  simple  decantation. 
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6.  Volumetric  determination  as  Potassium  Süicoßiioride. 
To  the  moderately  concentrated  solution  of  the  potassium  salt 
in  a  beaker  add  a  sufficiency  of  hydrofluosilicic  acid,*  and  then  an 
equal  volume  of  pure  strong  alcohol.  If  the  potassium  salt  was 
difficultly  soluble  (such  as  potassium  platinic  chloride),  warm  it 
with  the  hydrofluosilicic  acid  before  adding  the  spirit.  The  potas- 
sium silicofluorid^  will  separate  as  a  translucent  precipitate ;  when 
it  has  settled,  filter,  wash  out  the  beaker  with  a  mixture  of  equal 
parts  strong  alcohol  and  water,  and  wash  the  precipitate  with  the 
same  mixture  till  the  washings  are  no  longer  acid  to  litmus  paper. 
Put  the  filter  and  precipitate  into  the  beaker  previously  used,  treat 
with  water,  add  some  tincture  of  litmus,  heat  to  boiling,  and  add 
standard,  or,  in  the  case  of  very  small  quantities,  decinormal, 
potassa  or  soda  solution  (§215)  till  the  fluid  is  just  blue,  and 
remains  so  after  continued  boiling.  The  reaction  is  as  follows : 
(Kr),SiF,  +  4K0H  =  6KF  +  Si(OH),,  consequently  2  atoms 
potassium  in  the  standard  solution  correspond  to  1  at.  potassium 
originally  present  and  precipitated  as  potassium  silicofluoride  (Fr. 

STOLBAt). 

If  the  solution  of  the  potassium  salt  contains  much  free  acid, 
particularly  sulphuric  acid,  this  is  to  be  removed  by  heat  before 
adding  the  hydrofluosilicic  acid.  Small  quantities  of  ammonium 
salts  are  of  no  influence,  but  large  quantities  should  be  removed. 
It  need  hardly  be  mentioned  that  other  metals  precipitable  by 
hydrofluosilicic  acid  must  be  absent.  The  results  are  satisfactory. 
Stolba  obtained  99*2  to  100  per  cent.  Potassium-platinic  chloride 
may  be  easily  converted  into  potassium  silicofluoride;  hence,  in 
technical  analyses,  the  potassium  may  be  separated  in  the  first 
form,  and  then  titrated  as  the  latter  (Stolba,  loc.  cit.). 

§98.      . 

2.  Sodium. 
a.  Solution. 

See  §  97,  a,  all  the  directions  given  in  that  place  applying 
equally  to  the  solution  of  NaOH  and  sodium  salts. 

♦  W.  Knop  and  W.  Wolp  use  hydrofluoeilicate  of  aniline  instead.— ZntocAr. 
/.  analyt.  Chem.,  i,  471. 

\ZeiUehr,f.  analyt,  Chem,,  m,  298. 
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ft.  Determmatian. 

Sodium  is  determined  either  as  sodium  srdphcUey  as  sodium 
chloridej  or  as  sodium  carbonate  (§  69).    For  the  alkalimetric  esti- 
mation of  caustic  soda  and  sodium  carbonate,  see  §§  219  and  220. 
We  may  convert  into  • 

1.  "SowuM      Sulphatb;        2.    Sodium      Nitrate; 
3.  Sodium   Chlobids. 
In  general  the  sodium  salts  corresponding  to  the  potassium  salts 
specified  under  the  analogous  potassium  compounds,  §  97. 

4.  Sodium  Cabbonatb. 

Caustic  soda,  sodium  hydrogen  carbonate,  and  sodium  salts  of 

organic  acids,  also  sodium  nitrate  and  sodium  chlorate. 
» 

5.  Sodium  Siucofluobidb. 

Sodium  salts  of  acids  soluble  in  dilute  alcohol,  excepting  sodium 
borate. 

In  sodium  borate  the  sodium  is  estimated  best  as  sodium  sul- 
phate (§  136) ;  in  the  phosphate,  as  sodium  chloride,  or  sodium 
carbonate  (§  135). 

Sodium  salts  of  organic  acids  are  determined  either,  like  the 
corresponding  potassium  compounds,  as  chloride,  or — by  preference 
'  — as  carbonate.  (This  latter  method  is  not  so  well  adapted  for 
potassium  salts.)  The  analyst  must  here  bear  in  mind,  that  when 
carbon  acts  on  fusing  sodium  carbonate,  carbon  monoxide  escapes, 
and  caustic  soda  in  not  inconsiderable  quantity  is  formed. 

1.  Determination  as  Sodium.  Sulphate, 

If  alone  and  in  aqueous  solution,  evaporate  to  dryness,  ignite 
and  weigh  the  residue  in  a  covered  platinum  crucible  (§  42).  The 
process  does  not  involve  any  risk  of  loss  by  decrepitation,  as  in  the 
case  of  potassium  sulphate.  If  free  sulphuric  acid  happens  to  be 
present,  this  is  removed  in  the  same  way  as  in  the  case  of  potaa- 
siura  sulphate. 

With  regard  to  the  conversion  of  sodium  chloride,  &c.,  into 
sodium  sulphate,  see  §  97,  ft,  1 .     For  properties  of  the  residue, 
see  §  69.     T];ie  method  is  easy,  and  gives  accurate  results. 
2.  Determination  as  Sodium  Nitrate. 

Same  method  as  described  in  1 .  The  rules  and  observations 
are  the  same  as  those  given  under  the  estimation  of  potassium 
nitrate  (§  97).     For  properties  of  the  residue,  see  §  69. 


860  DXTERMINATION.  [§  98. 

3.  Determdnation  (u  SodAwra  Chloride. 

Same  method  as  described  in  1.  The  rales  given  and  the 
observations  made  in  §  97,  ft,  2,  apply  equally  here.  The  fact 
that  sodium  chloride  is  more  difficultly  volatilizable  than  potassium 
chloride  favors  greater  accuracy  of  results.  For  properties  of  the 
residue,  see  §  69. 

The  methods  of  converting  sodium  sulphate,  Chromate,  chlorate« 
and  silicate  into  sodium  chloride  will  be  found  in  Part  II.  of  this 
Section,  under  the  respective  heads  of  the  acids  which  these  salts 
contain. 

4.  Deterrwim^jUdon  as  8odmm  Carionqte. 
Evaporate  the  aqueous  solution,  ignite  moderately,  and  weigh. 

The  results  are  perfectly  accurate.  For  properties  of  the  residue, 
see  §69. 

Caustic  soda  is  converted  into  the  carbonate  by  adding  to  its 
aqueous  solution  ammonium  carbonate  in  excess,  evaporating  at  a 
gentle  heat,  and  igniting  the  residue. 

Sodium  hydrogen  carbonate,  if  in  the  dry  state,  is  converted 
into  the  normal  carbonate  by  ignition.  The  heat  must  be  very 
gradually  increased,  and  the  crucible  kept  well  covered.  If  in 
aqueous  solution,  it  is  evaporated  to  dryness,  in  a  capacious  silver 
or  platinum  dish,  and  the  residue  ignited.' 

Sodium  salts  of  organic  acids  are  converted  into  the  carbonate 
by  ignition  in  a  covered  platinum  crucible,  from  which  the  lid  is 
removed  after  a  time.  The  heat  must  be  increased  very  gradually. 
WJien  the  mass  has  ceased  to  swell,  the  crucible  is  placed  obliquely, 
witjh  the  lid  leaning  against  it  (see  §  Ö2,  fig.  42),  and  a  dull  red 
heat  applied  until  the  carbon  is  consumed  as  far  as  practicable. 
The  contents  of  the  crucible  are  then  warmed  with  water,  and  the 
fluid  is  filtered  oflE  from  the  residuary  carbon,  which  is  carefully 
washed.  The  filtrate  and  rinsings  are  evaporated  to  dryness  with 
the  addition  of  a  little  ammonium  carbonate,  and  the  residue  is 
ignited  and  weighed.  The  ammonium  carbonate  is  added,  to  con- 
vert any  caustic  soda  that  may  have  been  formed  into  carbonate. 
The  method,  if  carefully  conducted,  gives  accurate  results ;  how- 
ever, a  small  loss  of  soda  on  carbonization  is  not  to  be  avoided, 
if  any  residue  soluble  in  water  remains,  dissolve  it  and  add  it  to 
the  principal  solution. 
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Sodium  nitrate,  or  sodium  chloride,  may  be  converted  into  car- 
bonate, by  adding  to  its  aqueous  solution  perfectly  pure  oxalic 
acid  in  moderate  excess,  and  evaporating  several  times  to  dryness, 
with  repeated  renewal  of  the  water.  All  the  nitric  acid  of  the 
sodium  nitrate  escapes  in  this  process  (partly  decomposed,  partly 
undecomposed) ;  and  equally  so  all  the  hydrochloric  acid  in  the 
case  of  sodium  chloride.  If  the  residue  is  now  ignited  until  the 
excess  of  oxalic  acid  is  removed,  sodium  carbonate  is  left. 

§99. 

3.  Ammonium. 

a.  SoltUion. 

Ammonia  is  soluble  in  water,  as  are  all  ammonium  salts  of  those 
acids  which  claim  our  attention  here.  It  is  not  always  necessary, 
however,  to  dissolve  ammonium  salts  for  the  purpose  of  determin- 
ing the  amount  of  ammonium  contained  in  them. 

J.  Determination. 

Ammonium  is  weighed,  as  stated  §  70,  either  in  the  form  of 
ammonium  chloride^  or  in  that  of  ammwnium  platinic  chloride. 
Into  these  forms  it  may  be  converted  either  directly  or  i/ndirectly 
{i.e.,  after  expulsion  as  ammonia,  and  re-combination  with  an  acid). 
Ammonram  is  also  frequently  determined  by  volumetric  analysis, 
and  its  quantity  is  sometimes  inferred,  from  the  volume  of  nitrogen. 

We  convert  directly  into 

1.  Ammonium  Chloride. 

Ammonia  gas  and  its  aqueous  solution,  and  also  ammonium  salts 
of  weak  volatile  acids  (ammonium  carbonate,  ammonium  sulphide, 
&c.). 

2.  Ammonium  Platinic  Chloride. 

Ammonium  salts  of  acids  soluble  in  alcohol,  such  as  ammonium 
sulphate,  anmionium  phosphate,  &c. 

3.  The  methods  based  on  the  expulsion  of  ammonia  from 
ammonium  compounds,  and  also  that  of  inferring  the  amount  of 
ammonium  from  the  volume  of  nitrogen  eliminated  in  the  dry 
way,  are  equally  applicable  to  all  ammonium  salts. 

The  expulsion  of  ammonia  in  the  dry  way  (by  ignition  with 
soda-lime),  and  its  estimation  from  the  volume  of  nitrogen  elimi- 
nated in  the  dry  way,  being  effected  in  the  same  manner  as  the 
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estimation  of  the  nitrogen  in  organic  compounds,  I  refer  the  stu- 
dent to  the  Section  on  Organic  Analysis.  The  process  of  estimating 
ammonia  by  decomposing  with  a  bromized  solution  of  sodium  hypo- 
chlorite will  be  given  under  the  Analysis  of  Soils^  in  the  Special 
Part.  For  the  alkalimetric  estimation  of  free  ammonia,  see  §§219 
and  220;  and  for  the  calorimetric  method  based  on  the  use  of 
Nessler's  solution,  see  under  the  Analysis  of  Waters^  §  205. 

1.  Determination  as  Ammonium  Chloride. 

Evaporate  the  aqueous  solution  of  the  ammonium  chloride  on 
the  water-bath,  and  dry  the  residue  at  100°  until  the  weighti  re- 
mains constant  (§  42).  The  results  are  accurate.  The  volatiliza* 
tion  of  the  chloride  is  very  trifling.  A  direct  experiment  gave 
99-94:  instead  of  100.  (See  Expt.  15.)  The  presence  of  free 
hydrochloric  acid  makes  no  difference ;  the  conversion  of  caustic 
ammonia  into  ammonium  chloride  may  accordingly  be  effected  by 
supersaturating  with  hydrochloric  acid.*  The  same  applies  to  the 
conversion  of  the  carbonate,  with  this  addition  only,  that  the  process 
of  supersaturation  must  be  conducted  in  an  obliquely-placed  flask, 
and  the  mixture  heated  in  the  same,  till  the  carbonic  acid  is  driven 
off.  In  the  analysis  of  ammonium  sulphide  we  proceed  in  the  same 
way,  taking  care  simply,  after  the  expulsion  of  the  hydrogen 
sulphide,  and  before  proceeding  to  evaporate,  to  filter  off  the  sul- 
phur which  may  have  separated.  Instead  of  weighing  the  ammo- 
nium chloride,  its  quantity  may  be  inferred  by  the  determination 
of  its  chlorine  according  to  §  141,  h.  (Comp,  potassium  chloride^ 
§  97,  ft,  3.) 

2.  Determ^ination  as  Am^m.onium^'jPlatinio  Chloride. 
a,  Ammoniacal  salts  with  volatile  acids. 

Same  method  as  described  in  §  97,  ^^  a^  (potassium-platinic 
diloride). 

ß.  Ammonium  salts  of  non* volatile;  acids. 

Same  method  as  described  §  97,  4,  ß  (potassium-platinic  chlo- 
ride).    The  results  obtained  by  these  methods  are  accurate. 

If  you  wish  to  control  the  results,!  ignite  the  double  chloride, 

*Guin7iNO  {ZeiUchr,  /.  analyt  Oh&m,,  yii,  480)  has  pointed  out  that  fluids 
during  evaporation  may  take  up  ammonia  because  of  the  presence  of  this  in  illu- 
minating gas. 

f  If  the  ammonium-platiuic  chloride  is  pure,  which  may  be  known  by  its  color 
end  general  appearance,  this  oontrol  may  be  dispensed  with. 
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wrapped  np  in  the  filter,  in  a  covered  crucible,  and  calculate  the 
amount  of  ammonium  from  that  of  the  residuary  platinum.  The 
results  must  agree.  If  the  double  salt  is  in  a  filtering-tube,  slowly 
pass  a  current  of  air  through  it,  while  heating  very  carefully.  If, 
however,  the  salt  is  in  a  paper  filter,  it  is  best  to  transfer  the  pre- 
cipitate, wrapped  up  in  Üie  filter,  to  the  crucible,  and  continue  the 
application  of  a  moderate  heat  for  a  long  time,  then  to  remove  the 
lid,  place  the  crucible  obliquely,  with  the  lid  leaning  against  it,  and 
bum  the  charred  filter  at  a  gradually-increased  heat  (H.  Bose). 

When  the  salt  is  pure,  which  may  be  known  from  its  color  and 
general  appearance,  this  control  may  be  omitted.  Want  of  due 
caution  in  respect  to  heating  is  apt  to  lead  to  loss,  from  particles  of 
the  double  salt  being  carried  away  with  the  ammonium  chloride. 
Yery  small  quantities  of  ammonium-platinic  chloride  are  collected 
on  an  unweighed  filter,  dried,  and  at  once  reduced  to  platinum  by 
ignition.* 

3.  Estimation  by  JExptdsion  of  Ammonia  in  the  Wet  Way, 
This  method,  which  is  applicable  in  all  cases,  may  be  effected 
in  different  ways,  viz. : 

a.  Expulsion  of  the  Ammonia  by  Distillation  with  Solution 
OF  PoTAssA,  Soda,  Milk  of  Lime,  or  Magnesia. — Applicable  in 
all  cases  where  no  nitrogenous  organic  matters  from  which  ammonia 
might  be  evolved  upon  boiling  with  solution  of  potassa,  etc.,  are 
present  with  the  ammonium  salts.  Magnesia  is  used  in  cases  where 
nitrogenous  substances  capable  of  yielding  ammonia  on  boiling,  are 
present. 

Weigh  the  substance  under  examination  in  a  small  glass  tube, 
three  centimetres  long  and  one  wide,  and  put  the  tube,  with  the 
substance  in  it,  into  a  small,  tubulated  retort,  a,  Fig.  81,  contain- 
ing a  suitable  quantity  of  moderately  concentrated  solution  of 
potassa  or  soda,  milk  of  lime,  or  magnesia  mixed  with  water,  from 
which  every  trace  of  ammonia  has  been  removed  by  protracted 
ebullition,  but  which  has  been  allowed  to  get  thoroughly  cold  again. 
The  further  arrangement  of  the  apparatus  is  shown  by  the  cut.  As 
will  be  seen,  the  ammoniacal  distillate  does  not  come  into  contact  with 

*In  a  series  of  experiments  to  get  the  platinum  from  pure  and  perfectly 
anhydrous  ammonium-platinic  chloride,  by  very  cautious  ignition,  Mr.  Lucius, 
<Mie  of  my  pupils,  obtained  from  44 '1  to  44 '8  per  cent,  of  the  metal,  instead  of 
44-8. 
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cork  or  mbber — and  this  is  quite  important,  since  otherwise  thsee 
might  easily  retain  some  of  the  ammoniacal  fluid. 


Fig.  81, 

If  you  wish  to  determine  volumetricaUy  the  qucmtity  of  crnrnio- 
nia  expeUed^  introduce  the  larger  portion  of  a  measured  quantity 
of  standard  solution  of  acid  (sulphuric,  hydrochloric,  or  oxalic^ 
§  215)  into  the  receiver,  the  remainder  into  the  U-tube;  add  to 
the  portion  of  fluid  in  the  latter  a  little  water,  and  color  the  liquids 
in  the  receiver  and  U-tube  red  with  1  or  2  c.  c.  of  tincture  of  lit- 
mus. The  cooling- tube  must  not  dip  into  the  fluid  in  the  receiver ; 
the  fluid  in  the  tJ-tube  must  completely  fill  the  lower  part,  but  it 
must  not  rise  high,  as  otherwise  the  passage  of  air-bubbles  might 
easily  occasion  loss  by  spirting.  The  quantity  of  acid  used  must 
of  course  be  more  than  sufficient  to  fix  the  whole  of  the  ammonia 
expelled. 

When  the  apparatus  is  fully  arranged,  and  you  have  ascertained 
that  all  the  joints  are  perfectly  tight,  heat  the  contents  of  the 
retort  to  gentle  ebullition,  and  continue  the  application  of  the  same 
degree  of  heat  until  the  drops,  as  they  fall  into  the  receiver,  have 
for  some  time  altogether  ceased  to  impart  the  least  tint  of  blue  to 
the  portion  of  the  fluid  with  which  they  first  come  in  contact. 
Before  removing  the  heat,  a  strip  of  turmeric  paper  is  fixed  in 
the  tubulure  of  the  retort;  it  must  not  turn  brown.  Then  loosen 
the  stopper  of  the  retort,  allow  to  stand  half  an  hour,  pour  the  con- 
tents of  the  receiver  and  U-tube  into  a  beaker,  rinse  out  with  small 
quantities  of  water,  and  determine  finally  with  a  standard  solution 
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of  alkali  the  quantity  of  acid  still  free,  wliicli,  hj  simple  subtrac- 
tion, will  give  the  amount  of  acid  which  has  combined  with  the 
ammonia;  and  from  this  you  may  now  calculate  the  amount  of  the 
latter  (§  220).     Besnlts  accurate.*     (Expt.  No.  55.) 

If  you  wish  to  determine  by  the  ffravimetrio  method  (he  qnan- 
tity  of  ammoma  eoBpeUed^  receive  the  ammonia  evolved  in  a  quan- 
tity of  hydrochloric  acid  more  than  sufiScient  to  fix  the  whole  of  it, 
and  determine  the  ammonium  chloride  formed,  either  by  simple 
evaporation,  after  the  directions  of  1,  or,  far  preferably,  as  ammo- 
nium-platinic  chloride,  after  the  directions  of  2. 

h.  Expulsion  of  ths  Ammonia  by  Milk  of  Lime,  without 
Application  of  Heat. — This  method,  recommended  by  Sohlösino, 
is  based  upon  the  fact  that  an  aqueous  solution  containing*  free 
ammonia  gives  off  the  latter  completely,  and  in  a  comparatively 
short  time,  when  exposed  in  a  shallow  vessel  to  the  air,  at  the  com- 
mon temperature.  It  finds  application  in  cases  where  the  presence 
of  organic  nitrogenous  substances,  decomposable  by  boiling  alkalies, 
forbids  the  use  of  the  method  described  in  3,  a ;  thus,  for  instance, 
in  the  estimation  of  the  ammonia  in  urine,  manures,  etc. 

The  fluid  containing  the  ammonia,  the  volume  of  which  must 
not  exceed  85  c.  c,  is  introduced  into  a  shallow  flat-bottomed  ves- 
sel from  10  to  12  centimetres  in  diameter ;  this  vessel  is  put  on  a 
plate  filled  with  mercary.  A  tripod,  made  of  a  massive  glass  rod, 
is  placed  in  the  vessel  which  contains  the  solution  of  the  ammonium 
salt,  and  a  saucer  or  shallow  dish  with  10  c.  c.  of  the  normal  solu- 
tion of  oxalic  or  sulphuric  acid  (§  215)  put  on  it.  A  beaker  is  now 
inverted  over  the  whole.  The  beaker  is  lifted  up  on  one  side  as 
far  as  is  required,  and  a  sufficient  quantity  of  milk  of  lime  added 
by  means  of  a  pipette  (which  should  not  be  drawn  out  at  the  lower 
end).  The  beaker  is  then  rapidly  pressed  down,  and  weighted 
with  a  stone  slab.  After  forty-eight  hours  the  glass  is  lifted  up, 
and  a  slip  of  moist  reddened  litmus  paper  placed  in  it ;  if  no  change 
of  color  is  observable,  this  is  a  sign  that  the  expulsion  of  the  ammo- 
nia is  complete ;  in  the  contrary  case,  the  glass  must  be  replaced. 
Instead  of  the  beaker  and  plate  with  mercury,  a  bell- jar,  with  a 
ground  and  greased  rim,  placed  air-tight  on  a  level  glass  plate,  may 
be  used.  A  bell-jar,  having  at  the  top  a  tubular  opening  fumiBhed 
with  a  dose-fitting  glass  stopper,  answers  the  purpose  best,  as  it 

*  [In  thus  estimating  minute  quantities  of  ammonia,  the  condensing  tuhe 
nnist  he  of  tin,  since  ghtss  yields  a  sensible  amount  of  alkali  to  hot- water  vapor.] 
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permits  the  introduction  of  a  slip  of  red  litmus  paper  suspended 
from  a  thread,  thus  enabling  the  operator  to  see  whether  the  com- 
bination of  the  ammonia  with  the  acid  is  completed,  without  the 
necessity  of  removing  the  bell- jar.  According  to  Sohlösino,  forty- 
eight  hours  are  always  sufficient  to  expel  0*1  to  1  gramme  of  ammo- 
nia from  25  to  35  c.  c.  of  solution.  However,  I  can  admit  this 
statement  only  as  regards  quantities  up  to  0*3  grm. ;  quantities 
above  this  often  require  a  longer  time.  I  therefore  always  prefer 
operating  with  quantities  of  substance  containing  no  more  than  0*3 
grm.  ammonia  at  the  most. 

When  all  the  ammonia  has  been  expelled,  and  has  entered  into 
combination  with  the  acid,  the  quantity  of  acid  left  free  is  deter- 
mined by  means  of  standard  solution  of  alkali,  and  the  amount  of 
the  ammonia  calculated  from  the  result  (§  220). 

c.  Indirect  Method  according  to  Fr.  Mohr.* — In  this  method 
a  known  quantity  of  alkali  in  excess,  e.g.j  sodium  carbonate,  is 
heated  in  aqueous  solution  with  the  ammonium  salt  until  all  the 
ammonia  has  been  expelled ;  the  residual  alkali  is  then  volnmetri- 
cally  estimated,  and  from  the  difference  the  equivalent  quantity  of 
ammonia  estimated.  This  method  is  of  limited  application,  because 
it  can  only  be  used  with  neutral  ammoniacal  salts  in  the  absence 
of  organic  matter,  f  It  is,  however,  convenient  and  exact,  and 
may  be  conducted  in  an  obliquely  supported  flask.  As  alkali,  a 
normal  solution  of  soda  or  sodium  carbonate  (53*05  grm.  anhy- 
drous salt  per  litre)  may  be  used.  The  boiling  is  stopped  when  the 
escaping  vapors  cease  to  act  on  red  litmus  paper  or  turmeric  paper, 
4.  Estimation  hy  ExpuUion  of  the  Nitrogen  in  the  Wet  Way. 

A  process  for  determining  ammonium  by  means  of  the  azo- 
tometer  has  been  given  by  W.  Knop.  X  It  depends  on  the  sepa- 
ration of  the  nitrogen  by  a  bromized  and  strongly  alkaline  solution 
of  sodium  hypochlorite.  § 

The  simplest  azotometer  is  that   described   by  Kumpf.|     It 

*  Lehrbuch  der  Titrirmeihode, 

f  Even  organic  matter  free  from  nitrogen  has  a  disturbing  action,  as  when 
boiled  with  alkali  it  forms  humus-like  acid  decomposition  products,  which  neu- 
tralize the  alkali.  %  Chem.  Ceniralbl.,  1860,  244. 

§This  is  prepared  as  follows:  Dissolve  1  part  of  sodium  carbonate  in  15 
parts  of  water,  cool  the  fluid  with  ice,  saturate  perfectly  with  chlorine,  keeping 
cold  all  the  while,  and  add  stroug  soda  solution  (of  25  per  cent.)  till  the  mixture 
on  rubbing  between  the  Angers  makes  the  skin  slippery.  Before  using,  add  to 
the  quantity  required  for  the  series  of  experiments  bromine  in  the  proportion  of 
2-8  grm.  to  the  litre,  and  shake.  ||  Frei,  2Seit.,  vi,  808. 
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consist»  of  a  burette  of  50  or  100  c.  c.  stationed  in  a  glass  cylinder 
nearly  filled  with  mercury,  and  connected  by  a  stout  caoutchouc 
tube  with  a  small  bottle,  a,  Fig,  82,  to  which  is  fitted  a  soft,  thrice- 
perforated  caoutchouc  stopper.  The  stopper  carries  a  thermometer 
and  two  short  glass  tubes,  one  of  which  joins  it  to  the  burette,  and 
the  other  has  attached  a  short  bit  of  caoutchouc  tubing  and  a  pinch- 
cock,  e.  The  weighed  ammonium  salt  (not  more  than  0*4  grm.)  is 
placed  in  the  tube,  f^  with  10  c.  c.  of  water,  and  50  c.  c.  of  the 
bromized  hypochlorite  solution  are  brought  into  the  bottle,  a. 
The  cock,  ^,  being  open,  the  stopper  is  firmly  fixed  in  its  place,  and 
the  burette  is  depressed  in  the  mercury  un- 
til its  uppermost  degree  exactly  coincides 
with  the  surface  of  the  metal.  The  cock  is 
then  closed,  and  the  bottle  is  inclined  to 
bring  the  two  substances  in  contact.  The 
ammonium  salt  is  speedily  decomposed. 
When  no  further  evolution  of  gas  takes 
place  the  burette  is  so  adjusted  that  the 
level  of  the  mercury  without  and  within  it 
shall  nearly  coincide,  and  the  operator  waits 
10-20  minutes,  or  until  the  thermometer  in 
a  indicates  the  same  temperature  as  the  sur- 
rounding air.  Then  the  adjustmei^t  of  the 
burette  to  exact  coincidence  of  the  mercury 
level,  within  and  without,  is  effected,  and 
the  volume  of  the  gas  is  read  off.  The  stand 
of  the  thermometer  and  barometer  are  also 
noted,  and  the  recorded  volume  of  nitrogen 
is  corrected  by  use  of  the  tables  on  pp.  259- 
261,  arranged  by  Diktbich. 

The  first  table  gives  a  correction  for  the  ^^' 

nitrogen  which  is  absorbed  by  the  60  c.  c.  of  liquid  in  the  bottle  a. 
The  amount  varies  with  the  relative  volumes  of  air  and  .nitrogen, 
and  is  determined  empirically  by  decomposing  known  quantities  of 
ammonia  and  noting  the  difference  between  the  obtained  and  the 
theoretical  volume  of  nitrogen.  The  correction  holds  strictly,  of 
course,  only  for  a  solution  of  such  strength  as  that  employed  by 
Dietrich  and  at  the  mean  temperatures. 

The  second  table  serves  to  spare  the  labor  of  calculation.     The 
weight  of  1  c.  c.  of  nitrogen,  measured  e.  g.  at  754  mm.  of  barome- 
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ter  and  15^,  is  found  at  the  intersection  of  the  vertical  column 
754  with  the  horizontal  column  15°,  is,  viz.,  1-16187. 

To  the  observed  volume  of  nitrogen  add  the  amount  absorbed 
as  per  Table  I.,  and  correct  the  total  by  Table  II.  It  scarcely 
requires  to  be  mentioned  that  good  results  can  only  be  obtained  in 
an  apartment  where  the  temperature  is  uniform,  and  when  care  is 
exercised  to  avoid  warming  the  apparatus  in  handling.  See  Diet- 
eioh's  papers.* 

§100. 
SttjjfplemerU  to  the  First  Chov/p. 

LFTHIUM. 

In  the  absence  of  other  bases,  lithium  may,  like  potassium 
and  sodium,  be  converted  into  anhydrous  sulphate,  and  weighed 
in  that  form  (Li,SOJ.  As  lithium  fonns  no  acid  sulphate,  the 
excess  of  sulphuric  acid  may  be  readily  removed  by  simple  igni- 
tion. LrrniuM  carbonate  also,  which  is  difficultly  soluble  in 
water,  and  fuses  at  a  red  heat  without  suffering  decomposition,  is 
well  suited  for  weighing ;  whilst  lithium  chloride,  which  deliquesces 
in  the  air,  and  is  by  ignition  in  moist  air  converted  into  hydro- 
chloric acid  and  lithium  oxide,  is  unfit  for  the  estimation  of 
lithium. 

In  presence  of  other  alkali  metals,  lithium  is  best  converted 
into  LrrHiuM  phosphate  (Li,PO J,  and  weighed  in  that  form.  This  is 
effected  by  the  following  process :  add  to  the  solution  a  sufficient 
quantity  of  sodium  phosphate  (which  must  be  perfectly  free  from 
phosphates  of  the  alkali-earth  metals),  and  CQOugh  soda  to  keep  tlie 
reaction  alkaline,  and  evaporate  the  mixture  to  dryness;  pour 
water  over  the  residue,  in  sufficient  quantity  to  dissolve  the  soluble 
salts  with  the  aid  of  a  gentle  heat,  add  an  equal  volume  of  solution 
of  ammonia,  digest  at  a  gentle  heat,  filter  after  twelve  hours,  and 
wash  the  precipitate  with  a  mixture  of  equal  volumes  of  water  and 
solution  of  ammonia.  Evaporate  the  filtrate  and  first  washings  to 
dryness,  and  treat  the  residue  in  the  same  way  as  before.  If  some 
more  lithium  phosphate  is  thereby  obtained,  add  this  to  the  prin- 
cipal quantity.  The  process  gives,  on  an  average,  99*61  for  100 
parts  of  lithium  oxide  (MATEKf)- 

♦  Fru.  Z&it,  III,  162 ;  rr,  141.  and  v,  86. 
jAnn,  d,  Chem,  u.  Pharm,,  xcvin,  213. 
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In  MüUgrammeB  for  Pretmire*  from  720  to  770  mm, 
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If  the  quantity  of  lithium  present  iö  relatively  very  small, 
the  larger  portion  of  the  potassa  or  soda  compounds  should  first  be 
removed  by  addition  of  absolute  alcohol  to  the  most  highly  con- 
centrated solution  of  the  salts  (chlorides,  bromides,  iodides,  or 
nitrates,  but  not  sulphates) ;  since  this,  by  lessening  the  amount  of 
water  required  to  effect  the  separation  of  the  lithium  phosphate 
from  the  soluble  salts,  will  prevent  loss  of  lithium  (W.  Mayek).* 

The  precipitated  normal  lithium  phosphate  has  the  formula 
2Li,P0^  +  H,0.  It  dissolves  in  2539  parts  of  pure,  and 
3920  parts  of  ammoniated  water ;  at  100®,  it  completely  loses  its 
water ;  if  pure,  it  does  not  cake  ait  a  moderate  red  heat  (Mateb). 

The  objections  raised  by  RAMMELSBERof  to  Mateb's  method 
of  estimating  lithia  I  find  to  be  ungrounded.  According  to  my 
own  experience,  it  appears  that  the  filtrate  and  wash-water  must 
be  evaporated  in  a  platinum  dish  not  only  once,  but  at  least  twice 
— in  fact,  till  a  residue  is  obtained  which  is  completely  soluble  in 
dilute  ammonia.  Lithium  phosphate  may  be  dried  at  100°,  or 
ignited  according  to  §  53,  before  being  weighed.  In  the  latter 
case,  care  must  be  taken  to  free  the  filter  as  much  as  possible  from 
the  precipitate  before  proceeding  to  incinerate  it.  I  have  thus 
obtained,  X  instead  of  100  parts  lithium  carbonate,  by  drying  at 
100°,  99-84,  99-89,  100-41,— by  igniting  99-66  and  100-05.  The 
lithium  phosphate  obtained  was  free  from  sodium. 

Second  Cfroup. 

BAWUM — STRONTIUM — CALCIUM — MAGNESIUM. 

§  101. 

1.  Barium. 
»•    a.  Solution. 

Caustic  baryta  is  soluble  in  water,  as  are  many  barium  salts. 
Barium  salts  which  are  insoluble  in  water  are,  with  almost  the 
single  exception  of  the  sulphate,  readily  dissolved  by  dilute  hydro- 
chloric acid.  The  solution  of  the  sulphate  is  effected  by  fusion 
with  sodium  cai'bonate,  &c.     (See  §  132.)    Barium  silico-fluoride 

*Ann.  d&r  Chsm.  u.  Pharm.  ^  xcvni,  198,  where  Mayer  has  also  demonstrated 
the  non-existence  of  a  sodium  lithium  phosphate  of  fixed  composition  (Berzelius), 
or  of  varying  composition  (Bammelsberg). 

\Pogg,  Ännal.,  en,  448.  tZeiUchr.f,  analyi.  Chem,,  i,  42. 
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may  be  readily  converted  into  barinm  sulphate  by  heating  and 
evaporating  with  moderately  dilute  sulphuric  acid  in  a  platinum 
vessel.  It  may  also  be  readily  decomposed  by  fusing  it  with  po« 
tassium-sodium  carbonate. 

i.  Determination, 

Barium  is  weighed  either  as  stUphate  or  as  oa/rhonate^  rarely  (in 
the  separation  from  strontia)  as  ha/riv/m  süico-ßuoride  or  hcurvum 
Chromate  (§  71).  Barium  oxide  or  hydroxide,  also  barium  car- 
bonate, may  also  be  determined  by  the  volumetric  (alkalimetric) 
method.     Comp.  §  228. 

We  may  convert  into 

1.  Babium  Sulphate. 
a.  By  Precipitation. 

All  barium  compounds  vrithout  exception. 
J.  By  Evaporation, 

All  barium  salts  of  volatile  acids,  if  no  other  non-volatile  body 
is  present. 

2.  Babiüh  Cabbonate. 

a.  All  barium  salts  soluble  in  water. 

h.  Barium  salts  of  organic  acids. 

Barium  is  both  precipitated  and  weighed,  by  far  the  most  fre- 
quently as  sulphate,  the  more  so  as  this  is  the  form  in  which  it  is 
most  conveniently  separated  from  other  bases.  The  determination 
by  means  of  evaporation  (1,  h)  is,  in  cases  where  it  can  be  applied, 
and  where  we  are  not  obliged  to  evaporate  large  quantities  of  fluid, 
very  exact  and  convenient.  Barium  is  determined  as  carbonate  in 
ibe  wet  way,  when  from  any  reason  it  ii9  not  possible  or  not  desir- 
able to  precipitate  it  as  sulphate.  If  a  fluid  or  dry  substance  con- 
tains bodies  which  impede  the  precipitation  of  barium  as  sulphate 
or  carbonate  (alkali  citrates,  metaphosphoric  acid,  see  §  71,  a  and 
J),  such  bodies  must  of  course  be  got  rid  of,  before  proceeding  to 
precipitation.  The  precipitation  of  barinm  as  a  silico-fluoride  or 
Chromate  will  be  treated  of  under  the  separation  of  barium  from 
strontium,  §  154. 

1 .  Determination  as  Barium  Sulphate. 

a.  By  Precipitation. 

Heat  the  moderately  dilute  solution  of  barium,  which  must  not 
contain  too  much  free  acid  (and  must,  tlierefore,  if  necessary,  flrst 
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be  freed  therefrom  by  evaporation  or  addition  of  sodium  carbon- 
ate), in  a  platinum  or  porcelain  dish,  or  in  a  glass  vessel,  to  incipi- 
ent ebullition,  add  dilute  sulphuric  acid  so  long  as  a  precipitate 
forms,  keep  the  mixture  for  some  time  at  a  temperature  very  near 
the  boiling  point,  stirring  if  not  on  a  water-bath,  and  allow  the 
precipitate  to  subside ;  decant  the  almost  clear  supernatant  fluid  on 
a  filter,  boil  the  precipitate  once  with  water  and  a  little  dilute  sul- 
phuric acid,  then  three  or  four  times  with  water,  then  transfer  it 
to  the  filter,  and  wash  with  boiling  water,  until  the  filtrate  is  no 
longer  rendered  turbid  by  barium  chloride.  Dry  tlie  precipitate, 
and  treat  it  as  directed  in  §  53,  employing  only  a  moderate  heat. 
If  the  precipitate  has  been  properly  washed  in  the  manner 
here  directed,  it  is  perfectly  pure.  In  the  presence  of  alkali  salts, 
however,  the  precipitate  will  still  contain  small  quantities  of  alkali 
sulphate.     Comp.  §  153. 

h.  By  ^Evaporation. 

Add  to  the  solution,  in  a  weighed  platinum  dish,  pure  sul- 
phuric acid  very  slightly  in  excess,  and  evaporate  on  the  water- 
bath  ;  expel  the  excess  of  sulphuric  acid  by  cautious  application  of 
heat,  and  ignite  the  residue  moderately. 

For  the  properties  of  barium  sulphate,  see  §  71. 

Both  methods,  if  properly  and  carefully  executed,  give  almost 
absolutely  accurate  results. 

2.  Determination  as  Barium  Carbonate, 
a.  In  Solutions. 

Mix  the  moderately  dilute  solution  of  the  barium  salt  in  a 
beaker  with  ammonia,  add  ammonium  carbonate  in  slight  excess, 
and  let  tlie  mixture  stand  several  hours  in  a  warm  place.  Filter, 
wash  the  precipitate  with  water  mixed  with  a  little  ammonia,  dry, 
and  ignite  moderately  (§  53). 

For  the  properties  of  the  precipitate,  see  §  71.  This  method 
involves  a  trifling  loss  of  substance,  as  barium  carbonate  is  not 
absolutely  insoluble  in  water.  The  direct  experiment,  No.  56, 
gave  99-79  instead  of  100. 

If  the  solution  contains  a  notable  quantity  of  ammonium  salts, 
the  loss  incurred  is  much  more  considerable,  since  the  presence  of 
such  salts  greatly  increases  the  solubility  of  barium  carbonate. 
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h.  In  Barium  Salts  of  Orga/nic  Aoid$. 

Heat  the  salt  slowlj  in  a  covered  platmnm  cracible,  uDtQ  no 
more  fames  are  evolved ;  place  the  crucible  obliquely,  with  the 
lid  leaning  agieunst  it,  and  ignite,  until  the  whole  of  the  carbon  is 
consumed,  and  the  residue  presents  a  perfectly  white  appear- 
ance ;  moisten  the  residue  with  a  concentrated  solution  of  ammo- 
nium carbonate,  evaporate,  ignite  gently,  and  weigh.  The  results 
obtained  by  this  meüiod  are  quite  satisfactory.  A  direct  experi- 
ment, No.  57,  gave  99.61  instead  of  100.  The  loss  of  substance 
which  almost  invariably  attends  this  method  is  owing  to  particles 
of  the  salt  being  carried  away  with  the  fumes  evolved  upon  igni- 
tion, and  is  accordingly  the  less  considerable,  the  more  slowly  and 
gradually  the  heat  is  increased.  Omission  of  the  moistening  of 
the  residue  with  ammonium  carbonate  would  involve  a  further  loss 
of  substance,  as  the  ignition  of  barium  carbonate  in  contact  with 
carbon  is  attended  with  foimation  of  some  caustic  baryta,  carbon 
monoxide  gas  being  evolved. 

§102. 

2.  Stbonttdm. 

a.  Solution. 

See  the  preceding  paragraph  (§  101,  a. — Solution  of  bar3rta  and 
barium  salts);  the  directions  there  given  apply  equally  here. 
Strontium  silico-fluoride  is  readily  and  completely  soluble  in  water 
acidulated  with  hydrochloric  acid. 

h.  Determination. 

Strontium  is  weighed  either  as  strontium  suiphxUe  or  as  etroifkr 
tiurn  (carbonate  (§  72).  Strontium  in  the  form  of  oxide,  hydrox- 
ide, or  carbonate,  may  be  determined  also  by  the  volumetric 
(alkalimetric)  method-     Comp.  §  223. 

We  may  convert  into 

1.  Strontium  Sulphate. 
a.  By  Precipitation. 

All  compounds  of  strontium  without  exception. 
h.  By  Evaporation. 

All  strontium  salts  of  volatile  acids,  if  no  other  non-volatile 
body*  is  present. 
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2.  Stbontiüm  Carbonate. 

a.  All  strontium  compounds  soluble  in  water. 

ß.  Strontium  salts  of  organic  acids. 

The  method  based  on  the  precipitation  of  strontium  with  sul- 
phuric acid  yields  accurate  results  only  in  cases  where  the  fluid 
from  which  the  strontium  is  to  be  precipitated  may  be  mixed, 
without  injury,  with  alcohol.  Where  this  cannot  be  done,  and 
where  the  method  based  on  the  evaporation  of  the  solution  of 
strontium  with  sulphuric  acid  is  equally  inapplicable,  the  conver- 
sion into  the  carbonate  ought  to  be  resorted  to  in  preference,  if 
admissible.  As  in  the  case  of  barium,  so  here,  we  have  to  be  on 
our  guard  against  the  presence  of  substances  which  would  impede 
precipitation  (citi-ates  of  the  alkalies,  metaphosphoric  add,  etc.), 
and  if  necessary,  these  must  first  be  removed. 

1.  Deiermvaaüon  as  Strontium  Sulphate. 

a.  By  Precipitation. 

Mix  the  solution  of  the  strontium  salt  (which  must  not  be  too 
dilute,  nor  contain  much  free  hydrochloric  or  nitric  acid)  with 
dilute  sulphuric  acid  in  excess,  in  a  beaker,  and  add  at  least  an 
equal  volume  of  alcohol;  let  the  mixture  stand  twelve  hours, 
and  filter ;  wash  the  precipitate  with  dilute  alcohol,  dry  and  ignite 
(§  53). 

If  the  circumstances  of  the  case  prevent  the  use  of  alcohol,  the 
fluid  must  be  precipitated  in  a  tolerably  concentrated  state,  and  a 
fairly  large  excess  of  sulphuric  acid  added  (this  is  particularly  neces- 
sary if  large  quantities  of  potassium  chloride,  sodium  chloride,  or 
magnesium  chloride  are  present).  The  mixture  is  then  allowed 
to  stand  in  the  cold  for  at  least  twenty-four  hours,  filtered,  and  the 
precipitate  washed  with  cold  water,  until  the  last  rinsings  manifest 
no  longer  an  acid  reaction,  and  leave  no  perceptible  residue  upon 
evaporation.  If  traces  of  free  sulphuric  acid  remain  adhering  to 
the  filter,  the  latter  turns  black  on  drying,  and  crumbles  to  pieces ; 
too  protracted  washing  of  the  precipitate,  on  the  other  hand,  tends 
to  increase  the  loss  of  substance. 

Care  must  be  taken  that  the  precipitate  be  thoroughly  dry, 
before  proceeding  to  ignite  it ;  otherwise  it  will  be  apt  to  throw 
off  fine  particles  during  the  latter  process.  The  filter,  which  is  to 
be  burnt  apart  from  the  precipitate,  must  be  as  clean  as  possible, 
or  some  loss  of  substance  will  be  incurred ;  as  may  be  clearly  seen 
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from  the  depth  of  the  carmine  tint  of  the  flame  with  which  the 
filter  burns  if  tlie  precipitate  has  not  been  properly  removed. 

For  the  properties  of  the  precipitate,  see  §  72.  When  alcohol 
is  used  and  the  directions  given  are  properly  adhered  to,  the  results 
are  very  accurate ;  when  the  sulphate  of  strontium  is  precipitated 
from  an  aqueous  solution,  on  the  contrary,  a  certain  amount  of  loss 
is  unavoidable,  as  strontium  sulphate  is  not  absolutely  insoluble  in 
water.  The  direct  experiments,  No.  58,  gave  only  98*12  and  98*02 
instead  of  100.  However,  the  error  may  be  rectified,  by  calculat- 
ing the  amount  of  strontium  sulphate  dissolved  in  the  filtrate  and 
the  wash-water,  basing  the  calculation  upon  the  known  degree  of 
solubility  of  strontium  sulphate  in  pure  and  acidified  water.  See 
Expt.  No.  69,  which,  with  this  correction,  gave  99*77  instead  of 
100.  The  necessity  for  making  the  correction  may  be  obviated  by 
washing  with  1  part  sulphuric  acid  mixed  with  20  parts  water  till 
all  substances  precipitable  by  alcohol  are  removed,  then  with  alco- 
hol till  all  the  sulphuric  acid  is  removed.  Strontium  sulphate  also 
carries  down  sulphates  of  other  strong  bases  in  small  quantities, 
and  this  point  must  not  be  overlooked  in  making  accurate  analy- 
ses.    See  §  153. 

ft.  By  Evaporation. 

The  same  method  as  described  for  barium,  §  101,  1,  h. 

2.  Determination  as  Strontium  Carbonate. 

a.  In  Solutions. 

The  same  method  as  described  §  101,  2,  a.  For  the  proper- 
ties of  the  precipitate,  see  §  72.  The  method  gives  very  accurate 
results,  as  strontium  carbonate  is  nearly  absolutely  insoluble  in 
water  containing  ammonia  and  ammonium  carbonate.  A  direct 
experiment,  No.  60,  gave  99*82  instead  of  100.  Presence  of 
ammonium  salts  exercises  here  a  less  adverse  influence  than  the 
precipitation  of  barium  carbonate. 

h.  In  Salts  of  Orga/nic  Acids. 

The  same  method  as  described  §  101,  2,  h.  The  remarks  made 
there,  respecting  the  accuracy  of  the  results,  apply  equally  here. 
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§103. 

3.  Calcium. 

a.  Sotution. 

See  §  101,  a. — Solution  of  barium.  Calcium  fluoride  is,  by 
means  of  sulphuric  acid,  converted  into  calcium  sulphate,  and  the 
latter  again,  if  necessary,  decomposed  by  boiling  or  fusing  with 
an  alkali  carbonate  (§  132).  [Calcium  sulphate  dissolves  readily 
in  moderately  dilute  hydrochloric  acid.  It  is  much  less  soluble  in 
strong  hydrochloric  acid.] 

h.  Determmatian. 

Calcium  is  weighed  either  as  calcium  mdphate^  as  calcium 
earbonaUy  or  calcium  oxide  (§  73).  It  may  be  converted  into 
sulphate  by  evaporation,  as  well  as  by  precipitation;  and  into 
carbonate  or  oxide  by  precipitation  as  oxalate  or  carbonate,  or  by 
ignition.  Calcium,  in  the  form  of  oxide,  hydroxide,  or  carbon- 
ate, may  be  determined  also  by  the  volumetric  (alkalimetric) 
method.  Comp.  §  223.  The  volumetric  estimation  may  be  also 
effected  by  precipitating  the  calcium  as  oxalate,  eitlier  by  a  direct 
or  an  indirect  method. 

We  may  convert  into 

1.  Calcium  Sulphate. 
a.  By  Precipitalion. 

All  calcium  salts  of  acids  soluble  in  alcohol,  provided  no  other 
substance  insoluble  in  alcohol  be  present. 

h.  By  Evaporation. 

All  calcium  salts  of  volatile  acids,  provided  no  non-volatile  body 
be  present. 

2.  Calcium  Carbonate,  or  Calcium  Oxide. 

a.  By  Precipitation  with  Ammonium  Carbonate. 

All  calcium  salts  soluble  in  water. 

J.  By  Precipitation  with  Ammoniam  Oxalate. 

All  calcium  salts  soluble  in  water  or  in  hydrochloric  acid  with- 
out exception. 

c.  By  Ignition. 

Calcium  salts  of  organic  acids. 

Of  these  several  methods,  2,  h  (precipitation  with  ammonium 
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Oxalate)  is  the  one  most  frequently  resorted  to.  This,  and  the 
method  1,  by  give  the  most  accurate  results.  The  method,  1,  a,  is 
usually  resorted  to  only  to  effect  the  separation  of  calcium  from 
other  basic  radicals ;  2,  a,  generally  only  to  effect  the  separation 
of  calcium  together  with  the  other  alkali-earth  metals  from  the 
alkalies.  As  many  bodies  (alkali  citrates,  and  metaphosphates) 
interfere  with  the  precipitation  of  calcium  by  the  precipitants 
given,  these,  if  present,  must  be  first  removed. 

3.  The  volumetric  methods  of  estimation,  which  are 
particularly  to  be  recommended  when  a  large  number  of  deter- 
minations are  to  be  made,  will  be  described  after  the  gravimetric 
methods. 

1.  Determination  of  Calcium  Sulphate, 
a.  By  Precipitation. 

Mix  the  solution  of  the  calcium  salt  in  a  beaker,  with  dilute  sul- 
phuric acid  in  excess,  and  add  three  or  four  times  the  volume  of 
alcohol ;  let  the  mixture  stand  twelve  hours,  filter,  and  thoroughly 
wash  the  precipitate  with  alcohol,  dry,  and  ignite  moderately 
(§  Ö3).  For  the  properties  of  the  precipitate,  see  §  78.  The  re- 
sults are  very  accurate«  A  direct  experiment,  No.  61,  gave 
99-64  instead  of  100. 

i.  By  Evaporation. 

The  same  method  as  described  under  barium,  §  101,  1,  S« 

2.  Determination  as   Calcium   Carbonate  or   CaZcium 
Oxide. 

a.  By  Precipitation  with  Armnonium  Carbonate. 

The  same  method  as  described  §  101,  2,  a.  The  precipitate 
can  be  most  conveniently  weighed  as  calcium  carbonate.  It  must 
be  exposed  only  to  a  very  gentle  red  heat,  but  this  must  be  con- 
tinued for  some  time.  For  the  properties  of  the  precipitate,  see 
§73. 

This  method  gives  very  accurate  results,  the  loss  of  substance 
incurred  being  hardly  worth  mentioning. 

If  the  solution  contains  ammonium  chloride  or  similar  ammo- 
nium salts  in  considerable  proportion,  the  loss  of  substance  in- 
curred is  far  greater.  The  same  is  the  case  if  the  precipitate  is 
washed  with  pure  instead  of  ammoniacal  water.    A  direct  experi- 
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ment,  No.  62,  in  which  piire  water  was  used,  gave  99*17  instead 
of  100  parts  of  lime. 

If  it  is  feared  that  some  calcium  oxide  has  formed,  from  the 
heat  being  too  high,  the  residue  is  moistened  with  a  little  water, 
a  small  piece  of  ammonium  carbonate  added,  the  whole  slowly 
evaporated,  and  heated  again  to  gentle  redness,  i.e.y  till  the  bot- 
tom of  the  crucible  is  just  dull-red.  If  a  gas  blowpipe  is  at 
hand,  tlie  calcium  carbonate  may  be  converted  into  oxide  by  pro- 
longed, strong  ignition,  and  then  weighed  as  such.     Comp.  b*. 

b.  By  Precipitation  with  Ammonium  Oxalate, 
a.   The  Calcium,  Salt  is  soluble  in  Water. 

To  the  hot  solution  in  a  beaker  add  ammonium  oxalate  in 
moderate  excess,  and  then  ammonia  suf&cient  to  impart  an  ammo- 
niacal  smell  to  the  fluid ;  cover  the  glass,  and  let  it  stand  in  a 
warm  place  until  the  precipitate  has  completely  subsided,  which 
will  require  twelve  hours,  at  least.  Pour  the  clear  fluid  gently 
and  cautiously,  so  as  to  leave  the  precipitate  undisturbed,  on  a 
filter ;  wash  the  precipitate  two  or  three  times  by  decantation  with 
hot  water;  lastly,  transfer  the  precipitate  also  to  the  filter,  by 
rinsing  with  hot  water,  taking  care,  before  the  addition  of  a  fresh 
portion,  to  wait  until  the  fluid  has  completely  passed  through  the 
filter,  f  Small  particles  of  the  precipitate,  adhering  firmly  to  the 
glass,  are  removed  with  a  feather.  If  this  fails  to  effect  their 
complete  removal,  they  should  be  dissolved  in  a  few  drops  of 
highly  dilute  hydrochloric  acid,  ammonia  added  to  the  solution, 
and  the  oxalate  obtained  added  to  the  first  precipitate.  Devia- 
tions from  the  rules  laid  down  here  will  generally  give  rise  to  the 
passing  of  a  turbid  fluid  through  the  filter.  After  having  washed 
the  precipitate,  dry  it  on  the  filter  in  the  funnel,  and  transfer  the 
dry  precipitate  to  a  platinum  crucible,  taking  care  to  remove  it  as 

*  Id  converting  precipitated  calcium  carbonate  into  calcium  oxide,  Fritz- 
SCHB  {Zeitsehr.f.  analyU  Ch&m.,  iii,  179),  and  A.  Cobba  {ib^,  viii,  141)  obtained 
somewhat  too  little  (99 '7  instead  of  100).  This,  I  think,  may  be  because  the 
calcium  carbonate  employed  by  Fritzbche  (which  he  dried  at  160*),  was  not 
anhydrous,  and  which  he  himself  hints. 

t  In  order  to  make  the  calcium  oxalate  settle  more  rapidly  and  filter  it  off 
clearly,  Muck  recommends  adding  1  c.  c.  of  ammonia-alum  solution  containing 
0*001  grm.  alumina.  An  excess  of  ammonia  is  to  be  avoided,  and  0*001  grm. 
must  be  deducted  from  the  weight  of  the  calcium  oxide.  {Zeilaehr.  /.  anoUyt, 
Cliem.t  IX,  461.) 
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completely  as  possible  from  the  filter ;  burn  the  filter  on  a  piece 
of  platinum  wire,  letting  the  ash  drop  into  the  hollow  of  the  lid 
(§  53) ;  put  the  latter,  now  inverted,  on  the  crucible,  so  that  the 
filter  ash  may  not  mix  with  the  precipitate ;  heat  at  first  very 
gently,  then  more  strongly,  until  the  bottom  of  the  crucible  is 
heated  to  very  faint  redness.  Keep  it  at  that  temperature  from 
ten  to  fifteen  minutes,  removing  the  lid  from  time  to  time.  I 
am  accustomed  during  this  operation  to  move  the  lamp  back- 
wards and  forwards  under  the  crucible  with  the  hand,  since,  if 
you  allow  it  to  stand,  the  heat  may  very  easily  get  too  high. 
Finally  allow  to  cool  in  the  desiccator  and  weigh.  After  weigh- 
ing, moisten  the  contents  of  the  crucible,  which  must  be  perfectly 
white,  or  barely  show  the  least  tinge  of  gray,  with  a  little  water, 
and  test  this  after  a  time  with  a  minute  slip  of  turmeric  paper. 
Should  the  paper  turn  brown — a  sign  that  the  heat  applied  was 
too  strong — rinse  off  the  fluid  adhering  to  the  paper  with  a  little 
water  into  the  crucible,  throw  in  a  small  lump  of  pure  ammo- 
nium carbonate,  evaporate  to  dryness  (best  in  the  water-bath), 
heat  to  very  faint  redness,  and  weigh  the  residue.  If  the  weight 
has  increased,  repeat  the  same  operation  until  the  weight  remains 
constant.  I  wish  to  particularly  point  out  that  by  closely  adher- 
ing to  the  rules  laid  down  above  regarding  the  method  of  ignition^ 
the  tedious  evaporation  with  ammonium  carbonate  may  be  al- 
ways avoided.  For  the  properties  of  the  precipitate  and  residue 
see  §  73.  This  method  gives  nearly  absolutely  accurate  results. 
A  direct  experiment,  No.  63,  gave  99*99  instead  of  100. 
Equally  accurate  results  were  recently  obtained  also  by  A.  Son- 
OHAY  in  my  laboratory.* 

If  a  gas  blowpipe  is  at  hand,  or  any  other  arrangement  by 
means  of  which  a  platinum  crucible  may  be  raised  to  a  white 
heat,  the  calcium  oxalate  may  be  converted  into  caustic  lims 
with  results  almost  equally  accurate;  and  I  believe  that  this 
method,  which  requires  less  patience  than  the  other,  is  more  certain 
to  yield  good  results  in  the  hands  of  many  persons.  The  calcium 
oxalate  and  the  filter  ash  are  transferred  to  a  moderate-sized 
platinum  crucible,  which  is  ignited  first  over  the  Bunsen  flame, 
and  then  over  the  blowpipe.     The  crucible  is  then  weighed,  and 


*  Zeitschr.  f,  analyt,  Chem.,  x,  : 
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ignited  again  over  the  blowpipe.  The  second  ignition  over  the 
blowpipe  should  not  reduce  the  weight.  The  duration  of  the 
ignition  necessary  varies  from  5  to  15  or  more  minutes,  accord- 
ing to  intensity  of  heat  and  quantity  of  the  precipitate.  It  is  well 
to  weigh  the  empty  crucible  again  at  the  end  of  the  operation,  as 
platinum  sometimes  loses  weight  after  violent  and  prolonged  igni- 
tion. The  results  obtained  by  Fbitzsohe,  Cossa,*  and  Sough  ay 
scarcely  differ  from  the  calculated  numbers.  For  properties  of 
calcium  oxide,  see  §  73. 

The  calcium  oxalate  may  also  be  converted  into  svlphaU. 
SoHBOTTEB  iguitcs  iu  a  covered  platinum  crucible  with  pure 
ammonium  sulphate.  Or  you  may  ignite  in  a  covered  platinum 
dish  till  the  precipitate  is  for  the  most  part  converted  into  oxide, 
add  a  little  water,  then  hydrochloric  acid  to  effect  solution,  then 
pure  sulphuric  acid  in  excess,  evaporate  and  ignite  moderately. 
This  process  is  also  quite  accurate. 

Some  chemists  collect  the  calcium  oxalate  on  a  weighed  filter, 
dry  at  100°,  and  weigh.     The  composition  of  the  precipitate  so 
obtained  is  CaC.O«  +  11,0.      This  method,  however,  is  more 
troublesome,  as  well  as  less  accurate,  than  the  first. 
ß.   The  Salt  is  insoluble  in  Water. 

Dissolve  the  salt  in  dilute  hydrochloric  acid.  If  the  acid  of 
the  calcium  salt  is  of  a  nature  to  escape  in  this  operation  {e.g., 
carbonic  acid),  or  to  admit  of  its  separation  by  evaporation  (e.g.j 
silicic  acid),  proceed,  after  the  removal  of  the  acid,  as  directed 
in  a.  But  if  the  acid  cannot  thus  be  readily  got  rid  of  (e,g.^ 
phosphoric  acid),  proceed  as  follows :  Add  ammonia  until  a  pre- 
cipitate begins  to  form,  re-dissolve  this  with  a  drop  of  hydro- 
chloric acid,  add  ammonium  oxalate  in  excess,  and  finally  sodium 
acetate ;  allow  the  precipitate  to  subside,  and  proceed  for  the  re- 
mainder of  the  operation  as  directed  in  a.  In  this  process  the 
free  hydrochloric  acid  present  reacts  on  the  sodium  acetate  and 
ammonium  oxalate,  forming  sodium  and  ammonium  chlorides, 
with  liberation  of  a  corresponding  amount  of  oxalic  and  acetic 
acids  in  which  calcium  oxalate  is  nearly  insoluble.  In  this 
method  the  loss  is  very  slight.  The  method  yields  accurate  re- 
sults.    A  direct  experiment,  No.  64,  gave  99-78  instead  of  100. 

♦Fritzsche  {ZeiUchr.f,  analyt.  Chem.,  in,  179)  and  A.  Cobba  (76.,  viii,  141). 
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c.  By  Ignition. 

The  same  method  as  described  §  101,  2,  ft  (barium).  The 
residue  remaining  upon  evaporation  with  ammonium  carbonate 
{which  operation  it  is  advisable  to  perform  twice)  must  be  ignited 
very  gently.  The  remarks  made  in  §  101,  2,  J,  in  reference  to 
the  accuracy  of  the  results,  apply  equally  here.  By  way  of  con- 
trol, the  calcium  carbonate  may  be  converted  into  oxide  or  into 
calcium  sulphate  (see  ft,  a),  or  it  may  be  determined  alkalimetri- 
<5ally  (§  223). 

3.  Volumetric  Methods. 

a.  Regarding  the  alkalimetric  determination  of  calcium 
oxide  or  carbonate^  see  §  223.  By  properly  carrying  out  the 
process,  a  mixture  of  calcium  oxide  and  carbonate,  obtained  by 
moderately  igniting  calcium  oxalate  in  the  air,  affords  very  good 
results  (Expt.  No.  65). 

ft.  Precipitation  as  calcium  oxalate^  and  direct  estimation  of 
the  oxalic  acid  in  the  precijntate.  The  oxalic  acid  in  the  well- 
washed,  but  not  dried,  calcium  oxalate,  is  determined  by  means 
of  potassium  permanganate  (§  137).  Results  are  very  good 
(Expt.  No.  65). 

c.  Precipitation  of  calcium  oxalate  and  indirect  estimation 
of  the  oxalic  acid  in  the  precipitate.  In  this  method  (Kkaut*) 
the  calcium  salt  must  be  soluble  in  water.  Add  to  the  solution 
of  the  calcium  salt,  contained  in  a  measuring-flask,  an  exactly 
measured  quantity  of  decinormal  oxalic-acid  solution  (§  215), 
more  than  sufficient  to  precipitate  the  calcium,  add  ammonia 
until  the  liquid  is  alkaline,  heat  to  boiling,  cool,  fill  the  flask  up 
to  the  mark,  and  shake.  Then  filter  through  a  dry  filter,  meas- 
ure off  an  aliquot  part  of  the  filtrate  (at  least  one-half),  determine 
in  it  the  oxalic  acid  by  potassium  permanganate,  as  in  §  137,  and 
calculate  the  quantity  for  the  whole  of  the  filtrate ;  the  quantity 
of  oxalic  acid  which  has  been  used  up  to  combine  with  the  cal- 
cium, gives  the  quantity  of  the  latter  present.  1  c.  c.  of  deci- 
normal oxalic-acid  solution  =  0*0028  grm.  lime.  The  method 
is  rapid,  and  gives  accurate  results.  If  the  quantity  of  calcium 
is  small  in  comparison  with  the  volume  of  the  liquid,  no  correc- 
tion will  be  necessary  for  the  space  the  calcium  oxalate  occupies 
in  the  measuring  flask. 

~*ChenrcimtralbL  1856,  816.  ' 
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§104. 

4.  Magnesium. 

a.  Solution. 

Many  magnesitun  salts  are  soluble  in  water ;  those  which  are 
insoluble  in  that  menstmum  dissolve  in  hydrochloric  acid,  with  the 
exception  of  some  silicates  and  alnminates  (see  §§  105  and  140). 

T).  Determmation. 

Magnesium  is  weighed  (§  74)  either  as  sulphoiite  or  as  pyro- 
phosplvate^  or  as  magnesitmi  oxide.  In  the  form  of  oxide  or  car- 
bonate, it  may  be  determined  also  by  the  alkalimetric  method 
described  in  §  223. 

We  may  convert  into 

1.  Magnesium  Sulphate. 

a.  Directly.  b.  Indirectly. 

All  magnesium  salts  of  vola-  All  magnesium  salts  soluble 

tile    acids,   provided    no  other    in  water,  and  also  those  which^ 

non-volatile  substance   be  pres-    insoluble   in    that    menstruum^ 

ent.  dissolve    in    hydrochloric   add, 

with  separation  of  their  acid 
(provided  no  ammonium  salts- 
be  present). 

2.  Magnesium  Pyrophosphate. 

All  magnesium  compounds  without  exception. 

3.  Magnesium  Oxide. 

a.  Magnesium  salts  of  organic  acids,  or  of  readily  volatile  inor- 
ganic oxygen  acids. 

b.  Magnesium  chloride,  and  magnesium  compounds  convertible 
into  that  salt. 

The  direct  determination  as  magnesium  sulphate  is  highly 
recommended  in  all  cases  where  it  is  applicable.  The  indirect  con- 
version into  the  sulphate  serves  only  in  the  case  of  certain  separa- 
tions, and  is  hardly  ever  had  recourse  to  where  it  can  possibly  be 
avoided.  The  determination  as  pyrophosphate  is  most  generally 
resorted  to ;  especially  also  in  the  separation  of  magnesium  from 
other  bases.  The  method  based  on  the  conversion  of  magnesium 
chloride  into  oxide  is  usually  resorted  to  only  to  effect  the  separa- 
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tion  of  magnesilun  from  the  alkali  metals.    Magnesium  phosphatee 
are  analyzed  as  §  135  directs. 

1.  Determination  as  Magnesium  SuipJMUe. 

Add  to  the  solution  excess  of  pure  dilute  sulphuric  acid,  evapo- 
rate to  dryness,  in  a  weighed  platinum  dish,  on  the  water-bath ; 
then  heat  at  first  cautiously,  afterwards,  with  the  cover  on  more 
strongly — ^here.  it  is  advisable  to  place  the  lamp  so  that  the  flame 
may  play  obliquely  on  the  cover  from  above — until  the  excess  of 
sulphuric  acid  is  completely  expelled;  lastly,  ignite  gently  over 
the  lamp  for  some  time;  aJlow  to  cool,  and  weigh.  Should  no 
fumes  of  hydrated  sulphuric  acid  escape  upon  the  application  of  a 
strongish  heat,  this  may  be  looked  upon  as  a  sure  sign  that  the 
sulphuric  acid  has  not  been  added  in  sufScient  quantity,  in  which 
case,  after  allowing  to  cool,  a  fresh  portion  of  sulphuric  acid  is 
added.  The  method  yields  very  accurate  results.  Care  must  be 
taken  not  to  use  a  very  large  excess  of  sulphuric  acid.  The  resi- 
due must  be  exposed  to  a  moderate  red  heat  only,  and  weighed 
rapidly.     For  the  properties  of  the  residue,  see  §  74. 

2.  Determination  as  Magnesium  Pyrophosphate. 

Tlie  solution  of  the  magnesiimi  salt  is  mixed,  in  a  beaker,  with 
ammonium  chloride,  and  ammonia  added  in  slight  excess.  Should 
a  precipitate  form  upon  the  addition  of  ammonia,  this  may  be  con- 
sidered a  sign  that  a  sufficient  amount  of  ammonium  chloride  has 
not  been  used ;  a  fresh  amount  of  that  salt  must  consequently  be 
added,  sufficient  to  effect  the  re-solution  of  the  precipitate  formed. 
The  clear  fluid  is  then  mixed  with  a  solution  of  sodium  phosphate 
or  sodium  ammonium  phosphate*  in  excess,  and  the  mixture  stirred, 
taking  care  to  avoid  touching  the  sides  of  the  beaker  with  the  stir- 
ring-rod ;  otherwise  particles  of  the  precipitate  are  apt  to  adhere 
so  firmly  to  the  rubbed  parts  of  the  beaker,  that  it  will  be  found 
difficult  to  remove  them  ;  the  beaker  is  then  covered,  and  allowed 
to  stand  at  rest  for  twelve  hours,  without  warming ;  after  that  time 
the  fluid  is  filtered,  and  the  precipitate  collected  on  the  filter,  the 
last  particles  of  it  being  rinsed  out  of  the  glass  with  a  portion  of 
the  filtrate,  with  the  aid  of  a  feather ;  when  the  fluid  has  completely 
passed  through,  the  precipitate  is  washed  with  a  mixture  of  3  parts 
of  water,  and  1  part  of  solution  of  ammonia  of  0*90  sp.  gr.,  the 

*  According  to  Mohr  (NaNH4H)P04  is  preferable  to  (NaaH)P04  as  a  pre- 
cipitant.   (See  Zeü$chr,f.  analyt,  Cliem,,  xii,  36.) 
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Operation  being  continued  until  a  few  drops  of  the  fluid  passing 
through  the  filter  mixed  with  nitric  acid  and  a  drop  of  silver  nitrate 
show  only  a  very  slight  opalescence. 

The  precipitate  is  now  thoroughly  dried,  and  then  transferred 
to  a  platinum  crucible  (§  53) ;  the  latter,  with  the  lid  on,  is  exposed 
for  some  time  to  a  very  gentle  heat,  which  is  finally  increased  to 
intense  redness.  The  filter,  as  clean  as  practicable,  is  incinerated 
in  a  spiral  of  platinum  wire,  and  the  ash  transferred  to  the  cru- 
cible, which  is  then  once  more  exposed  to  a  red  heat,  allowed  to 
cool,  and  weighed.  If  the  magnesium  pyrophosphate  is  not  per- 
fectly white,  moisten  with  a  few  drops  of  nitric  acid,  and  ignite 
again,  applying  the  heat  at  first  carefully. 

For  the  properties  of  the  precipitate  and  residue,  see  §  74. 

This  method,  if  properly  executed,  yields  most  accurate  results. 
The  precipitate  must  be  washed  completely,  but  not  over-washed, 
and  the  washing  water  must  always  contain  the  requisite  quantity 
of  ammonia. 

3.  Determination  as  Magnesium  Oxide. 

a.  In  Magnesium  Salts  of  Orga/ixi<i  or  Volatile  Inorganio 
Acids. 

The  magnesium  salt  is  gently  heated  in  a  covered  platinum 
crucible,  increasing  the  temperature  gradually,  until  no  more  fumes 
escape;  the  lid  is  then  removed,  and  the  crucible  placed  in  an 
oblique  position,  with  the  lid  leaning  against  it.  A  red  heat  is 
now  applied,  until  the  residue  is  perfectly  white.  For  the  prop- 
erties of  the  residue,  see  §  74.  The  method  gives  the  more  accu- 
rate results  the  more  slowly  the  salt  is  heated  from  the  beginning. 
Some  loss  of  substance  is  usually  sustained,  owing  to  traces  of  the 
salt  being  carried  off  with  the  empyreimfiatic  products.  Mag- 
nesium salts  of  readily  volatile  oxygen  acids  (carbonic  acid,  nitric 
acid),  may  be  transformed  into  magnesium  oxide  in  a  similar  way,  by 
simple  ignition.  Even  magnesium  sulphate  loses  the  whole  of  its 
sulphuric  acid  when  exposed,  in  a  platinum  cnicible,  to  the  heat 
of  the  gas  blowpipe-flame  (Sonnenschein).  As  regards  small  quan- 
tities of  magnesium  sulphate,  I  can  fully  confirm  this  statement. 

b.  Conversion  of  Magnesium  Chloride  into  Magn^esium  Oxide. 
To  the  concentrated  solution,  in  a  porcelain  crucible,  add  a 

mixture  of  water  and  pure  mercuric  oxide  in  more  than  sufiicient 
quantity  to  enable  the  oxygen  of  the  oxide  to  convert  all  the 
magnesium  chloride  present  into  magnesium  oxide,  evaporate  the 
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mixture  on  a  water-bath,  dry  thoroughly,  cover  the  crucible,  and 
heat  to  redness  until  all  the  mercuric  chloride  formed  and  also 
the  excess  of  mercuric  oxide  have  been  expelled.  (The  operator 
should  carefully  guard  against  inhaling  any  of  the  vapors 
evolved.)  The  residue,  magnesium  oxide,  may  be  weighed  in  the 
crucible,  or,  if  its  separation  from  alkalies  is  intended,  it  is  col- 
lected on  a  filter,  washed  with  hot  water,  dried  and  ignited  (§  53). 
Eegarding  other  methods  whereby  the  object  intended  may  be 
attained,  and  which  are  frequently  more  convenient  for  effecting 
separations,  see  §  153,  B,  4  (17  to  21). 

THIRD  GROUP  OP  BASIC  RADICALS. 
ALUMINIUM CHROMIUM (tITANIUM). 

§105. 

1.  Aluminium. 

a.  Solution. 

Aluminium  compounds  which  are  insoluble  in  water  dissolve, 
for  the  most  part,  in  hydrochloric  acid.  Native  crystallized  alu- 
minium oxide  (sapphire,  ruby,  corundum,  &c.),  and  many  native 
aluminium  compounds,  and  also  artificially  produced  aluminium 
oxide  after  intense  ignition,  require  fusing  with  sodium  carbon- 
ate, caustic  potassa,  or  barium  hydroxide,  as  a  preliminary  step 
to  their  solution  in  hydrochloric  acid.  Many  aluminium  com- 
pounds {e.g.^  common  clay)  which  resist  the  action  of  concen- 
trated hydrochloric  acid,  may  be  decomposed  by  protracted  heat- 
ing  with  moderately  concentrated  sulphuric  acid,  or  by  fusion 
with  sodium  disulphatc ;  potassium  disulphate  also  effects  the  de- 
composition, but  it  gives  rise  to  the  formation  of  a  double  salt  of 
potassium  and  aluminium  difficultly  soluble  in  water  or  acids,  and 
which  renders  further  analysis  more  difficult  (L.  Smith  *). 

h.  Determination. 

Aluminium  is  almost  invariably  weighed  as  aluminium  oxide; 
occasionally  also  as  phosphate  (compare,  for  instance,  §  209,  7,  ii). 
In  the  former  case  the  several  aluminium  salts  are  converted  into 
aluminium  oxide,  either  by  precipitation  as  aluminium  hydroxide, 
and  subsequent  ignition,  or  by  simple  ignition.  Precipitation  as 
basic  acetate  or  basic  formate  is  resorted  to  only  in  cases  of  sepa- 


*Amer.  Jour,  of  8c,  and  Arts,  xl,  248;  ZeiUchr,/.  ancUyt,  Chem.,  iv.  412. 
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ration.     For  the  indirect  (acidimetric)  estimation  of  alnminium 
in  alum,  etc.,  see  §  215. 
We  may  convert  into 

ALUMINIUM    OXIDE. 

a.   By  Precipitation.  ft.  By  Heating  or  Ignition. 

All  aluminium  salts  soluble  a.   All  aluminium  salts  of 

in  water,  and  tliose  which,  in-  readily   volatile    oxygen    acids 

soluble  in  that  menstruum,  dis-  {e.g,^  aluminium  nitrate), 
solve  in  hydrochloric  acid,  with  ß.  All  aluminium   salts  of 

separation  of  their  acid.  organic  acids. 

With  regard  to  the  method  a,  it  must  be  remembered  that 
the.  solution  must  contain  no  organic  substances  which  would 
interfere  with  the  precipitation — e.g.^  tartaric^  acid,  sugar,  &c. 
Should  such  be  present,  the  solution  must  be  mixed  with  sodium 
carbonate  and  potassium  nitrate,  evaporated  to  dryness  in  a 
platinum  dish,  the  residue  fused,  then  softened  with  water,  trans* 
f erred  to  a  beaker,  digested  with  hydrochloric  acid,  and  the  solu- 
tion filtered,  and  then,  but  not  before,  precipitated. 

The  methods  ft,  a  and  ß  are  applicable  only  in  cases  where 
no  other  fixed  substances  or  ammonium  chloride  are  present  (on 
igniting  the  latter  with  aluminium  oxide,  aluminium  chloride 
volatilizes).  The  methods  of  determining  aluminium  in  its  com- 
binations with  phosphoric,  boric,  silicic,  and  chromic  acids 
will  be  found  in  Part  II.  of  this  Section,  under  the  heads  of 
these  several  acids. 

Determination  as  Aluminium  Oxide, 

a.  By  Precipitation, 

Mix  the  moderately  dilute  hot  solution  of  the  aluminium  salt, 
in  a  beaker  or  dish,  with  a  tolerable  quantity  of  ammonium  chlo- 
ride, if  that  salt  is  not  already  present ;  add  ammonia  slightly  in 
excess,  boil  gently  till  the  fluid  gives  a  neutral  or  barely  alkaline 
reaction  (the  fluid  adhering  to  the  test  paper  must  be  washed 
back).  The  fluid  must  not  be  heated  too  long,  or  it  may  become 
acid  through  decomposition  of  ammonium  chloride,  and  some  of 
the  precipitate  may  redissolve;  and  this  must,  of  course,  be 
avoided.  Precipitation  is  best  effected  in  a  lai^  platinum  dish; 
in  default  of  this  a  porcelain  one  will  answer,  but  glass  is  not  to 
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be  recommended  because  it  is  markedly  attacked  by  hot  ammo- 
niacal  liquids  (see  p.  88).  Allow  the  precipitate  to  settle ;  then 
decant  the  clear  supernatant  fluid  on  to  a  filter,  taking  care  not 
to  disturb  tlie  precipitate ;  pour  boiling  water  on  the  latter  in  the 
beaker,  stir,  let  the  precipitate  subside,  decant  again,  and  repeat 
this  operation  of  washing  by  decantation  a  second  and  a  third  time ; 
transfer  the  precipitate  now  to  the  filter,  and  finish  the  washing 
with  boiling  water.  Suction  is  particularly  useful  in  filtering  off 
aluminium  hydroxide  (§  47),  as  the  precipitate  may,  without  further 
treatment,  be  at  once  ignited  as  detailed  on  p.  117.  If  suction 
is  not  employed,  the  ignition  of  the  moist  precipitate  is  a  rather 
critical  operation.  If  the  precipitate  is  to  be  dried  before  igni- 
tion, howiBver,  the  drying  must  first  be  very  thorough,  after  which 
ignite  (§52),  and  weigh.  The  heat  applied  should  be  very  gentle 
at  first, '  and  the  crucible  kept  well  covered,  to  guard  against 
the  risk  of  loss  of  substance  from  spirting,  which  is  always  to 
be  apprehended  if  the  precipitate  is  not  tlwrougKby  dry.  In 
whichever  way  the  precipitate  is  ignited,  it  is  always  advisable 
to  expose  it  for  some  time  to  an  incipient  white  heat  by  means  of 
the  gas  blowpipe,  before  weighing,  in  order  to  be  sure  that  every 
trace  of  moisture  has  been  expelled.  A.  Mitsoheriaoh.*  In  the 
case  of  aluminium  sulphate  the  foregoing  process  is  apt  to  leave 
some  sulphuric  acid  in  the  precipitate,  which,  of  course,  vitiates 
the  result.  To  insure  the  removal  of  this  sulphuric  acid,  the 
precipitate  should  be  exposed  for  5-10  min.  to  the  heat  of  the  gas 
blowpipe  fiame.  If  there  are  difficulties  in  the  way,  preventing 
this  proceeding,  the  precipitate,  either  simply  washed  or  mod- 
erately ignited,  must  be  re-dissolved  in  hydrochloric  acid  (which 
requires  protracted  warming  with  strong  acid),  and  then  precipi- 
tated again  with  ammonia;  or  the  sulphate  must  first  be  con- 
verted into  nitrate  by  decomposing  it  with  lead  nitrate,  added  in 
very  slight  excess,  the  excess  of  lead  removed  by  means  of  hydro- 
gen sulphide,  and  the  further  process  conducted  according  to 
the  directions  of  a  or  h.  The  precipitation  may  also  be  effected 
by  means  of  ammonium  carbonate  or  ammonium  sulphate,  in- 
stead of  ammonia ;  the  accuracy  of  the  results  is  not,  however, 
thereby  increased. 

*Z&Uiehr,f.  andlyt,  Chem.,  i,  67. 


280  DETERMINATION.  [§  106. 

For  the  properties  of  aluminium  hydroxide  and  ignited  alu- 
minium  oxide,  see  §  75.  The  operator  should  never  neglect  to 
test  the  aluminium  hydroxide  for  silicic  acid  (which  is  often 
present).  This  is  readily  done  by  heating  with  dilute  sulphuric 
acid,  or  fusing  with  potassium-  or  sodium  disulphate  (§  75).  The 
method,  if  properly  executed,  gives  very  accurate  results.  But 
if  a  considerable  excess  of  ammonia  is  used,  more  particularly 
in  the  absence  of  ammonium  salts,  and  the  liquid  is  filtered  with- 
out boiling  or  long  standing  in  a  warm  place  to  remove  the 
ammonia,  no  trifling  loss  may  be  incurred.  This  loss  is  the 
greater,  the  more  dilute  the  solution,  and  the  larger  the  excess  of 
ammonia.  The  precipitate  cannot  well  be  sufficiently  washed  on 
the  filter  on  account  of  its  gelatinous  nature;  on  the  other  hand, 
if  it  be  entirely  washed  by  decantation,  a  very  large  quantity  of 
wash-water  must  be  used,  hence  it  is  advisable  to  combine  the 
two  methods,  as  directed.* 

h.  By  Ignition. 

a.  Alundniuvi  Salts  of  Volatile  Oxygen  Adda. 
Ignite  the  salt  (or  the  residue  of  the  evaporated  solution)  in  a 
platinum  crucible,  gently  at  first,  then  gradually  to  the  very  high- 
est degree  of  intensity,  until  the  weight  remains  constant.  For 
the  properties  of  the  residue,  see  §  75.  Its  purity  must  be  care- 
fully tested.    There  are  no  sources  of  error. 

ß.  Alumini/um  Salts  of  Organic  Acids. 
The  same  method  as  described  §  104,  3,  a  (Magnesium). 

§  106. 

2.  Chromium. 

a.  Solution. 

Many  chromic  salts  are  soluble  in  water.  Chromic  hydroxide, 
and  most  of  the  salts  insoluble  in  water,  dissolve  in  hydrochloric 
acid.  Ignition  renders  chromic  oxide  and  many  chromium  salts 
insoluble  in  acids ;  this  insoluble  modification  must  be  prepared  for 

♦  [When  a  solution  of  aluminium  hydroxide  in  potassium  or  sodium  hydrox- 
ide is  boiled  with  excess  of  ammonium  chloride,  the  aluminium  separates  com- 
pletely as  a  hydrated  oxide  with  two  mol.  of  water,  which  may  be  washed  with 
comparative  ease.  In  certain  cases,  as  where  aluminium  is  separated  from  ferric 
iron  by  boiling  their  hydroxides  with  soda,  this  fact  may  be  taken  advantage  of. 
Löwe.  Frei.  ZeiUehrift,  iv,  856.] 
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Bolntion  in  liydrochloric  acid,  by  fusing  with  3  or  4  parts  of  po- 
tassa  in  a  silver  crucible.  In  the  process  of  fusing  a  small  quan- 
tity of  potassium  Chromate  is  formed  by  the  action  of  air ;  this, 
however,  can  be  decomposed  by  heating  with  hydrochloric  acid 
witli  formation  of  chromic  chloride.  Addition  of  alcohol  greatly 
promotes  the  reduction  to  chromic  chloride.  Instead  of  this  f  us  - 
ing  with  potassa,  we  frequently  prefer  to  adopt  a  treatment 
whereby  the  chromium  is  at  once  oxidized  and  converted  into  an 
alkali  Chromate  (see  2).  For  the  solution  of  chromic  iron,  see 
§  160. 

h,  Determination. 

Chromium  is  always,  when  directly  determined,  weighed  as 
chromic  oxide.  It  is  brought  into  this  form  either  by  precipitation 
as  hydroxide  and  ignition,  or  by  simple  ignition.  It  may,  how- 
ever, also  be  estimated  by  conversion  into  chromic  acid,  and  deter- 
mination as  such. 

We  may  convert  into 

1.  Chromic  Oxide. 
a.  By  Precipitation.  h.  3y  Ignition. 

All  chromic  salts  soluble  in  a.  All  chromic  salts  of  vola- 

water,  and  also  those  which,  in-  tile  oxygen  acids,  provided  no 
soluble  in  that  menstruum,  dis-  non-volatile  substances  be  pres- 
solve  in  hydrochloric  acid,  with     ent. 

separation  of  their  acid.     Pro-  ß.  Chromic  salts  of  organic 

vided  always   that  no    organic    acids, 
substances  (such  as  tartaric  acid, 
oxalic  acid,  &c.)  which  interfere 
with  the  precipitation  be  present. 

2.  Chromic  acid,  or,  more  correctly  speaking,  alkali  cheomatb. 

Chromic  oxide  and  all  chromic  salts. 

The  methods  of  analyzing  chromic  phosphates,  borates,  silicates, 
and  chromic  Chromate,  will  be  found  in  Part  II.  of  this  Section, 
under  the  heads  of  the  several  acids  of  these  compounds. 

1.  Determination  as  Chromic  Oxide. 

a.  By  Precipitati/m. 

The  solution,  which  must  not  be  too  highly  concentrated,  is 
best  heated  to  100°  in  a  platinum  dish.  One  of  porcelain  may 
also  answer,  but  is  not  so  good,  but  glass  should  be  avoided. 
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.otlierwise  considerable  error  is  caused  bj  contamination  of  the 
precipitate  witli  silica,  and  the  results,  therefore,  will  be  too  high 
(A.  SorcHAY  *).  If  porcelain  is  used,  this  error  is  sliglit.  Am- 
monia is  then  added  slightly  in  excess,  and  the  mixture  exposed 
to  a  temperature  approaching  boiling,  until  the  fluid  over  the  pre- 
cipitate is  perfectly  colorless,  presenting  no  longer  the  least  shade 
of  red ;  let  the  solid  pai'ticles  subside,  wash  three  times  by  decan- 
tation,  and  lastly  on  the  filter,  with  hot  water,  dry  thoroughly, 
and  ignite  (§  52).  The  heat  in  the  latter  process  must  be  in- 
creased gradually,  and  the  crucible  kept  covered,  otherwise  some 
loss  of  substance  is  likely  to  arise  from  spirting  upon  the  incan- 
descence of  tlie  cliromic  oxide,  which  marks  the  passing  of  the  sol- 
uble into  the  insoluble  modification.  A  suction  filter  (§  47)  is 
,very  convenient  for  washing  the  precipitate,  which  may  then  be 
^transferred,  still  moist,  to  the  crucible  in  which  it  is  ignited  and 
weighed.  (See  p.  117.)  For  the  properties  of  the  precipitate 
and  residue,  see  §  76.  This  method,  if  properly  executed,  gives 
accurate  results.  Precipitation  may  also  be  effected  with  ammo- 
nium sulphide,  instead  of  ammonia.  In  this  case  precipitation  is 
complete  in  the  cold ;  and  it  may  be  carried  out  in  glass  vessels. 

b.   By  Ignition. 

a.    Chromic  Salts  of  Volatile  Oxygen  Acids. 
The  same  method  as  described,  §  105,  i,  a  (Aluminium). 

ß.   Chromic  Salts  of  Organic  Acids. 
The  same  method  as  described,  §  104,  3,  a  (Magnesium). 

2.  CoKVEBsioK  OF  Chbomiijm  IK  Chbomio  Comfouio» 
INTO  Alkali  Ohbomatb. 

(For  the  estimation  of  chromic  acid,  see  §  130.) 
The  following  methods  have  been  proposed  with  this  view : — 
a.  The  solution  of  the  chromic  salt  is  mixed  with  solution  of 
potassa  or  soda  in  excess,  until  the  chromic  hydroxide,  which  forms 
at  first,  is  redissolved.  Chlorine  gas  is  then  conducted  into  the 
cold  fluid  until  it  acquires  a  yellowish-red  tint ;  it  is  then  mixed 
with  potassa  or  soda  in  excess,  and  the  mixture  evaporated  to  dry- 
ness; the  residue  is  ignited  in  a  platinum  cnicible.     The  whole  of 

*  ZriUdvr.  f.  amOifi.  Oh&nh,  ir,  66. 
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the  potassitim  (or  sodium)  chlorate  formed  is  decomposed  by  this 
process,  and  the  residue  consists,  therefore,  now  of  an  alkali  Chro- 
mate and  potassium  (or  sodium)  chloride. — (Vohl.) 

J.  Potassium  hydroxide  is  heated  in  a  silver  crucible  to  calm 
fusion ;  the  heat  is  then  somewhat  moderated,  and  the  perfectly 
dry  chromic  compound  projected  into  the  crucible.  When  the 
substance  is  thoroughly  moistened  with  the  potassa,  small  lumps  of 
fused  potassium  chlorate  are  added.  A  lively  effervescence  ensues, 
from  the  escape  of  oxygen ;  at  the  same  time  the  mass  acquires  a 
more  and  more  yellow  color,  and  finally  becomes  clear  and  trans- 
parent.   Loss  of  substance  must  be  carefully  guarded  against  (H. 

SOHWABZ). 

c.  Dissolve  chromic  hydroxide  in  sohition  of  potassa  or  soda, 
add  lead  dioxide  in  suflicient  excess,  and  warm.  The  yellow  fluid 
produced  contains  all  the  chromium  as  lead  Chromate  in  alkaline 
solution.  Filter  from  the  excess  of  lead  dioxide,  add  to  the  filtrate 
acetic  acid  to  acid  reaction,  and  determine  the  weight  of  the  pre- 
cipitated lead  Chromate  (G.  Chancel*). 

d.  Mix  finely  comminuted  chromic  hydroxide  with  some 
potassium  chlorate  in  a  porcelain  dish,  add  nitric  acid  (sp.  gr. 
1*367),  cover  the  dish  with  a  funnel  of  somewhat  smaller  diam- 
eter, heat  on  the  water-bath,  and  add  from  time  to  time  a  frag- 
ment of  potassium  chlorate  until  all  the  chromic  hydroxide  is  dis- 
solved and  converted  into  potassium  Chromate.  Even  with  a 
hydroxide  which  has  been  strongly  ignited,  the  operation  does  not 
last  longer  than  30  to  60  minutes.  The  chromic  acid  is  most  con- 
veniently determined  in  the  solution  by  precipitation  as  barium 
Chromate  (Stobeb  f ;  Pbabson  j:). 

[e.  Bender  the  solution  of  chromic  salt  nearly  neutral  by  a 
solution  of  sodium  carbonate,  add  sodium  acetate  in  excess,  heat 
and  add  chlorine  water,  or  pass  in  chlorine  gas,  keeping  the  solu- 
tion nearly  neutral  by  occasional  addition  of  sodium  carbonate. 
The  oxidation  proceeds  readily.  Boil  oflf  excess  of  chlorine,  when 
the  chromic  acid  may  be  precipitated  as  lead  Chromate  or  barium 
Chromate  (W.  Gibbs  §).] 


_,  ,^.  rwkJ.,  xLm,  9ffl.  -fZnUehr.f.  analyU  Ohem,,  ix,  71. 

tlbid.,  IX,  108.  §  [Am.  Jaum.  Sei.  2  Ser.,  xxxix,  68.] 
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§  107. 

Supplement  to  the  Third  Group, 

Titanium. 

Titanium  is  always  weighed  as  titanic  oxide  (TiO,),  t.<5.,  the 
oxide    or   anhydride    corresponding    to    titanic    acid   (Ti(OH),). 
Titanic  acid  is  precipitated  with  an  alkali  or  by  boiling  its  dilute 
acid  solution.    In  precipitating  acid  solutions  of  titanic  acid  ammo- 
nia is  employed;  take  care  to  add  the  precipitating  agent  only 
in  slight  excess,  let  the  precipitate  formed,  which  resembles  alu- 
minium hydroxide,  deposit,  wa^h,  first  by  decantation,  then  com- 
pletely on  the  filter,  dry,  and  ignite  (§  52).     If  the  solution  con- 
tained sulphuric  acid,  put  some  ammonium  carbonate  into  the 
crucible,  after  the  first  ignition,  to  secure  the  removal  of  every 
remaining  trace  of  that  acid.    Lose  no  time  in  weighing  the  ignited 
titanic  oxide,  as  it  is  slightly  hygroscopic.     Occasionally  it  is  more 
convenient  to  precipitate  titanic  acid  from  its  acid  solutions  by 
nearly  neutralizing  with  ammonia,  adding  sodium  acetate  and  boil- 
ing.    The  precipitate  thus  obtained  is  easily  filtered  and  washed. 
If  we  have  titanic  acid  dissolved  in  sulphuric  acid,  as  for  instance 
occurs  when  we  fuse  it  with  potassium  disulphate  and  treat  the 
mass  with  cold  water,  we  may,  by  largely  diluting,  and  long  boil- 
mg,  with  renewal  of  the  evaporating  water,  fully  precipitate  the 
titanic  acid.     If  much  free  acid  is  present  it  must  be  nearly  neu- 
tralized with  ammonia  before  boiling.     Boiling  is  best  effected  in 
a  platinum  dish.     After  filtration,  the  free  acid  in  the  filtrate  is 
still  further  neutralized,  and  the  liquid  boiled  again  for  sometime, 
to  see  that  no  titanic  acid  is  precipitated.    Testing  the  last  filtrate 
with  ammonia  affords  the  certainty  that  precipitation  is  complete. 
In  the  process  of  igniting  the  dried  precipitate,  some  ammonium 
carbonate  is  added.     From  dilute  hydrochloric-acid  solutions  of 
titanic  acid,  the  latter  separates  completely  only  upon  evaporating 
the  fluid  to  dryness;  and  if  the  precipitate  in  that  case  were 
washed  with  pure  water,  the  filtrate  would  be  milky ;  acid  must, 
therefore,  be  added  to  the  water. 

Titanic  acid  precipitated  in  the  cold,  washed  with  cold  water, 
and  dried  without  elevation  of  temperature,  is  completely  soluble 
in  hydrochloric  acid ;  otherwise  it  dissolves  only  incompletely  in 
that  acid.     The  metatitanic  acid  thrown  down  from  dilute  acid 
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solutions  by  boiling,  is  not  soluble  in  dilute  acids.  Titanic  oxide 
resulting  from  ignition  of  titanic  or  metatitanic  acid  does  not  dis- 
solve even  in  concentrated  hydrochloric  acid,  but  it  does  dissolve 
by  long  heating  with  tolerably  concentrated  sulphuric  acid.  The 
easiest  way  of  effecting  its  solution  is  to  fuse  it  for  some  time 
with  potassium  disulphate,  and  treat  the  fused  mass  with  a  large 
quantity  of  cold  water.  Upon  fusing  with  sodium  carbonate, 
sodium  titanate  is  formed,  which,  when  treated  with  water,  leaves 
acid  sodium -titanate,  which  is  soluble  in  hydrochloric  acid.  Ti- 
tanic oxide  (TiOJ  consists  of  60*07  per  cent,  of  titanium  and 
39-93  per  cent,  of  oxygen.  By  fusing  titanic  oxide  with  three 
times  its  quantity  of  potassium  hydrogen  fluoride,  potassium  titan 
ium  fluoride  is  formed,  which  readily  dissolves  in  very  dilute 
hydrochloric  acid  (of  sp.  gr.  1-015)  in  the  heat.  On  fusing,  a 
very  low  heat  must  be  applied  at  first,  till  the  excess  of  hydro- 
fluoric acid  has  escaped,  Üien  the  heat  is  quickly  raised  till  the 
ma»6  melts  and  the  titanic  oxide  is  just  dissolved  (Marionac*). 
Or  heating  with  hydrofluoric  and  sulphuric  acids  practically  no 
titanium  fluoride  escapes,  but  by  heating  with  hydrofluoric  acid 
some  loss  does  occur  (Riley  f). 

Titanium  may  be  estimated  volumetricaUy  by  first  converting 
it  into,  titanous  oxide,  Ti,0,,  and  then  oxidizing  this  to  titanic 
oxide  by  means  of  potassium  permanganate  (compare  §  112,  2) 
(PiSANi  X)'  Solutions  in  sulphuric  acid  are  to  be  avoided ;  but 
the  ordinary  solution  in  hydrochloric  acid,  or  the  solution  of 
titanium-potassium  fluoride  in  dilute  hydrochloric  acid,  is  used. 
The  reduction  is  effected  with  zinc  under  exclusion  of  air,  and 
with  or  without  the  application  of  heat.  In  case  of  the  hydro- 
chloric-acid solutions  it  is  accompanied  by  a  violet  color ;  in  solu- 
tions of  titanium-potassium  fluoride,  with  a  greenish  color.  After 
the  reduction  is  effected  the  zinc  is  removed,  and  solution  of 
potassium  permanganate  added  until  tlie  liquid  begins  to  remain 
red.  The  weak  point  in  this  method  lies  in  the  difliculty  of  ac- 
curately determining  the  moment  wlien  the  reduction  is  complete. 
Marignac  §  has  fully  described  the  conditions  by  the  observance 
of  which  he  almost  invariably  obtained  good  results. 

•  Z&ittehr.f.  analyt.  Ch&m.,  vii,  112.  fib.,  ii,  71, 

tÄ..  IV,  419.  §i*..  VII,  118. 
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FOURTH  GROUP  OP  BASIC  RADICALS. 

ZING— MANGANBSE — NICKEL — OOBALT«:— FEEBOUS    lEON FESEIO  lEON 

(UEANIUM   AND   UEANYl). 

§108. 
1.    ZiNO. 

a.  Solution. 

Many  of  the  zinc  salts  are  soluble  in  water.  Metallic  zinc, 
zinc  oxide,  and  the  salts  which  are  insoluble  in  water,  dissolve  in 
hydrochloric  acid.  For  effecting  the  solution  of  precipitated  zinc 
sulphide,  hydrochloric  acid  is  also  best.  To  dissolve  zinc  blende, 
however,  it  is  best  to  first  subject  the  finely  powdered  mineral  to 
the  action  of  hot,  concentrated  hydrochloric  acid,  and  then  effect 
complete  solution  by  adding  some  nitric  acid,  potassium  chlorate, 
or  a  little  of  some  solution  of  bromine  in  hydrochloric  acid. 

b.  Determination. 

Zinc  is  weighed  either  as  oxide  or  as  sulphide  (§  77).  The 
conversion  of  zinc  salts  into  the  oxide  is  effected  either  by  precipi- 
tation as  basic  zinc  carbonate  or  sulphide,  or  by  direct  ignition. 
Besides  these  gravimetric  methods,  several  volumetric  methods  are 
in  use. 

We  may  convert  into 

1.  Zinc  Oxide. 

a.  By  Precipitation  as  Zinc  h.  By  Precipitation  as  Zinc 

Carbonate.  Sulphide. 

All  zinc  salts  which  are  solu-  All  compounds  of  zinc  with- 

ble  in  water,  and  all  zinc  salts  of  out  exception, 
organic  volatile  acids ;  also  those 
salts  of  zinc  which,  insoluble  in 
water,  dissolve  in  hydrochloric 
acid,  with  separation  of  their 
acid. 

e.  By  direct  Ignition. 

Zinc  salts  of  volatile  inorganic  oxygen  acids. 
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2.  Zinc  Sulphide. 

All  compounds  of  zinc  without  exception. 

The  method  1,  c^  is  to  be  recommended  only,  as  regards  the 
more  frequently  occurring  compounds  of  zinc,  for  the  carbonate 
and  the  nitrate.  The  methods  1,  6,  or  2,  are  usually  only  resorted 
to  in  cases  where  1,  a,  is  inadmissible.  They  serve  more  especially 
to  separate  zinc  from  other  basic  radicals.  Zinc  salts  of  organic 
acids  cannot  be  converted  into  the  oxide  by  ignition,  since  this 
process  would  cause  the  reduction  and  volatilization  of  a  small  por< 
tion  of  the  metal.  If  the  acids  are  volatile,  the  zinc  may  be  deter- 
mined at  once,  according  to  method  1,  a:  if,  on  the  contrary,  the 
acids  are  non- volatile,  the  zinc  is  best  precipitated  as  sulphide.  For 
the  analysis  of  zinc  Chromate,  phosphate,  borate,  and  silicate,  look 
to  the  several  acids.  The  volumetric  methods  are  chiefly  employed 
for  technical  purposes ;  see  Special  Part. 

1.  DetermtfuUion  as  Zinc  Oxide. 

a.  By  Precipitation  as  Zinc  Ca/rhonoite. 

Heat  the  moderately  dilute  solution  nearly  to  boiling  in  a  captp- 
ciovs  vessel, — ^a  glass  vessel  is  poorly  adapted  for  this  purpose, 
porcelain  is  better,  and  platinum  best ; — add,  drop  by  drop,  sodium 
carbonate  till  the  fluid  shows  a  strong  alkaline  reaction ;  boil  a  few 
minutes;  allow  to  subside,  decant  through  a  filter,  and  boil  the 
precipitate  three  times  with  water,  decanting  each  time;  then 
transfer  the  precipitate  to  the  filter,  wash  completely  with  hot 
water,  dry,  and  ignite  as  directed  §  53,  taking  care  to  have  the  filter 
as  clean  as  practicable,  before  proceeding  to  incinerate  it.  In 
order  to  prevent  the  reduction  of  the  zinc  oxide  and  volatilization 
of  zinc,  it  is  advisable  to  carefully  saturate  with  ammonium 
nitrate  the  filter  after  removing  as  much  of  the  precipitate 
from  the  latter  as  possible,  and  then  to  incinerate  it.  Should 
the  solution  contain  ammonium  salts,  the  ebullition  must  be  con- 
tinued until,  upon  a  fresh  addition  of  sodium  carbonate,  the  escap- 
ing vapor  no  longer  imparts  a  brown  tint  to  turmeric  paper.  If 
the  quantity  of  ammonium  salts  present  is  considerable,  the  fluid 
must  be  evaporated  hoiling  to  dryness.  It  is,  therefore,  in  such 
cases  more  convenient  to  precipitate  the  zinc  as  sulphide  (see  h). 

The  presence  of  a  great  excess  of  acid  in  the  solution  of  zinc 
must  be  as  much  as  possible  guarded  against,  that  the  effervescence 
from  the  escaping  carbonic  acid  gas  may  not  be  too  impetuous.   The 
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filtrate  mast  always  be  tested  with  ammoniuin  sulphide  (with  addi- 
tion of  ammonium  chloride)  to  ascertain  whether  the  whole  of  the* 
zinc  has  been  precipitated.  This  should  be  done  in  a  flask  filled  to 
the  neck  and  then  closed.  A  slight  precipitate  will  indeed  iiwari- 
ably  form  upon  the  application  of  this  test ;  but,  if  the  process  has 
been  properly  conducted,  this  is  so  insignificant  that  it  may  be  al- 
together disregarded,  being  limited  te  some  exceedingly  slight  and 
imponderable  flakes,  which  moreover  make  their  appearance  only 
after  many  hours'  standing.  If  the  precipitate  is  more  considerable, 
however,  it  must  be  treated  as  directed  in  iy  and  the  weight  of  the 
zinc  oxide  obtained  added  to  that  resulting  from  the  flrst  process. 
For  the  properties  of  the  precipitate  and  residue,  see  §  77.  This 
method  yields  pretty  accurate  results,  though  they  are  in  most 
cases  a  little  too  low,  as  the  precipitation  is  never  dbsolutdy  com- 
plete, and  as  particles  of  the  precipitate  will  always  and  unavoid- 
ably adhere  to  the  filter,  which  exposes  them  to  the  chance  of 
reduction  and  volatilization  during  the  process  of  ignition.  On 
the  other  hand,  the  results  are  sometimes  too  high ;  this  is  owing 
to  defective  washing,  as  may  be  seen  from  the  alkaline  reaction 
which  the  residue  manifests  in  such  cases.  It  is  advisable  also  to 
ascertain  whether  the  residue  will  dissolve  in  hydrochloric  acid 
without  leaving  silica;  this  latter  precaution  is  indispensable  in 
cases  where  the  precipitation  has  been  eJffected  in  a  glass  vessel. 

[It  is  often  better,  especially  in  presence  of  ammonium  salts,  to 
heat  the  dry  zinc  salt  with  excess  of  sodium  carbonate  in  a  plati- 
num dish  cautiously  to  near  redness,  then  treat  with  hot  water  and 
wash  as  directed.] 

J.  By  Predjpitation  as  Zinc  Sulphide. 

Mix  the  solution,  contained  in  a  not  too  large  flask  and  suffi- 
ciently diluted,  with  ammonium  chloride,  then  add  ammonia,  till 
the  reaction  is  just  alkaline,  and  then  colorless  or  slightly  yellow 
ammonium  sulphide  in  moderate  excess.  If  the  flask  is  not  now 
quite  full  up  to  the  neck,  make  it  so  with  water,  cork,  allow  to 
stand  12  to  24  hours  in  a  warm  place,  wash  the  precipitate,  if  con- 
siderable, first  by  decuntation,  then  on  the  filter  with  water  con- 
taining ammonium  sulphide  and  also  less  and  less  ammonium  chlo- 
ride (finally  none).  If  the  zinc  sulpliide  is  to  be  weighed  as 
such,  it  is  best  to  replace  the  ammonium  chloride  by  ammonium 
nitrate.     In  decanting  do  not  pour  the  fluid  through  the  filter, 
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but  at  once  into  a  flask.  After  thrice  decanting,  filter  the 
fluid  that  was  poured  off,  and  then  transfer  the  precipitate  to  the 
filter,  finishing  the  washing  as  directed.  The  funnel  is  kept  cov- 
ered with  a  glass  plate.  If  the  zinc  is  not  to  be  determined  accord- 
ing to  2,  then  put  the  moist  filter  with  the  precipitate  in  a  beaker, 
and  pour  over  it  moderately  dilute  hydrochloric  acid  slightly  in 
excess.  Put  the  glass  now  in  a  warm  place,  until  the  solution 
smells  no  longer  of  hydrogen  sulphide ;  dilute  the  fluid  with  a  little 
water,  filter,  wash  the  original  filter  with  hot  water,  and  proceed 
with  the  solution  of  zinc  chloride  obtained  as  directed  in  a. 

The  following  method  also  effects  a  practically  complete  pre- 
cipitation of  zinc  from  acid  solution.  Add  sodium  carbonate,  at 
last  drop  by  drop  till  a  lasting  precipitate  forms,  dissolve  the  latter 
by  a  drop  of  hydrochloric  acid,  pass  hydrogen  sulphide  till  the 
precipitate  ceases  to  increase  perceptibly,  add  sodium  acetate,  and 
again  pass  the  gas.  After  washing  with  water  containing  hydro- 
gen sulphide  (which  when  the  zinc  sulphide  had  been  thrown 
down  by  hydrogen  sulphide  from  acetic  acid  solution,  is  easily 
done),  treat  as  above  directed. 

From  a  solution  of  zinc  acetate  the  metal  may  be  precipitated 
completely,  or  nearly  so,  with  hydrogen  sulphide  gas,  even  in  pres- 
ence of  an  excess  of  acetic  acid,  provided  always  no  other  free 
acid  be  present  (Expt.  No.  66).  The  precipitated  zinc  sulphide  is 
washed  with  water  impregnated  with  hydrogen  sulphide,  and,  for 
the  rest,  treated  exactly  like  the  zinc  sulphide  obtained  by  precipi- 
tation with  ammonium  sulphide. 

Small  quantities  of  zinc  sulphide  may  also  be  converted  directly 
into  the  oxide,  by  heating  in  an  open  platinum  crucible,  to  gentle 
redness  at  first,  then,  after  some  time,  to  most  intense  redness. 
For  the  properties  of  zinc  sulphide  see  §  77,  c. 

c.  By  direct  Ignition. 

The  salt  is  exposed,  in  a  covered  platinum  crucible,  first  to  a 
gentle  heat,  finally  to  a  most  intense  heat,  until  the  weight  of  the 
residue  remains  constant.  The  action  of  reducing  gases  is  to  be 
avoided. 

2.  Determination  as  Zinc  Svlphide. 
The  precipitated  zinc  sulphide,  obtained  as  in  1,  J,  may  be 
ignited  in  hydrogen  and  weighed.       H.    Rose,*   who   recom- 

•P<W'  ^na^.,  ex,  128. 
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mended   the   process,    employs   the   apparatus    represented    by 
Fig.  83. 

a  contains  concentrated  sulphuric  acid,  5,  calcium  chloride. 
The  porcelain  crucible  has  a  perforated  porcelain  or  platinum 
cover,  into  the  opening  of  which  fits  the  porcelain  or  platinum 
tube,  d.  The  latter  is  provided  with  an  annular  projection  which 
rests  on  the  cover,  the  tube  itself  extends  some  distance  into  the 
crucible.  When  the  zinc  sulphide  has  dried  in  the  filter,  it  is 
transferred  to  the  weighed  porcelain  crucible,  the  filter  ashes  added, 
powdered  sulphur  is  sprinkled  over  the  contents  of  the  crucible, 
the  cover  is  placed  on,  and  hydrogen  is  passed  in  a  moderate 
stream,  a  gentle  heat  is  applied  at  first,  which  is  afterwards  raised 
for  five  minutes  to  intense  redness ;  finally  the  crucible  is  allowed 
to  cool  with  continued  transmission  of  the  gas,  and  the  zinc  sul- 
phide is  weighed. 


Pig.  88. 

Instead  of  the  hydrogen  apparatus  shown,  which  may  not  be 
lit  the  disposal  of  the  operator,  any  apparatus  that  allows  the  cur- 
rent of  gas  to  be  regulated  may  be  used.  An  evolution-appara- 
tus in  which  the  current  is  not  under  control,  is  not  suitable. 

Instead  of  the  porcelain  tube  and  perforated  cover,  a  com- 
mon tobacco-pipe  may  be  employed,  the  bowl  of  the  latter  being 
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inverted  over  and  fitting  exactly  within  a  porcelain  crucible. 
[Hydrogen  sulphide  may  be  advantageouflly  Bubstituted  for 
hydrogen.] 

Obsten's  ezperimentSy  which  were  adduced  by  Bobb  in  sup- 
port of  the  accuracy  of  this  method,  were  highly  satisfactory. 

Zinc  sulphate,  carbonate,  and  oxide  may  be  converted  into 
sulphide  in  the  manner  just  described.  They  must,  however,  be 
mixed  with  an  excess  of  powdered  sulphur,  otherwise  you  will 
lose  some  zinc  from  the  reducing  action  of  the  hydrogen  on  the 
zinc  oxide.  Zinc  sulphate  is  best  ignited  first  with  excess  of  air 
and  before  mixing  with  sulphur,  and  then  igniting  in  a  current  of 
hydrogen.     (H.  Kobe.) 

The  properties  of  the  hydrated  and  anhydrous  zinc  sulphide  are 
given  §  77 ;  the  results  are  accurate.  Loss  occurs  only  when  the 
ignition  is  performed  over  the  gas  blowpipe  (which  is  quite  unnec- 
essary), and  continued  longer  than  five  minutes.     Compare  §  77,  o. 

%  109. 

2.  Manganese. 

a.  Solution, 

Many  manganqus  salts  are  soluble  in  water.  The  manganous 
salts  which  are  insoluble  in  that  menstruum,  dissolve  in  hydrochloric 
acid,  which  dissolves  also  all  oxides  of  manganese.  The  solution 
of  the  higher  oxides  is  attended  with  evolution  of  chlorine — equiva- 
lent to  the  amount  of  oxygen  which  the  oxide  under  examination 
contains,  more  than  manganous  oxide  (MnO) — and  the  fluid,  after 
application  of  heat,  is  found  to  contain  manganous  chloride. 

b.  Determination, 

Manganese  is  weighed  either  as  protosesquioxide^  as  sulphide^ 
or  2&  pyrophosphate  (§  78).  Into  the  form  of  protosesquioxide  it 
is  converted  either  by  precipitation  as  manganous  carbonate,  or 
as  manganous  hydroxide,  sometimes  preceded  by  precipitation  as 
manganous  sulphide,  or  as  manganese  dioxide ;  or,  finally,  by  direct 
ignition.  [When  determined  as  pyrophosphate  it  is  precipitated 
as  ammonium  manganous  phosphate.] 

Manganese  may  be  determined  volumetrically  in  three  differ- 
ent ways,  one  being  applicable  to  any  manganous  solution,  pro- 
vided it  be  free  from  any  other  substance  which  exerts  a  reducing 
action  on  alkaline  solution  of  potassium  f erricyanide ;  the  second  la 
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applicable  only  when  iron  is  absent ;  the  third  is  admissible  onljr 
when  we  have  manganese  in  the  condition  of  a  perfectly  definite 
higher  oxide,  and  free  from  other  bodies,  which  evolve  chlorine 
on  boiling  with  hydrochloric  acid. 
We  may  convert  into 

1.  Manganese  Protosesquioxide. 

a.  By  PrecvpitoMon  as  Mem-        b.  By  Precipitation  as  Mav- 
gwnovs  Carbonate.  gamsse  Hydroxide. 

All  soluble  manganous  salts        All  the  compounds  of  manga- 
of  inorganic  acids,  and  all  man-    nese,  with  the  exception  of  its 
ganous  salts  of  volatile  organic    salts  of  non-volatile  organic  acids, 
acids ;  also  those  manganous  salts 
which,  insoluble  in  water,  dis- 
solve in  hydrochloric  acid  with 
separation  of  their  acid. 

c.  By  Precipitation  as  Mam,-        d.  By  Separation  as  Manga- 
gwnese  Sulphide.  nese  Dioocide. 

All  compounds  of  manganese        All  compounds  of  manganese 
without  exception.  in  a  slightly  acid  solution,  espe- 

cially manganous  acetate  and  ni- 
trate. 

e.  By  direct  Ignition. 

All  manganese  oxides;  man- 
ganous salts  of  readily  volatile 
acids,  and  organic  acids. 

2.  Manganese  Sulphide. 

All  compounds  of  manganese  without  exception. 

8.  Manganese  Sulphate. 

All  manganese  oxides,  as  well  as  salts  of  volatile  acids,  pro- 
vided no  non-volatile  substance  be  present. 

4.  Manganese  Pybophosphate. 
All  the  oxides  of  manganese  soluble  in  water,  and  those  salts, 
insoluble  in  water,  the  acids  of  which  may  be  removed  by  solution. 

The  method  1,  ^,  is  simple  and  accurate,  but  seldom  admis- 
sible. The  method  1,  a,  is  the  most  usually  employed;  if  one's 
choice  is  free,  it  is  to  be  preferred  to  1,  5.  The  methods  1,  c, 
and  2,  are  generally  used,  when  the  methods  1,  a,  or  J,  cannot  be 
adopted — say  on  account  of  the  presence  of  a  non-volatile  organic 
substance,  and  also  when  we  have  to  separate  manganese  f  r  >*  i 
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Other  metals.  The  latter  object  may  be  attained  also  by  the 
method  1,  d.  The  method  Ko.  3  is  at  times  convenient,  but  gives 
only  approximate  results.  The  method  No.  4  has  been  much 
recommended  recently,  and  is  quite  rapid,  but  yields  satisfactory 
results  only  when  the  solubility  of  the  ammonium-manganese 
phosphate!  is  taken  into  account.  Manganous  phosphate  and 
borate  are  treated  either  according  to  the  method  2,  or,  in  the 
first  case,  according  to  the  method  4.  In  silicates  the  manganese 
is  determined  after  the  separation  of  the  silicic  acid  (§  140),  ac- 
cording to  1,  a,  or  3 ;  for  the  analysis  of  manganous  Chromate, 
see  §  130  (chromic  acid).  The  first  two  volumetric  methods  are 
especially  suited  for  technical  work,  in  which  the  highest  degree 
of  accuracy  is  not  required.  The  estimation  of  manganese  from 
the  quantity  of  chlorine  disengaged  upon  boiling  the  oxides  with 
hydrochloric  acid,  is  resorted  to,  more  particularly,  to  determine 
the  degrees  of  oxidation  of  manganese,  and  permits  also  the  esti- 
mation of  manganese  in  presence  of  other  metals  (see  Section  Y.). 

1 .  Deterrnvnation  as  Protosesqmoxide  of  Mcmgcmese, 
a.  By  Precipitation  as  Jfa^ga/iums  Carbonate. 

The  precipitation  and  washing  are  effected  in  a  platinum  or 
porcelain  dish  in  exactly  the  same  way  as  directed  §  108,  1,  a 
(determination  of  zinc  as  oxide,  by  precipitation  as  carbonate). 
As  the  filtrate  and  washings  (which  are  at  times  slightly  turbid) 
are  never  quite  free  from  manganese,  evaporate  both  in  a  plati- 
num or  porcelain  dish  to  dryness,  treat  the  residue  with  boiling 
water,  and  collect  the  undissolved  flocks  of  hydrated  protosesqui- 
oxide  in  a  separate,  small  filter  and  wash  with  hot  water.  The 
two  filters  are  then  dried,  and,  together  with  the  precipitate,  ig- 
nited as  directed  in  §  53.  Then  exhaust  the  resulting  protoses- 
quioxide  repeatedly  with  boiling  water,  pouring  off  the  water  into 
a  small  filter,  and  finally  incinerate  this  filter  on  a  platinum  wire 
or  crucible  lid.  Transfer  the  ashes  to  the  crucible  and,  with  the 
lid  removed,  maintain  a  strong  heat  until  the  weight  of  the  residue 
remains  constant.  Care  must  be  taken  to  prevent  reducing  gases 
finding  their  way  into  the  crucible.  For  the  properties  of  the 
precipitate  and  residue,  see  §  78.  This  method,  if  properly  exe- 
cuted, gives  accurate  results.  If  the  small  quantity  of  manganese 
in  the  filtrate  is  neglected,  or  if  the  residue  is  weighed  without 
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first  ezhansting  it  with  boiling  water,  the  two  errors  may  compen- 
sate each  other;  nevertheless  only  approximate  results  maybe  ex- 
pected. One  important  point  is  to  continue  the  application  of  a 
sufficiently  intense  heat  long  enough  to  effect  the  object  in  view. 
It  is  necessary  also  to  ascertain  whether  the  residue  has  not  an 
alkaline  reaction,  and,  having  removed  it  from  the  platinum  cru- 
cible, whether  it  dissolves  in  hydrochloric  acid  without  leaving 
silica. 

h.  By  Precipitation  as  Manffo^ums  Hydroxide. 

The  solution  should  not  be  too  concentrated,  and  it  is  best  to 
have  it  in  a  platinum  dish.  Porcelain  may  be  used,  but  not  glass. 
Precipitate  with  solution  of  pure  soda  or  potassa,  and  proceed  in 
all  other  respects  as  in  a. 

If  phosphoric  or  boric  acid  is  present,  the  fluid  must  be 
kept  boiling  for  some  time  with  an  excess  of  alkali.  For  the 
properties  of  the  precipitate,  see  §  78.  For  the  accuracy  of  the 
method  and  testing  of  the  precipitate  see  a, 

c.  By  Premutation  as  Manganese  Sidphide. 


d.  By  Separation  as  Mam^anese  Dioxide, 

Heat  the  solution  of  manganous  acetate  or  some  other  manga« 
nous  salt  containing  but  little  free  acid,  after  addition  of  a  sufficient 
quantity  of  sodium  acetate,  to  from  50°  to  60°,  and  transmit 
chlorine  gas  through  the  fluid,  or  add  bromine  (Kämmebeb,* 
Waage  f).  The  whole  of  the  manganese  present  falls  down  as 
dioxide  (Schiet.,  Rivot,  Beudant,  and  Daguin).  Wash  first 
by  decantation,  then  upon  the  filter;  dry,  transfer  the  precipitate 
to  a  flask,  add  the  filter  ash,  heat  with  hydrochloric  acid,  filter, 
and  precipitate  as  directed  in  a.  If  the  sodium  acetate  is  defi- 
cient, and  especially  if  hydrochloric  acid  is  present,  it  may 
happen  that  the  precipitation  of  the  manganese  by  chlorine  or 
bromine  is  not  quite  complete ;  it  is  therefore  well,  after  filtering 
off  the  dioxide,  to  treat  the  filtrate  with  more  sodium  acetate,  and 
again  pass  chlorine  or  add  bromine.  If  the  filtrate  is  pink  from 
the  presence  of  permanganate,  add  a  little  alcohol,  and  heat,  in 
order  to  precipitate  the  small  remainder  of  the  manganese.     It  is 

*Ber.  d.  deuUeh.  C/iem.  Gesell,  iv,  218. 
\ZeiUchT.f,  analyi.  Chem.,  x,  206. 
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impo^ible  to  convert  the  precipitate  of  dioxide  into  protosesqui- 
oxide  directly  bj  ignition,  as  the  residue  contains  a  large  quantity 
of  alkali  which  cannot  be  completely  removed  by  washing.  The 
separation  of  manganese  as  dioxide,  by  evaporating  its  solution  in 
nitric  acid  to  dryness,  and  heating  the  residue,  finally  to  155°,  is 
given  in  Section  V. 

€.   By  direct  IgniUon. 

The  manganese  compound  under  examination  is  introduced 
into  a  platinum  crucible,  which  is  kept  closely  covered  at  first, 
and  exposed  to  a  gentle  heat ;  after  a  time  the  lid  is  taken  off, 
and  replaced  loosely  on  the  crucible,  and  the  heat  is  increased  to 
the  highest  degree  of  intensity,  with  careful  exclusion  of  I'educing 
gases ;  the  process  is  continued  until  the  weight  of  the  residue 
remains  constant.  The  conversion  of  the  higher  oxides  of  man- 
ganese into  protosesquioxide  of  manganese  requires  more  pro* 
tracted  and  intense  heating  than  the  conversion  of  maiiganous 
oxide.  In  fact,  it  can  hardly  be  effected  without  the  use  of  a  gas 
blowpipe.  (It  is,  hence,  best  to  convert  them  into  sulphide  by 
adding  sulphur  and  igniting  them  in  a  current  of  hydrogen ;  see 
2.)  In  the  case  of  manganous  salts  of  organic  acids,  care  must 
always  be  taken  to  ascertain  whether  the  whole  of  the  carbon  has 
been  consumed ;  and  should  the  contrary  turn  out  to  be  the  case 
the  residue  must  either  be  dissolved  in  hydrochloric  acid,  and  the 
solution  precipitated  as  directed  in  a,  or  3,  or  it  must  be  re- 
peatedly evaporated  with  nitric  acid,  until  the  whole  of  the  carbon 
is  oxidized.  The  method,  if  properly  executed,  gives  accurate 
results.  On  the  other  hand,  if  the  directions  are  not  carefully 
attended  to,  one  must  not  be  surprised  at  considerable  differences. 
In  the  ignition  of  manganous  salts  of  organic  acids,  minute  par- 
ticles of  the  salt  are  generally  carried  away  with  the  em- 
pyreumatic  products  evolved  in  the  process,  which,  of  course, 
tends  to  reduce  the  weight  a  little. 

2.  Determination  as  Manga^naics  Sulphide, 

The  precipitation  as  sulphide  may  be  effected  in  two  ways, 
the  second  being  preferred  when  the  operation  is  to  be  completed 
with  comparative  rapidity. 

a.  The  solution  contained  in  a  comparatively  small  flask  and  not 
too  dilute  is  first  mixed  with  ammonium  chloride  (if  an  ammonium 
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salt  is  not  already  present  in  sufficient  quantity),  Üien — if  the  fluid 
is  acid — with  ammonia,  till  it  reacts  neutral  or  very  slightly  alka- 
line ;  now  add  yellow  ammonium  sulphide,  in  moderate  excess ;  if 
the  flask  is  not  already  quite  full  up  to  the  neck,  add  water  till 
it  is,  cork,  stand  it  in  a  warm  place  for  at  least  twenty- four  hours, 
wash  the  precipitate  if  at  all  considerable,  first  by  decantation, 
then  on  the  filter,  using  water  containing  ammonium  sulphide, 
and  also  gradually-diminished  quantities  of  ammonium  chloride 
(finally  none).  In  decanting,  pour  the  fluid  in  a  flask,  not  on  the 
filter.  After  decanting  three  times,  filter  the  fiuids  that  have 
been  poured  off,  transfer  the  precipitate  to  the  filter,  and  finish 
the  washing  as  above  directed,  without  interruption.  Keep  the 
funnel  covered  with  a  glass  plate. 

h.  Neutralize  the  boiling  liquid  with  ammonia,  add  ammonium 
sulphide  in  not  too  small  amount,  boil  for  about  ten  minutes,  then 
allow  to  cool  somewhat,  add  ammonium  sulphide  again,  and  filter 
the  liquid  (which  must  smell  of  ammonium  sulphide)  through  a 
double  filter.  If  the  liquid  is  turbid,  return  it  to  the  filter  until 
it  filters  cleai*  (E.  Finkenbb*).  The  manganese  sulphide  fre- 
quently separates  on  boiling  the  liquid  in  an  anhydrous  state,  and 
with  a  green  color,  particularly  if  the  liquid  contains  but  little 
ammonium  salts,  while  much  free  ammonia  is  present.  The  pre- 
cipitate so  obtained  is  also  washed  with  water  to  which  some 
ammonium  sulphide  has  been  added. 

The  washed  manganese  sulphide  was  formerly  dissolved  in 
hydrochloric  acid,  and  then  precipitated  as  in  1  a.  The  object  is, 
however,  much  more  rapidly  and  conveniently  attained  by  drying 
it  and  igniting  it  strongly  (till  it  becomes  black)  with  the  filter- 
ash  and  a  little  sulphur  in  a  current  of  hydrogen,  and  then  weigh- 
ing the  anhydrous  manganese  sulphide  (H.  Eose  f ) ;  compare  the 
analogous  process  for  zinc,  §  108,  2.  For  the  properties  of  the 
precipitate  and  residue,  as  well  as  the  conditions  which  promote 
or  hinder  the  precipitation  of  manganese,  see  §  78,  e. 

The  results  obtained  by  Oesten,  and  cited  by  Rose,  are  per- 
fectly satisfactory.  Equally  satisfactory  results  were  obtained  by 
me  also. 

*  Handbuch  der  analyt,  CTiam,^  von  H.  Robe,  6.  Aufl.,  von  Fikkener,  p.  925. 
\Pogg.  Anal.,  ex,  122. 
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This  method  ie  shorter  and  more  convenient  than  dissolving 
the  moist  sulphide  in  hydrochloric  acid,  and  precipitating  with 
sodium  cai*bonate. 

In  the  filtrate  from  the  sulphide  there  will  be  found  only  the 
most  insignificant  traces  of  manganese,  if  the  process  has  been 
properly  conducted. 

Tartaric  acid  retards  the  precipitation,  but  does  not  render  it 
less  complete;  citric  acid,  however,  prevents  precipitation,  or  at 
least  makes  it  incomplete. 

Manganous  sulphate  and  all  the  oxides  of  manganese  may  be 
converted  into  sulphide  by  ignition  with  sulphur  in  a  current  of 
hydrogen« 

3.  Determina/tian  as  Mcmgcmous  Svlphate. 

Proceed  as  with  magnesia,  §  104,  1.  Care  must  be  taken  to 
avoid  too  great  an  excess  of  sulphuric  acid,  and  not  to  expose  to 
more  than  a  low  red  heat.  For  the  properties  of  the  residue  see 
§  78.  Accurate  results  are  obtained  only  by  chance,  as  on  heat- 
ing gently  the  weight  obtained  is  generally  too  high,  while  on 
heating  strongly  the  weight  is  too  low,  because  of  the  volatiliza- 
tion of  sulphuric  acid  (H.  Kobe  *).  To  obtain  accurate  results, 
therefore,  the  manganous  sulphate  should  be  converted  into  sul- 
phide according  to  2. 

4.    Determination     as     Ma/nganous    Pyrophosphate. 

(W.   GlBBsf). 

To  the  solution  of  the  manganous  salt,  which  may  contain 
ammonium  or  alkali  salt,  sodium  phosphate  is  added  in  large  ex- 
cess above  what  is  needful  to  convert  the  manganese  into  phos- 
phate. A  platinum  dish  is  best  for  the  purpose ;  a  porcelain  one 
will  answer,  but  glass  must  not  be  used.  The  white  precipitate 
which  is  formed  unless  considerable  free  acid  is  already  present  is 
then  redissolved  in  sulphuric  or  chlorhydric  acid,  the  liquid  is 
heated  to  boiling,  best  in  a  platinum  dish,  and  ammonia  added  in 
excess.  The  boiling  is  continued  10 — 15  minutes,  whereby  the 
white,  semi-gelatinous  precipitate  first  formed  is  converted  into 
rose-colored,  pearly  scales.  If  one  is  obliged  to  precipitate  in  a 
glass  beaker,  the  precipitate  may  be  converted  into  the  crystalline 

♦  Pogg.  Annal.,  ex,  125. 
,     I  SiUiiMAN,  AtMT.  Joum,  (II)  ZLTV,  216;  Z&iUehr.f,  analyt,  Ch&m,,  vii,  101. 
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form  more  safely  by  heating  on  the  water-bath  1  or  2  hours,  bb  it 
is  likely  to  be  thrown  out  of  the  beaker  by  boiling.  The  wliole  is 
kept  hot  for  an  hour  longer,  then  filtered  and  washed  with  water 
containing  a  little  ammonia.  The  precipitate  of  ammonium  man- 
gauous  phosphate  is  dried,  separated  from  the  filter,  and  con- 
verted by  ignition  into  pyrophosphate.  See  §  78  (Gibbs,* 
Henry  t).] 

It  is  advantageous  to  use  the  Bunsen  filtering  apparatus  for 
washing  the  precipitate,  on  account  of  its  slight  solubility  in  water, 
and  to  wash  with  cold,  and  not  boiling,  water,  according  to  Gibbs. 
(See  §  78,  ff.)  For  the  same  reason  when  great  accuracy  is  re- 
quired it  is  recommended  to  evaporate  the  filtrate  to  dryness,  re- 
dissolve  with  water  and  hydrochloric  acid,  make  alkaline  with 
ammonia,  and  boil  to  precipitate  and  recover  the  small  amount 
of  manganese — usually  from  2  to  4  milligrammes — which  may 
have  passed  into  the  filtrate. 

For  washing  the  precipitate  I  prefer  to  use  cold  water  because 
I  have  been  unable  to  confirm  Gibbs'  statement  that  the  precipitate 
is  insoluble  in  boiling  water,  if 

5.    Volumetric  Methods  of  Estimating  Manganese. 

a.  Determ^ination   hy   the   Reduction  of  Ferri- 
cyanide  of  Potassium.  (E.  Len8skn§). 

The  method  is  grounded  on  the  fact  that  if  a  solution  of  a 
manganous.salt,  containing  1  equivalent  of  Fe,0,  to  every  equiva- 
lent of  MnO,  is  acted  on  by  excess  of  alkaline  solution  of  potas- 
sium ferricyanide  at  a  boiling  temperature,  all  the  manganese  is 
precipitated  as  dioxide,  while  a  corresponding  quantity  of  potas- 
sium ferrocyanide  is  formed.  By  determining  the  latter,  the 
amount  of  manganese  present  is  obtained. 

*Am,  Jour,  ßei.,  2d  8er.,  xliv,  p.  216.  ^  lb.,  xlvii,  p.  180. 

t  According  to  estimations  made  by  me,  1  part  of  Mn(NH«)PO«  -f  2HtO  iB 
soluble  in  82092  parte  of  cold,  and  in  20122  parts  of  boiling  water;  and  in 
17755  parte  of  water  containing  ammonium  chloride  (1: 70).  The  double  salt 
forms  pearly,  pale-pink  scales,  becoming  somewhat  darker  in  color  on  the 
filter;  if  it  becomes  a  deep,  dark-red,  however,  it  is  evidence  that  the  salt  has 
not  become  completely  converted  into  an  ammonium  salt.  In  this  case  the  pre- 
cipitate must  be  rediHsolved  in  hydrochloric  acid,  and  reprecipitated  after  add- 
ing sodium  phosphate,  etc.  The  manganous  pyrophosphate,  MusPsOt,  left  on 
igniting  the  ammonium-manganese  phosphate  is  white. 

%Journ.f.  prakl.  Chem.,  lxxx,  408. 
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K,Fe,Cy..+2K,0  +  MnSO,=2K,FeCy.  +  K,SO,  +  MnO,. 

Accordingly  1  at.  manganese  gives  rise  to  2  mol.  potassium 
ferrocyanide.  Of  course  all  other  reducing  substances  must  be 
absent,  and  the  manganese  must  be  present  entirely  in  the  form  of 
a  manganous  salt.  If  the  sohition  contains  no  ferric  salt,  the  pre- 
cipitate is  a  combination  of  much  dioxide,  with  little  manganous 
oxide,  not  always  in  the  same  proportions.  In  performing  the 
process,  mix  first  with  the  acid  solution  of  the  manganous  salt  so 
much  ferric  chloride  that  you  may  be  sure  of  having  at  least  1 
mol.  Fe,01,  to  1  atom  Mn,  and  add  the  mixture  gradually  to  a 
boiling  solution  of  potassium  ferricyanide,  previously  rendered 
strongly  alkaline  with  potassa  or  soda.  After  boiling  together  a 
short  time  the  brownish-black  precipitate  becomes  granular  and 
less  bulky.  Allow  to  cool  completely^  filter  off  and  wash  the  pre- 
cipitate, acidify  the  filtrate  with  hydrochloric  acid,  and  estimate 
the  potassium  ferrocyanide  with  permanganate,  according  to  §  147, 
11*9  g.  If  the  liquid  is  filtered  hot,  the  results  are  too  high,  as 
the  filter  in  this  case  has  a  reducing  action.  The  method  may  be 
shortened,  as  follows:  After  boiling,  transfer  the  solution,  together 
with  the  precipitate,  to  a  measuring  fiask,  allow  to  cool,  fill  up  to 
the  mark  with  water,  shake,  and  allow  to  settle.  Filter  through  a 
dry  filter,  take  out  a  certain  quantity  with  a  pipette,  and  determine 
the  ferrocyanide  in  this.  A  slight  source  of  error  is  here  intro- 
duced by  disregarding  the  volume  of  the  precipitate.  The  results 
adduced  by  Lenssen  are  very  satisfactory.  I  have  myself  repeat- 
edly tested  this  method,  and  I  have  to  remark  as  follows : — 

a.  If  potajssium  ferricyanide  is  long  boiled  with  pure  potassa,  a 
small  quantity  of  ferrocyanide  is  invariably  produced. 

h.  The  potassa  must  be  quite  free  from  organic  substances,  and 
should  therefore,  if  there  is  any  doubt  on  this  point,  be  fused  in  a 
silver  dish  before  use,  otherwise  the  error  alluded  to  in  a  may  be 
considerably  increased. 

e.  The  complete  washing  of  the  voluminous  precipitate  is 
attended  with  so  much  di£Sculty  and  loss  of  time  as  to  render  the 
method  more  troublesome  than  a  gravimetric  analysis. 

d.  The  abridged  method,  on  the  other  hand,  may  be  of  great 
service  in  certain  cases,  especially  when  a  series  of  manganese 
determinations  have  to  be  made,  the  manganese  not  being  in  too 
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minute  qnantities,  and  the  highest  degree  of  accuracy  not  being 
required.  In  my  laboratory,  by  employing  a  slight  excess  of  ferric 
salt,  97-9— 100-12 — 98-21— 98-99,  and  100-4:  were  obtained, 
instead  of  100.  The  inaccuracy  increases  on  using  a  large  excesa 
of  the  iron.* 

h.  Estimation  hy  Precipitating  the  Ma/nganeae  with  Potaa- 
sium  Permanganate  (A.  GuYAEDf). 

This  method  depends  upon  the  following  reaction :  The  action 
of  a  solution  of  potassium  permanganate,  at  a  temperature  of  80°, 
upon  a  diluted  neutral  or  very  weakly  acid  solution  of  a  man- 
ganous  salt,  results  in  the  precipitation  of  all  the  manganese,  i.e.j 
both  that  in  the  original  solution  and  in  the  precipitant  is  thrown 
down  as  MnO,.H,0.  The  end  of  the  reaction  is  indicated  by  the 
liquid  becoming  pink.  By  standardizing  the  permanganate  solu- 
tion against  iron  or  manganese,  the  volume  used  will  give  the 
manganese  present. 

Dissolve  1  or  2  grammes  of  the  substance  to  be  tested  in 
nitrohydrochloric  acid,  boil  for  some  time  to  convert  all  the  man- 
ganese into  chloride,  nearly  neutralize  with  an  alkali,  dilute  with 
a  large  volume  of  boiling  water  (1  to  2  litres),  heat  to  80°,  and 
maintain  at  that  temperature  while  the  titrated  solution  of  potas- 
sium permanganate  is  being  added  gradually.  A  brown  floccu- 
lent  precipitate  immediately  forms.  This  is  allowed  to  settle  from 
time  to  time,  the  operation  being  concluded  when  the  liquid  ex- 
hibits a  distinct  red  color. 

The  critical  examination  of  this  method,  conducted  in  my 
laboratory  by  R.  Habich,:J:  gave  the  following  results:  a.  In 
neutral  solutions  the  results  are  accurate,  i.  A  very  small  quan- 
tity of  free  sulphuric  acid  noticeably  increases  the  quantity  of 
permanganate  solution  required,  and  the  results  are  less  accurate, 
but  are  still  sufficiently  so  for  technical  purposes,  c.  A  quite  large 
quantity  of  sulphuric  acid  prevents  the  reaction  altogether. 
d.  Hydrochloric  acid  acts  like  sulphuric  acid,  but  even  more 
powerfully  (its  influence  may  be  neutralized,  however,  according 
to  "WiNKLKB.?  by  adding  finely  divided  mercuric  oxide),  e.  In 
the   presence   of    iron   or   chromium,    the    method    is    useless. 

*ZeiU6hr,  f,  analyt.  Chem.,  in,  209. 

t  Oh&m.  y&ws,  1868,  p.  292  ;  Zeiisekr.f,  analyt  Chem.,  iii,  878. 

tZeiUehr.f.  analyt.  Chem.,  in.  474.  §  Ibid.,  in,  428. 
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y.  ilTickel,  cobalt,  zinc,  aluminium,  or  calcium  does  not  inter« 
fere  with  the  reaction,  the  other  conditions  being  satisfactory. 

e.  Volumetric  Determinatian  hy  boiling  the  higher  oxides 
with  hydrochloric  acid,  and  estimating  the  chlorine  evolved. 
The  methods  here  employed  will  be  found  all  together  in  the 
Special  Fart  under  ^^  Valuation  of  Manganese  Ores." 

§  110. 

3.  Nickel. 

a.  Solution. 

Many  nickelous  salts  are  soluble  in  water.  Those  which  are 
insoluble,  as  also  nickelous  oxide,  in  its  common  modification, 
dissolve,  without  exception,  in  hydrochloric  acid.  The  peculiar 
modification  of  nickelous  oxide,  discovered  by  Genth,  which  crys- 
tallizes in  octahedra,  does  not  dissolve  in  acids,  but  is  rendered 
soluble  by  fusion  with  potassium  disulphate.  Metallic  nickel  dis- 
solves slowly,  with  evolution  of  hydrogen  gas,  when  warmed  with 
dilute  hydrochloric  or  sulphuric  acid ;  in  nitric  acid,  it  dissolves 
with  great  readiness.  Nickel  sulphide  is  but  sparingly  soluble  in 
hydrochloric  acid,  but  it  dissolves*  readily  in  nitrohydrochloric  acid. 
Nickelic  oxide  (Ni,0,)  dissolves  in  hydrochloric  acid,  upon  the 
application  of  heat,  to  nickelous  chloride,  with  evolution  of 
chlorine. 

h.  Determi/nation. 

Nickel  is  best  weighed  as  metal ;  it  may  be  weighed  also  as 
nickelous  oxide,  or  anhydrous  sulphate  (§  79).  The  compounds 
of  nickel  are  converted  into  nickelous  oxide,  usually  by  precipi- 
tation as  nickelous  hydroxide,  preceded,  in  some  instances,  by 
precipitation  as  nickel  sulphide,  or  by  ignition.  Nickel  may 
also  be  determined  volumetrically. 

We  may  convert  into 

1.  Nickelous  Oxide. 

a.    By    Precipitation     as  h.     By    Precipitation     as 

JRckelous  Hydroxide.  Nickd  Svlphide. 

All  nickel  salts  of  inorganic  All   compounds    of    nickel 

acids  which  are  soluble  in  water,  without  exception, 
and  all  its  salts  of  volatile  or- 
ganic acids ;  likewise  all  salts  of 
nickel  which,  insoluble  in  water, 
dissolve  in  the  stronger  acids, 
with  separation  of  their  acid. 
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c.  By  Ignition. 

Nickel  salts  of  readily  volatile  oxygen  acids,  or  of  such  oxygen 
acids  as  are  decomposed  at  a  high  temperature  (carbonic  acid, 
nitric  acid). 

2.  Metallio  Nickel:  Nickelous  oxide  (and  the  compounds 
mentioned  under  1,  a,  ft,  and  c),  also  nickel  chloride,  bromide, 
and  iodide. 

8.  Nickel  Sulphate:  Nickel  salts,  the  acids  of  which  are 
entirely  expelled  by  heating  and  evaporating  with  sulphuric  acid. 

The  methods  of  preparing  metallic  nickel  by  simply  igniting 
the  nickelous  oxide,  or  igniting  nickel  compounds  in  a  current  of 
hydrogen,  are  very  accurate,  but  are  applicable  only  in  certain 
cases.  The  method  1,  a,  is  most  frequently  employed,  at  times 
in  connection  with  2,  In  the  presence  of  sugar  or  other  non- 
volatile organic  substance,  it  cannot  be  used.  In  this  case  we 
must  either  ignite  and  thereby  destroy  the  organic  matter  before 
precipitating,  or  we  must  resort  to  the  method  1,  },  which  other- 
wise is  hardly  used  except  in  separations.  By  whatever  method 
nickelous  oxide  is  obtained,  it  is  best  to  convert  it  into  metallic 
nickel  (by  method  2)  before  weighing.  The  conversion  into 
nickel  sulphate  (method  3)  is  quickly  executed,  but  it  requires 
the  greatest  care  to  obtain  trustworthy  results.  Nickel  salts  of 
chromic,  phosphoric,  boric,  and  silicic  acids  are  analyzed  accord- 
ing to  the  methods  given  under  the  several  acids.  The  volu- 
metric methods  are  seldom  used  with  advantage,  and  in  point  of 
simplicity  and  accuracy  leave  much  to  be  desired. 

1.  Determinatioji  as  Nickelous  Oxide. 

a.  By  Precipitation  as  Nickdous  Hydroxide. 

Mix  the  solution  with  pure  solution  of  potassa  or  soda  in  excess, 
heat  for  some  time  nearly  to  ebullition,  decant  8  or  4  times,  boiling 
up  each  time,  filter,  wash  the  precipitate  thoroughly  with  hot 
water,  dry  and  ignite  strongly  (avoiding  contact  with  reducing 
gases  if  the  oxide  is  to  be  weighed)  (Russell*)  (§  63).  The  pre- 
cipitation is  best  effected  in  a  platinum  dish;  in  presence  of 
nitrohydrochloric  acid,  or,  if  the  operator  does  not  possess  a  suf- 
ficiently capacious  dish  of  the  metal,  in  a  porcelain  dish ;  glass 
vessels,  however,  should  be  avoided.     Presence  of  ammoniacal 


•  Jaurn.  Chem.  Soc.,  xvi,  58. 
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salts,  or  of  free  ammonia  does  not  interfere  with  the  precipita- 
tion. For  the  properties  of  the  precipitate  and  residue,  see  §  79. 
The  metliod,  if  properly  conducted,  gives  very  accurate  results. 
Instead  of  weighing  the  oxide  it  may  be  reduced  to  metal  accord- 
ing to  §  110,  2.  The  thorough  washing  of  the  precipitate  is  a 
most  essential  point.  It  is  necessary  also  to  ascertain  whether  the 
weighed  metal  (or  oxide)  has  not  an  alkaline  reaction,  and  whether 
it  dissolves  completely  in  nitric  acid  (or  hydrochloric  in  case  oxide 
is  weighed). 

h.  By  Precipitation  as  Niekd  Sulphide. 

This  process  requirest  the  greatest  care  and  attention.  It 
is  best  to  proceed  according  to  one  of  the  three  following 
methods:*  a.  Neutralize  witli  ammonia  if  necessary  the  moder- 
ately dilute,  cold  solution  (the  reaction  should  be  rather  slightly 
acid  than  alkaline)  contained  in  not  too  large  a  flask,  add 
ammonium  chloride  if  this  or  some  similarly  acting  ammo- 
nium salt,  like  the  acetate,  is  not  already  present  in  suf- 
ficient quantity,  and  then  carefully  add  colorless  or  pale-yellow 
ammonium  sulphide  thoroughly  saturated  with  hydrogen  sul- 
phide, so  long  as  a  precipitate  still  forms.  A  large  excess  of 
the  reagent  must  be  avoided.  After  mixing  fill  the  fiask  with 
water  up  to  the  neck,  cork  it,  and  allow  it  to  stand  for  twenty- 
four  hours  without  warming,  but  in  a  moderately  warm  place. 
The  precipitate  will  then  have  settled,  and  the  supernatant  liquid 
will  be  colorless  or  slightly  yellow.  Decant,  filter,  and  wash  as 
directed  in  §  109, 1,  o.  The  filtrate  and  wash- water  must  be  color- 
less or  only  slightly  yellow.  Dry  the  precipitate  in  the  funnel, 
and  transfer  as  completely  as  possible  to  a  beaker.  Incinerate  the 
filter  in  a  coil  of  platinum  wire  or  on  a  crucible-lid,  and  add  the 
ash  to  the  dry  pi^cipitate.  Now  digest  the  mixture  with  concen- 
trated nitrohydrochloric  acid  at  a  gentle  heat  until  all  the  nickel  sul- 
phide is  dissolved,  and  the  residual  sulphur  appears  of  a  pure  yel- 
low color.  Add  hydrochloric  acid,  evaporate  to  drive  off  the 
nitric  acid,  dilute,  filter,  and  precipitate  as  directed  in  a.  The 
properties  of  the  precipitate  are  given  in  §  79.  If  carefully  exe- 
cuted the  method  gives  accurate  results.  If  the  solution,  when 
precipitating,  contains  free  ammonia,  or  no  ammonium  salt,  the 

*  Regarding  another  method  of  precipitation  (with  sodium  thiosulphate),  see 
page  191. 
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liquid  filtered  off  from  the  nickel  sulphide  is  always  colored  more 
or  less  browDy  and  contains  nickel  sulphide  (§  79,  «),  which  must 
be  regained  by  acidulating  with  acetic  acid  and  boiling.  If  the 
precipitate  is  not  washed  as  directed,  some  nickel  is  very  likely 
to  pass  through  with  the  wash- water.  If  the  filter  were  not  first 
incinerated,  but,  together  with  the  precipitate,  treated  at  once 
with  nitrohydrochloric  acid,  the  nickel  could  not  be  completely 
precipitated  by  potassa  or  soda  from  the  solution  of  nickel  sul- 
phide because  of  the  organic  substances  which  the  solution  would 
contain. 

ß.  Add  ammonium  bicarbonate  to  the  slightly  acidulated 
solution  of  nickel  so  that  the  free  acid  may  be  neutralized,  and 
the  solution  contain  a  slight  excess  of  ammonium  bicarbonate  to- 
gether with  free  carbonic  acid,  and  then  pass  in  hydrogen  sul- 
phide. As  soon  as  the  nickel  is  precipitated,  which  is  very  soon 
effected,  filter  and  treat  the  precipitate  as  in  a, 

y.  To  the  nickel  solution  first  add  ammonia  to  alkaline  re- 
action, then  add  a  fairly  large  quantity  of  sodium  (or  ammonium) 
acetate,  ammonium  sulphide  in  good  excess,  then  acetic  acid  to 
decidedly  acid  reaction,  and  finally  heat  to  boiling.  The  precipi- 
tate formed  settles  well  and  is  treated  as  in  a.  Neutralize  the 
filtrate  with  ammonia,  and  test  it  by  adding  ammonium  sulphide ; 
if  a  black  color  develops  acidulate  with  acetic  acid  and  heat  in 
order  to  precipitate  the  last  portion  of  nickel  as  sulphide. 

It  is  not  advisable  to  weigh  the  nickel  sulphide  obtained  on 
ignition  with  sulphur  in  hydrogen. 

c.  By  direct  Ignition. 

The  same  method  as  described  in  §  109,  1,  e.     (Manganese.) 

2.  Determination  as  metallic  Nickd. 

Ignite  the  oxide  or  chloride  to  be  reduced  in  a  porcelain  cru- 
cible in  a  slow  stream  of  hydrogen  (compare  §  108,  2)  at  first 
gently,  then  more  strongly  till  the  weight  is  constant.  For 
properties  of  the  residue,  see  §  79,  o.  If  on  dissolving  the  metal 
in  nitric  acid  any  silica  remains,  this  must  be  weighed  and  de- 
ducted. 

3.  Determinoition  as  Nickel  Sulphate, 

The  nickel  solution  should  be  free  from  other  non-volatile 
salts.  Evaporate  with  a  slight  excess  of  pure  sulphuric  acid  in  a 
platinum  dish  to  dryness  and  heat  for  15  or  20  minutes  moder« 


ill  §111.]  COBALT.  305 

.v^  atelj,  so  as  just  to  drive  off  the  excess  of  sulphuric  acid  without 

Gc.  blackening  the  yellow  sulphate  at  the  edges.     It  is  difficult  to  be 

::^  sure  of  hitting  the  exact  point,  hence  we  can  place  no  dependence 

ti:  on  this  method  nor  on  that  of  Gibbs,  which  consists  in  dissolving 

j^  the  sulphide  in  nitric  acid  and  evaporating  the  solution  with  sul- 

ce  phuric  acid.     For  the  properties  of  the  residue,  see  §  79,  d, 

\j  4.  Determination  of  Nickel  Volumetrically, 

'*  KÜNZEL*  precipitates  with  sodium  sulphide,  using  sodium 

^  nitroprussiate  or  an  ammoniacal  silver  solution  as  an  indicator  of 

excess  of  reagent.  Wicke  f  and  Fleisoheb  X  precipitate  by  boil- 
ing with  sodium  hypochlorite  and  caustic  soda,  and  determine  the 
quantity  of  oxide  by  its  oxidizing  action  on  arsenous  acid  or  fer- 
rous oxide.  Fb.  Mohb§  determines  the  action  on  potassium 
iodide.  Oibbs  ||  precipitates  with  oxalic  acid  and  alcnliol,  and 
determines  the  oxblic  add  in  the  precipitate  with  potass  um  per- 
manganate. 

§111. 

4.  Cobalt. 

a.  Solution. 

Cobalt  and  its  compounds  behave  with  solvents  like  the  corre- 
sponding compounds  of  nickel.  The  protosesquioxide  of  cobalt 
obtained  by  Schwabzenbebg  in  microscopic  octahedra  does  not 
dissolve  in  boiling  hydrochloric  acid,  or  nitric  acid,  or  nitrohydro- 
chloric  acid ;  but  it  dissolves  in  concentrated  sulphuric  acid,  and 
in  fusing  potassium  disulphate. 

b.  Determvndtion. 

Cobalt  is  determined  in  the  metallic  state  (§  80)  or  as  sulphate, 
being  usually  first  precipitated  as  cobaltous  hydroxide,  sulphide,  or 
tripotassium-cobaltic  nitrate.  Cobalt  may  also  be  determined 
volumetrically. 

We  may  convert  into 
1.  Met ALUO  cobalt  : 

a.  By  direct  reduction.  All  salts  of  cobalt,  which  can  be 
immediately  reduced  by  hydrogen  (chloride,  nitrate,  carbonate, 
etc.). 

»  Zeitwhr.f.  analyi.  Chem,,  ii,  878.        \Ibid„  iv,  424.        t  Ihid.,  x,  219. 
%Lehrlmch  der  TUrirmethode,  8d  edit.,  p.  808. 
\Zeitschr,f.  analyi.  Chem,,  vii,  259. 
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b.  By  precipitation  as  cohalUms  hydroxide.  All  salts  of  in- 
organic acids  soluble  in  water,  and  insoluble  salts  of  such  acids  as 
may  be  removed  by  solution.     All  salts  of  volatile  organic  acids. 

c.  By  precipitation  as  sulphide.  All  compounds  of  cobalt 
without  exception. 

d.  By  precipitation  as  tripotassium-cobaUic  nitrite.  All 
compounds  of  cobalt  soluble  in  water  or  dilute  acetic  acid. 

2.  Cobalt  sulpiiate: 

a.  By  simple  evaporation  and  iynition. — The  oxygen  com- 
pounds of  cobalt  and  all  cobaltous  salts  of  acids  which  may  he 
couipletely  expelled  by  evaporation  and  ignition  with  sulphuric 
acid. 

J.  By  precipita;tion  as  sulphide. — All  compounds  of  cobalt 
without  exception. 

The  method  1,  a,  is  preferable  to  all  others  when  it  can  be 
applied;  it  is  quick  and  gives  exact  results.  The  method  1,5, 
gives  better  results  than  it  used  to  be  credited  with.  The  direct 
conversion  of  suitable  cobalt  compounds  into  sulphate  is  also  quite 
satisfactory.  The  precipitations  as  sulphide  and  as  tripotassium 
cobaltic  nitrate  are  rarely  used  except  in  separations.  The  volu- 
metric methods  are  better  adapted  for  technical  than  for  scientific 
purposes. 

1.  Determination  as  metallic  Cobalt. 

a.  By  direct  redicctian. 

Evaporate  the  solution  of  cobaltous  chloride,  or  nitrate  (which 
must  be  free  from  sulphuric  acid  and  alkali),  in  a  weighed  crucible, 
to  dryness,  cover  the  cnicible  with  a  lid  having  a  small  aperture  in 
the  middle,  conduct  through  this  a  moderate  current  of  pure  dry 
hydrogen,  and  then  apply  a  gentle  heat,  which  is  to  be  increased 
gradually  to  intenöe  redness.  When  the  reduction  is  considered 
complete,  allow  to  cool  in  the  current  of  hydrogen,  and  weigh ; 
ignite  again  in  the  same  way  and  repeat  the  process  until  the 
weight  remains  constant.  The  results  are  accurate.  For  the 
properties  of  cobalt,  see  §  80. 

As  regards  the  apparatus  to  be  employed,  see  §  108,  2. 

b.  By  precipitation  as  cobalto^ts  hydroxide. 

The  best  material  for  the  precipitating  vessel  is  platinum, 
porcelain  may  also  be  used,  but  not  glass.  First  remove  any  large 
excess  of  acid  which  may  be  present  by  evaporation.     Heat  nearly 
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to  boiling,  add  pure  potassa  in  slight  excess,  and  continue  heating 
till  the  precipitate  is  brownish-black.  Pour  the  supernatant  fluid 
through  a  filter,  wash  the  precipitate  by  decantation  w^ith  boiling 
'ater  repeatedly,  transfer  it  to  the  filter,  and  continue  the  washing 
with  boiling  water  till  the  washings  are  free  from  any  trace  of 
dissolved  substance.  Dry,  ignite  in  a  porcelain  cnicible  (§  52)  till 
the  filter  is  thoroughly  bnrnt,  reduce  in  a  current  of  hydrogen, 
wash  the  metal  several  times  with  boiling  water,  dry,  ignite  again 
in  hydrogen  and  weigh.  Test  the  weighed  cobalt  by  dissolving  in 
nitric  acid.  If  any  silica  remains,  this  must  be  weighed  and  de- 
ducted. Mix  the  solution  with  ammonium  chloride  and  ammo- 
nium carbonate,  if  a  small  precipitate  (alumina  or  perhaps  a 
trace  of  ferric  hydroxide)  forms,  ignite  and  weigh  this  too  and 
deduct  it.  The  results  are  excellent ;  the  amount  of  alkali  which 
remains  with  the  metal  when  the  work  is  done  properly  being  ex 
ceedingly  minute.     Compare  §  80,  a. 

<?.  By  jyrecipitation  as  sulphide. 

Put  the  solution  in  a  flask,  add  ammonium  chloride,  then 
ammonia  just  in  excess,  then  ammonium  sulphide  as  long  as  a 
precipitate  is  produced,  fill  up  to  the  neck  with  water,  cork  and 
allow  to  stand  12  or  24  hours  in  a  warm  place.  Decant,  filter,  and 
wash  as  directed  §  109,  2.  Finally,  dry  and  proceed  as  directed 
§  110,  J,  a,  to  redissolve  the  cobalt  sulphide.  Determine  the 
cobalt  according  to  h.  There  are  no  sources  of  error  in  the  pre- 
cipitation with  ammonium  sulphide.  For  the  properties  of  cobalt 
sulphide,  see  §  80.  It  cannot  be  brought  into  a  weighable  form 
by  ignition  in  hydrogen,  as  the  residue  is  a  variable  mixture  of 
different  sulphides  (H.  Rose).  Cobalt  may  also  be  thrown  down 
as  sulphide  by  the  other  methods  given  under  Nichd.  The 
thorough  precipitation  of  cobalt  is  much  easier  than  that  of  nickel. 

d.  By  precipitcution  as  trvpotassiv/m,  cobaltic  nitrate. 

To  the  moderately  concentrated  solution  of  the  cobalt  salt  add 
potassa  in  excess,  then  acetic  acid  till  the  precipitate  is  just  redis- 
solved,  then  a  concentrated  solution  of  potassium  nitrite  previously 
just  acidified  with  acetic  acid,  and  allow  to  stand  24  hours  at  a 
gentle  heat.  Filter,  wash  with  solution  of  potassium  acetate  (1  in 
10)  containing  some  potassium  nitrite,  till  all  foreign  substances  are 
removed,  dry,  dissolve  with  the  filter  ash  in  hydrochloric  acid, 
filter  and  determine  the  cobalt  according  to  1,  J.     This  method 
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was  introduced  by  A.  Stbometeb;*  the  present  modification,  first 
Suggested  by  H.  Boss,  and  improved  by  Fb.  Gauhe,  is  the  surest 
to  yield  good  results  (OAüHsf).  For  the  properties  of  the  pre- 
cipitates, see  §  80,  e. 

2.  I)etermmation  as  sulphate.        ' 
a.  By  direct  conversion. 

To  the  solution  of  cobaltous  sulphate  add  a  little  more  sul- 
phuric  acid  than  will  suffice  to  form  cobaltous  sulphate  with  all 
the  cobalt  present  if  a  volatile  acid  is  present.  Evaporate,  using 
a  platinum  dish  or  platinum  ciaicible,  at  all  events,  to  finish  the 
operation.  Heat  the  residue  cautiously  over  the  lamp,  gradually 
increasing  the  temperature  to  dull  redness,  and  maintain  at  this 
point  for  15  minutes.  Should  the  edges  blacken,  moisten  with 
dilute  sulphuric  acid,  dry,  and  ignite  again  with  greater  caution. 
Properties  of  the  precipitate,  §  80.     Results  quite  satisfactory.:}: 

J.  With  j?revioics  precipitatdon  cts  stdphide. 

Precipitate  the  cobalt  as  sulphide  according  to  1,  c,  dissolve  it 
as  directed,  evaporate  with  excess  of  sulphuric  acid  in  a  porcelain 
dish  to  dryness,  take  up  the  residue  with  water,  transfer  the  solu- 
tion to  a  weighed  platinum  dish  and  proceed  according  to  2,  a. 

3.  Volumetric  Methods  of  Estimating  Cobalt, 

1.  According  to  Cl.  Winklee.  § 
Principle:  On  adding  finely  divided  mercuric  oxide,  sus- 
pended in  water,  to  an  aqueous  solution  of  cobaltous  chloride 
(§  60,  4),  no  decomposition  takes  place,  and  no  cobaltous  hydrox- 
ide is  precipitated.  On  adding  a  solution  of  potassium  now,  hy- 
drated  manganese  dioxide  and  cobaltic  hydroxide  are  precipitated. 

(60oCl,  +  5HgO  +  11H,0  +  2KMnO,  =  3Co,[OH], 
+  2Mn02[H,0]  +  5HgCl,+  2KC1). 

This  equation  does  not  exactly  express  the  change  that  occurs, 
because  with  the  cobaltic  hydroxide  there  is  always  precipitated 
a  certain  proportion  of  cobaltous  hydroxide  (or  perhaps  a  com- 
pound intermediate  between  CojO,  and  CoO) ;  hence  the  perman- 

*AnnaU  d.  Chem,  u.  Pharm,,  xcvi,  218.        \Ze%Ue7vr.f,  analyt.  Chem.,  iv,  60. 
J  Compare  Gauhe,  ZeiUchr,  f,  ancUpt.  Chem,,  iv,  55. 
%Zeii8ehr,f.  anoUyU  Chem.,  iii,  265;  in,  420;  vii,  48. 
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ganate  solution  (§  112,  2)  used  must  bo  standardized^  not  against 
iron  or  oxalic  acid,  but  against  eobaltous  chloride,  in  order  to 
determine  cobalt  Tolumetrically. 

Execution.  —Dissolve  0*1  or  0*2  grm.  of  pure  metallic  cobalt  * 
in  warm  hydrochloric  acid,  transfer  to  a  stoppered  300-c.  c.  flask, 
dilute  to  200  c.  c,  add  an  excess  of  mercuric  oxide  suspended  in 
water,  and  into  the  cold  liquid  run  in  from  the  burette  the  potas- 
sium-permanganate solution  (5  to  6  grm.  of  the  pure  crystallized 
salt  to  the  litre)  in  small  portions  and  under  constant  agitation 
until  permanent  redness  of  the  liquid,  in  which  the  brown  pre- 
cipitate remains  suspended.  It  is  diffcult  at  first  to  see  the  color  of 
the  liquid,  but  it  is  readily  observed  towards  the  end,  because  the 
precipitate  settles  the  better  the  nearer  the  end  of  the  reaction. 
The  addition  of  more  mercuric  oxide  facilitates  the  deposition. 
The  operator  must  not  be  misled  by  the  gradual  disappearance  of 
the  color  which  occurs  on  long  standing.  The  c.  c.  of  perman- 
ganate solution  used  up  correspond  to  the  cobalt  weighed  off. 
In  applying  the  process  to  the  estimation  of  unknown  quantities 
of  cobalt,  proceed  similarly,  taking  pains  to  duplicate  as  nearly  as 
possible  the  conditions  as  regards  the  quantities  of  cobalt  and  the 
mercuric  oxide  added,  as  well  as  the  dilution« 

If  the  cobalt  solntion  contains  sulphuric,  phosphoric,  or  arsenic 
acid,  or  oxygen  acids  of  nitrogen  or  chlorine,  or  organic  acids,  the 
method  as  above  detailed  is  useless ;  ferric  chloride,  however,  if 
present,  has  no  injurious  action,  because  the  mercuric  oxide  im- 
mediately precipitates  all  the  iron  as  ferric  hydroxide. 

The  injurious  influence  of  sulphuric  acid  may  always  be  neu- 
tralized by  adding  a  slight  excess  of  barium  chloride;  that  of 
moderate  quantities  of  phosphoric  or  arsenic  acid  may  be  destroyed 
by  first  adding  a  sufficient  quantity  of  ferric  chloride,  and  only 
then  adding  the  mercuric  oxide.  If  care  be  taken  to  add  1  part 
of  iron  for  every  part  of  arsenic  or  phosphoric  acid,  the  acid  will 

*  According  to  Winkler  pure  metallic  cobalt  may  be  obtained  as  follows: 
Place  a  porcelain  crucible,  one-tbird  filled  witb  purpureo-cobaltic  cbloride  re- 
peatedly recrjstallized  and  free  from  nickel,  within  a  large  platinum  crucible» 
the  lid  of  which  is  perforated  and  provided  with  a  gas-oonductmg  tube,  and  ig- 
nite in  a  current  of  hydrogen,  gently  at  first;  then,  when  most  of  the  ammonium 
chloride  is  expelled,  increase  the  heat,  and  finally  raise  to  the  highest  point,  and 
until  no  trace  of  hydrochloric  acid  is  given  off;  then  allow  to  cool  in  a  current 
of  hydit)gen. 
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be  completely  precipitated  in  the  form  of  basic  salts ;  nor  need 
these  salts  or  the  barium  sulphate  formed  be  filtered  off  before 
proceeding  to  titrate. 

If  the  cobalt-chloride  solution  contains  manganese,  the  method 
is  useless.  Small  quantities  of  nickel  do  no  harm,  but  large  are 
injurious.  Compare  §  160  (Separation  of  Cobalt  and  Kickel). 
The  results  do  not  satisfy  the  highest  requirements  so  far  as 
accuracy  is  concerned,  but  are  perfectly  satisfactory  for  technical 
purposes. 

2.  In  regard  to  other  methods  of  volumetrically  estimating 
cobalt,  see  Nickd,  All  the  methods  there  given  are  applicable  to 
cobalt.  Fleisoheb's  method  will  also  be  detailed  under  Separa- 
tion of  Cobalt  and  Nickel  (§  160). 

§112. 

5.  Febbous  Ibon. 
a,  SoluUon. 

Many  ferrous  compounds  are  soluble  in  water.  Those  which 
are  insoluble  in  water  dissolve  almost  without  exception  in  hydro- 
chloric acid ;  the  solutions,  if  not  prepared  with  perfect  exclusion 
of  air,  and  with  solvents  absolutely  free  from  air,  contain  invari- 
ably more  or  less  ferric  chloride.  In  cases  where  it  is  wished  to 
avoid  the  chance  of  oxidation,  the  solution  of  the  ferrous  com- 
pound is  effected  in  a  small  flask,  through  which  a  slow  current  of 
carbonic-acid  gas  is  passed,  the  transmission  of  the  gas  being  con- 
tinued until  the  solution  is  cold.  Many  native  ferrous  compounds 
cannot  be  thus  dissolved.  They  are,  indeed,  rendered  soluble  by 
fusing  with  sodium  carbonate,  but  in  this  process  ferric  oxide  is 
formed.  It  is  therefore  advisable  to  heat  such  substances  (in  the 
finest  powder)  with  a  mixture  of  3  parts  concentrated  sulphuric 
acid  and  1  part  water  in  a  strong  sealed  tube  of  Bohemian  glass 
for  2  hours  at  about  210°,  or — in  the  case  of  silicates — ^to  warm 
them  with  a  mixture  of  2  parts  hydrochloric  acid  and  1  part  strong 
hydrofluoric  acid  in  a  covered  platinum  dish  (A.  Mitsoheblioh  *). 
It  is  advisable  to  cover  the  water-bath  on  which  the  platinum  dish  is 
heated  with  a  ring  of  plaster  of  Paris  about  0*1  metre  high,  and 

*J<mm,f,  prakt,  Chem.,  lxxxi,  116. 
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to  place  on  this  a  plaster  plate  having  a  section  cnt  out  at  one 
side  through  which  carbon  dioxide  is  conducted,  so  that  solution 
may  take  place  in  an  atmosphere  that  will  not  oxidize  the  iron."*^ 
Metallic  iron  dissolves  in  hydrochloric  acid,  and  in  dilute  sul- 
phuric acid,  as  ferrous  chloride  or  sulphate  respectively,  with  evo- 
lution of  hydrogen;  in  warm  nitric  acid  it  dissolves  as  ferric 
nitrate,  and  in  nitrohydrochloric  acid  as  ferric  chloride. 

h.  Determination. 

Ferrous  iron  may  be  estimated  1,  by  dissolving,  converting 
into  ferric  iron,  and  determining  the  latter  gravimetrically  or 
volumetrically ;  2,  by  precipitating  as  sulphide  and  weighing  it  as 
such,  or  determining  it  after  conversion  into  a  ferric  salt ;  3,  by  a 
direct  volumetric  method ;  and  4,  by  treating  with  gold  trichloride 
and  weighing  the  reduced  gold. 

The  methods  1  and  2  are,  of  course,  only  applicable  when  no 
ferric  compound  is  present;  the  method  2  is  scarcely  ever  used 
except  for  separations.  The  methods  included  under  3  are  adapted 
to  n)08t  cases,  and,  in  absence  of  other  reducing  substances,  are 
especially  worthy  of  recommendation.  The  method  4  will  be 
briefly  treated  of  in  the  supplement  to  §§  112  and  113. 

As  the  determination  of  iron  as  ferric  oxide  belongs  to  §  113, 
and  as  the  process  for  precipitating  ferrous  iron  as  sulphide  is  the 
same  as  that  for  precipitating  ferric  iron  in  this  form,  nothing 
remains  for  us  here  but  to  describe  the  methods  of  converting 
ferrous  into  ferric  salts  and  the  processes  included  under  3. 

1.  Methods  of  con/oertmg  Ferrous  into  Ferric  Iron. 

a,  MethodSj  applicable  in  all  cases. 

Heat  the  solution  of  the  ferrous  salt  with  hydrochloric  acid  and 
add  small  portions  of  potassium  chlorate,  till  the  fluid,  even  after 
warming  for  some  time,  still  smells  strongly  of  chlorine.  Our 
object  may  be  also  attained  by  passing  chlorine  gas  or — in  the  case 
of  small  quantities — by  addition  of  chlorine  water,  or  very  con- 
veniently by  adding  solution  of  bromine  in  hydrochloric  acid.  If 
the  solution  is  required  to  be  free  from  excess  of  chlorine  or 
bromine,  it  is  finally  heated,  till  all  odor  of  chlorine  or  bromine 
has  disappeared. 

*  Somewhat  more  complicated  apparatus  for  attaining  the  object  have  been 
described  by  Cookb  {ZeiUehr.  f.  analyi,  Chem.,  vu,  98)  and  Wilbtjb  and 
Whittlesey  {ibid,,  x,  98). 
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h.  Methods  which  are  only  auitoMe  when  the  iron  is  to  he  avhse 
gvervUy  ]^ecij[>it(Ued  hy  cmmionia^  as  ferric  hydroxide. 

Mix  the  solation  of  the  ferrous  salt  in  a  flask  with  a  little 
hydrochloric  acid,  if  it  does  not  already  contain  any ;  add  some 
nitric  acid,  and  heat  the  mixture  for  some  time  to  incipient  ebulli- 
tion. The  color  of  the  fluid  will  show  whether  the  nitric  acid  has 
been  added  in  sufficient  quantity.  Though  an  excess  of  nitric  acid 
does  no  harm,  still  it  is  better  to  avoid  adding  too  much  on  account 
of  the  subsequent  precipitation.  In  concentrated  solutions,  the 
addition  of  nitric  acid  produces  a  dark-brown  color,  which  disap- 
pears upon  heating.  This  color  is  owing  to  the  nitrogen  dioxide 
(N,0,)  formed  dissolving  in  the  portion  of  the  solution  which  still 
contains  ferrous  salt. 

c.  Methods  which  can  he  employed  only  when  the  ferric  iron  is 
to  he  determined  voltmiei/rically. 

Add  to  the  hjjdrochloric  solution  small  quantities  of  artificially 
prepared  iron-free  manganese  dioxide,  till  the  solution  is  of  a  dark 
olive-green  color  from  the  formation  of  manganic  chloride ;  boil 
till  this  coloration  and  the  odor  of  chlorine  have  disappeared  (Fb. 
Mohr)  ;  or  you  may  add  pure  potassium  permanganate  (in  crystals 
or  concentrated  solution)  till  the  fluid  is  just  red  and  then  boil,  till 
the  red  color  and  chlorine-odor  have  vanished.  These  methods 
present  the  advantage  of  permitting  complete  conversion  of  ferrous 
into  ferric  salts  without  the  use  of  any  considerable  excess  of  the 
oxidizing  agent. 

2.  Volumetric  Determination. 

a.  Marguerite's  Method. 

If  we  add  to  a  solution  of  ferrous  salt,  containing  an  excess  of 
sulphuric  acid,  potassium  permanganate,  the  fonner  is  converted 
into  a  ferric  salt  by  the  oxidizing  action  of  the  latter  (lOFeSO^  + 
8H,S0,  +  K,Mn,0,=  5Fe,(S0,).  +  K.S0,  +  2MnS0,  +  8H,0). 
Now  if  we  possess  a  solution  of  potassium  permanganate,  and  know 
how  much  iron  100  c.c.  of  it  can  convert  from  the  ferrous  to  the  ferric 
condition,  we  can,  with  this,  readily  determine  an  unknown  quan- 
tity of  iron ;  we  have  simply,  for  this  purpose,  to  dissolve  the  iron 
in  acid,  in  the  form  of  a  ferrous  salt,  to  oxidize  the  solution  accu- 
rately, and  note  how  many  c.c.  of  the  solution  of  potassium  per- 
manganate have  been  used  to  accomplish  that  object. 
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It  inuBt  be  remarked  here  that  the  reaction  takes  place  accord- 
ing to  the  above  equation  only  if  the  free  acid  present  is  sulphuric 
acid,  whereas  in  the  presence  of  hydrochloric  acid  (see  y)^  certain 
changes  occur  (Lowsnthal  and  Lenssen*).  The  changes  may, 
however,  be  to  some  extent  compensated  by  operating  in  a  certain 
manner,  but  the  results  cannot  be  considered  as  reliable  (see  y). 

a.  Türation  of  the  ScliUion  of  Potassvwm  Permwnga- 
note. 
Dissolve  5  grm.  (roughly  weighed)  of  pure  crystallized  potas- 
sium  permanganate  in  distilled  water  by  the  aid  of  heat,  dilute  to 
1  litre,  and  preserve  in  glass-stoppered  bottle.  Action  of  direct 
sunlight  on  the  solution  should  be  avoided.  The  solution  if  care- 
fully kept  does  not  alter,  but  still  it  is  well  to  titrate  it  afresh 
occasionally,  while  care  must  be  taken  to  avoid  contamination  with 
organic  matter  (as  on  opening  the  bottle). 

aa.  Ti1/r(Uion  hy  MetaJUc  Iron. 

Weigh  off  accurately  about  1  grm.  thin  soft  iron  wire  previ- 
ously cleaned  with  emery  paper,  transfer  to  a  ^-litre  measuring 
flask  containing  100  c.  c.  dilute  sulphuric  acid  (1  to  5),  add  about 
1  grm.  sodium  bicarbonate,  to  produce  carbonic  acid  and  expel 
the  air,  and  then  dose  the  flask  with  an  india-rubber  stopper  pro- 
vided with  an  evolution  tube,  as  shown  in  Fig.  84 ;  o  contains  20 
or  30  c.  c.  water.  Heat  the  flask  at  first  gently,  finally  to  gentle 
boiling  till  the  iron  is  dissolved.  The  clip  h  is  open,  and  the 
hydrogen  escapes  through  the  water  in  c.  Meanwhile  boil  about 
300  c.  c.  distilled  water,  to  drive  out  all  the  air  it  contains,  and 
then  allow  it  to  cool.  As  soon  as  the  iron  is  entirely  dissolved, 
remove  the  lamp  and  close  the  evolution  tube  with  the  clip.  Wlien 
the  iron  solution  has  cooled  a  little  loosen  the  clip  and  allow  the 
water  in  c  to  recede,  pour  the  boiled  water  into  c  and  allow  this 
also  to  recede  till  the  solution  nearly  reaches  the  mark.  Take  out 
the  evolution  tube  and  close  the  flask  with  an  unperf orated  stopper, 
allow  to  cool  to  the  temperature  of  the  room,  fill  with  water  to  the 
mark,  shake,  and  allow  to  stand,  so  that  the  particles  of  carbon 
usually  present  may  deposit.  Now  take  out  with  a  pipette  ÖO  c.  c. 
of  the  clear  and  nearly  colorless  fluid  (containing  \  of  the  iron 

*ZeiUchr,f,  analyt  Chem,,  i,  329. 
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weighed  oflf),  transfer  to  a  400  c.  c.  beaker,  and  dilute  till  the 
beaker  is  half  full.  Place  the  beaker  on  a  sheet  of  white  paper, 
or  better,  on  a  sheet  of  glass,  with  white  paper  underneath. 


Fig.  84. 

Fill  a  Gay-Lussac's  or  Qeissleb's  burette  of  30  c.  c.  capacity, 
divided  into  0  1  c.  c.  (see  Figs.  23  and  24),  up  to  zero  with  solu- 
tion of  potassium  permanganate,  of  which  take  care  to  have  ready 
a  sufficient  quantity  perfectly  clear  and  uniformly  mixed. 

Now  add  the  permanganate  to  the  ferrous  solution,  stirring  the 
latter  all  the  while  with  a  glass  rod.  At  first  the  red  drops  dis- 
appear very  rapidly,  then  more  slowly.  The  fluid,  which  at  first 
was  nearly  colorless,  gradually  acquires  a  yellowish  tint.  From 
the  instant  the  red  drops  begin  to  disappear  more  slowly,  add  the 
permanganate  with  more  caution  and  in  single  drops,  until  the  last 
drop  imparts  to  the  fluid  a  faint  but  unmistakable  reddish  color, 
which  remains  on  stirring.  A  little  practice  will  enable  you 
readily  to  hit  the  right  point.  As  soon  as  the  fluid  in  the  burette 
has  sufficiently  collected  read  off  again  and  mark  the  number  of 
c.  c.  used.  The  reading  off  must  be  performed  with  the  greatest 
exactness  (see  §  22) ;  the  whole  error  should  not  be  more  than 
01  c.  c. 
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The  amount  of  permanganate  Bolntion  used  Bliould  be  about  20 
c.  c.  Eepeat  the  experiment  with  another  50  c.  c.  of  the  iron  solu- 
tion. The  difference  between  the  permanganate  used  in  the  two 
cases  should  not  be  more  than  0*1  c.  c. ;  if  it  is,  make  one  more 
experiment,  and  when  the  results  are  sufficiently  near  take  the  mean. 
Now  calculate  what  quantity  of  iron  is  represented  by  100  c.  c.  of 
the  permanganate.  To  this  end  first  divide  the  iron  weighed  off 
by  5,  and  then  multiply  by  0-996,  since  soft  iron  wire  contains  on 
the  average  0-4  per  cent,  carbon,  &c. ;  this  gives  the  quantity  of 
pure  iron  contained  in  50  c.  c.  of  the  solution.  Suppose  we  took 
1'05  grm.  iron  wire  and  used  a  mean  of  21*3  c.  c.  permanganate,' 
jj^o.  ==  0-210,  0-210  X  0-996  =  0-20916,  and  then  by  rule 
of  three 

21-3 :  0-20916 : :  100 :  a?;  »  =  098197 ; 

therefore  100  c.  c.  permanganate  =  0-98197  pure  iron. 

If  there  is  a  deficiency  of  free  acid  in  the  solution  of  iron,  the 
fiuid  acquires  a  brown  color,  turns  turbid,  and  deposits  a  brown 
precipitate  (manganese  dioxide  and  ferric  hydroxide).  The  same 
may  happen  also  if  the  solution  of  potassium  permanganate  is 
added  too  quickly,  or  if  the  proper  stirring  of  the  iron  solution  is 
omitted  or  interrupted.  Experiments  attended  with  abnormal 
manifestations  of  the  kind  had  always  better  be  rejected.  That 
the  fluid  reddened  by  the  last  drop  of  solution  of  potassium 
permanganate  added,  loses  its  color  again  after  a  time,  need  create 
no  surprise  or  uneasiness;  this  decolorization  is,  in  fact,  quite 
inevitable,  as  a  dilute  solution  of  free  permanganic  acid  cannot 
keep  long  undecomposed. 

hb.  Titration  by  Amanonium  Ferrous  Sulphate. 

Weigh  off,  with  thfe  greatest  accuracy,  about  1'4:  grm.  of  the 
pure  salt  prepared  according  to  the  directions  given  in  §  65,  4, 
dissolve  in  about  200  c.c.  distilled  water,  previously  mixed  with 
about  20  C.C.  dilute  sulphuric  acid,  and  proceed  as  in  aa. 

By  dividing  the  amount  of  salt  weighed  off  by  7*0014  (or  where 
great  accuracy  is  not  required  by  7)  we  obtain  the  quantity  of  iron 
corresponding. 

If  the  salt  is  not  pure,  for  instance  should  it  contain  basic 
radicals  isomorphous  with  ferrous  iron  (manganese,  magnesium, 
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etc.);  or  if  it  contains  ferric  iron,  or  is  moist,  the  result  will  of 
course  be  too  high. 

cc.  Titration  hy  Oxalic  Acid, 

If  solution  of  potassium  permanganate  is  added  to  a  warm 
solution  of  oxalic  acid,  mixed  witli  sulphuric  acid,  the  liberated 
permanganic  acid  oxidizes  the  oxalic  acid  to  carbon  dioxide  and 
water  [5H,C,0,  +  2KMnO,  +  3H,S0,  =  K,SO,  +  2MnS0,  -f 
lOCO,  +  8H,0].  For  the  oxidation  of  1  mol.  oxalic  acid  (H,C,OJ 
and  2  at.  iron  (in  the  ferrous  state)  equal  quantities  of  permanganic 
acid  are  accordingly  required;  therefore,  126*048  parts  (1  mol.) 
of  crystallized  oxalic  acid  correspond,  in  reference  to  the  oxidiz- 
ing action  of  permanganic  acid,  to  111-8  parts  (2  at.)  of  iron. 

A  solution  of  oxalic  acid  is  altered  by  the  action  of  light ;  it  is, 
therefore,  well  only  to  dissolve  as  much  as  will  be  required  for 
immediate  use.  Dissolve  1  to  1*2  grm.  pure  acid  prepared  by 
§  65,  1,  to  250  c.c. ;  50  cc.  of  this  solution  are  introduced  into 
a  beaker,  diluted  with  about  100  cc.  water,  from  6  to  8  cc.  cone 
sulphuric  acid  added,  and  the  fluid  heated  to  about  60°.  The  beaker 
is  then  placed  on  a  sheet  of  white  paper,  and  permanganate  added 
from  the  burette,  with  stirring.  The  red  drops  do  not  disappear 
at  first  very  rapidly,  but  when  once  the  reaction  has  fairly  set  in, 
they  continue  for  some  time  to  vanish  instantaneously.  As  soon 
as  the  red  drops  begin  to  disappear  more  slowly,  the  solution  of 
potassium  permanganate  must  be  added  with  great  caution;  if 
proper  care  is  taken  in  this  respect,  it  is  easy  to  complete  the 
reaction  with  a  single  drop  of  pennanganate ;  this  completion  of 
the  reaction  is  indicated  with  beautiful  distinctness  in  the  colorless 
fluid.  To  find  the  iron  corresponding  to  the  permanganate  used, 
multiply  the  amount  of  crystallized  oxalic  acid  in  the  50  cc.  by  8 
and  divide  by  9. 

If  the  oxalic  acid  was  not  perfectly  dry,  or  not  quite  pure,  the 
result  of  the  experiment  will,  of  course,  lead  to  fixing  the  strengtli 
of  the  solution  of  potassium  permanganate  too  high.  Instead  of 
pure  oxalic  acid,  Saint -Gilles  has  proposed  to  use  crystallized 
oxalate  of  ammonium  (NH^),C,0^  -[- 11,0).  This  can  easily  be  pre- 
pared in  the  pure  state,  keeps  well,  and  can  be  weighed  with 
accuracy.  142*16  parts  of  the  crystallized  salt  correspond  to 
111  "8  parts  iron. 
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Of  the  foregoing  three  methode  of  standardizing  solution  of 
potaflsium  permanganate,  the  first  is  the  one  originally  proposed  by 
MAROdEBTTB.  Ammoninm  ferrous  sulphate  was  first  proposed  by 
Fb.  Mohb,  and  oxalic  acid  by  Hempel,  as  agents  suitable  for  the 
purpose.  With  absolutely  pure  and  thoroughly  dry  reagents,  and 
proper  attention,  all  three  methods  give  correct  results. 

For  myself,  I  prefer  the  first  method,  as  the  most  direct  and 
positive,  the  only  doubtful  point  about  it  being  the  question 
whether  the  assumption  that  the  iron  wire  contains  99*6  per  cent, 
of  chemically  pure  iron  is  quite  correct ;  this,  however,  is  of  very 
trifling  importance,  as  the  error  could  not  exceed  0*1  or  0-2  per 
cent.*  The  other  two  methods  are,  as  may  readily  be  seen,  some- 
what more  convenient,  but  they  are  not  so  trustworthy  unless  you 
can  insure  the  purity  and  dryness  of  the  preparations. 

For  the  analysis  of  very  dilute  solutions  of  iron,  e.g.^  chalybeate 
water,  in  which  the  amount  of  iron  may  be  very  approximately 
determined  with  great  expedition,  by  direct  oxidization  with  per- 
manganate, a  very  dilute  standard  solution  must  be  prepared. 
Such  a  solution  may  be  made  by  diluting  the  previous  solution 
with  9  parts  of  water  or  by  dissolving  0-5  grm.  crystals  of  potassium 
permanganate  in  1  litre  of  water.  It  is  to  be  directly  standardized 
with  correspondingly  small  quantities  of  iron,  ferrous  salt,  or  oxalic 
acid. 

In  experiments  of  this  kind,  the  fact  that  a  certain  quantity  of 
permanganate  is  required  to  impart  a  distinct  color  to  pure  acidi- 
fied water  (which  is  of  no  consequence  in  operations  where  the 
concentrated  solution  is  used)  must  be  taken  into  consideration ;  for 
where  the  solution  used  is  so  highly  dilute,  it  takes  indeed  a  measur- 
able quantity  of  it  to  impart  the  desired  reddish  tint  to  the  amount 
of  water  employed.  In  such  cases,  the  volume  of  the  solution  of 
iron  used  for  standardizing  the  permanganate  and  the  volume  of 
the  weak  ferruginous  solution  subjected  to  analysis  should  be  the 
same,  and  either  the  two  solutions  should  contain  about  the  same 
quantity  of  iron,  or  by  means  of  a  special  experiment,  it  is  ascer- 
tained how  many  0*1  c.  c.  of  the  permanganate  are  required  to 
impart  the  desired  pale-red  color  to  the  same  volume  of  acidified 
water.  In  the  latter  case,  these  0*1  c.  c.  will  be  deducted  from 
the  amount  of  permanganate  used  in  the  regular  experiments. 

*  If  you  often  make  Iron  determinations,  you  may  of  course  procure  a 
quantity  of  wire  and  determine  the  amount  of  the  foreign  matter  in  it. 
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In  estimating  iron  in  mineral  waters  it  is  of  course  taken  for 
granted  that  the  water  contains  no  other  substances,  sucli  as  hy- 
drogen sulphide,  organic  matter,  nitrites,  etc.,  that  will  reducf 
the  permanganate. 


Fig.  85. 
ß,  Perf(ynnance  of  the  Analytical  Process. 
This  has  been  fully  indicated  in  a.  The  compound  to  be  ex- 
amined is  dissolved,  preferably  with  application  of  a  current  of 
carbon  dioxide*  (see  Fig.  85),  in  dilute  sulphuric  acid,  allowed 
to  cool  in  the  current  of  carbon  dioxide,  and  suitably  diluted  (if 
practicable,  the  solution  of  a  substance  containing  about  0*2  grm. 
iron  should  be  diluted  to  about  200  c.  c.) ;  if  free  acid  is  not  pres- 
ent in  sufficient  quantity,  dilute  sulphuric  acid  is  added  till  about 
20  c.  c.  are  present  altogether,  and  then  standard  permanganate 
from  the  burette,  to  incipient  reddening  of  the  fluid.  The  vol- 
ume of  standard  solution  used  is  then  read  off.  The  strength  of 
the  solution  of  permanganate  being  known,  the  quantity  of  iron 
present  in  the  examined  fluid  is  found  by  a  very  simple  calculation. 
Suppose  100  c.  c.  of  solution  of  potassium  permanganate  to  corre- 
spond to  0*98  grm.  iron,  and  25  c.  c.  of  the  solution  to  have  been 
used  to  effect  the  oxidation  of  the  ferrous  compound  examined, 
then 

100  :  25::  0-98  -.  x\    x  =  0-245. 

♦  If  commercial  hydrocbioric  acid  is  used  for  the  preparation  of  CO»  by 
action  on  marble,  it  must  be  free  from  milphurouB  acid,  an  impurity  which  it 
often  contains. 
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The  quantity  of  ferrous  iron  originally  present  amounted 
accordingly  to  0*245  grm. 

For  the  method  of  determining  the  total  amount  of  iron 
present  in  a  solution  containing  both  ferrous  and  ferric  salts,  I 
refer  to  §  113;  for  that  of  determining  the  amount  in  each  con- 
dition separately,  to  Section  V. 

y.  Process  to  he  ttsed  when  tii/raUng  hydrochloric- acid 

solutions  of  Iron  with  Permcmgcmate. 

In  titrating  hydrochloric-acid  solutions  of  iron  with  perman- 
ganate, it  is  essential  that  the  standardizing  of  the  reagent  and  the 
actual  analysis  be  performed  under  similar  conditions  as  regards 
dilution,  amount  of  acid,  and  temperature.  Besides  the  proper 
reaction  lOFeCl.  +  2KMnO,  +  16HC1  =  öFe.Cl.  +  2K01  + 
2MnCl,  +  8H,0,  the  collateral  reaction  2KMnO,  +  16H01  = 
2XC1  +  2MnCl,  +  8H,0  +  lOCl  also  takes  place,  in  consequence 
of  which  a  little  chlorine  is  liberated.  This  chlorine  does  not 
combine  with  the  ferrous  chloride  to  form  ferric  chloride  in  the 
case  of  considerable  dilution,  but  there  occurs  a  condition  of 
equilibrium  in  the  fluid  containing  ferrous  chloride,  chlorine,  and 
hydrochloric  acid,  which  is  destroyed  by  addition  of  a  further 
quantity  of  either  body  (Löwenthal  and  Lenssen*).  But  since 
it  is  difficult  to  observe  the  above  conditions  of  obtaining  correct 
results,  the  determination  in  presence  of  hydrochloric  acid  is 
always  less  trustworthy  than  it  is  in  sulphuric  acid  solutions. 

The  following  method  I  have,  however,  found  t  to  give  the 
best  results : — 

Standardize  the  permanganate  by  means  of  iron  dissolved  in 
dilute  sulphuric  acid,  make  the  iron  solution  to  be  tested  up  to  \ 
litre,  add  50  c.c.  to  a  large  quantity  of  water  acidified  with  sul- 
phuric acid  (about  1  litre),  titrate  with  permanganate,  then  again  add 
50  C.C.  of  the  iron  solution,  and  titrate  again,  &c.  &c.  The  num- 
bers obtained  at  the  third  and  fourth  time  are  taken.  These  are 
constant,  while  the  number  obtained  the  first  time,  and  sometimes 
also  the  second  time,  differs.  The  result  multiplied  by  5  gives 
exactly  the  quantity  of  permanganate  proportional  to  the  amount 
of  ferrous  iron  present. 

h.  Penny's  Method  (recommended  subsequently  by  Schabus). 

If  potassium  dichromate  is  added  to  a  solution  of  a  ferrous  salt 

f  *  ZHUehr.f.  analyt.  Chem.,  i,  329.  f  Ib.,  i,  861. 
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in  presence  of  a  etrong  free  acid,  the  ferrous  salt  is  converted  into 
ferric  salt,  whilst  a  potassium-  and  a  chromic  salt  of  the  free  acid 
is  formed  (6FeS0,  +  K.Or .0,  +  TH.SO,  =  8Fe,(SO0,  +  B^SO, 
+  Cr.(SO0.  +  7H,O). 

Kow,  with  29*442  grm.  potassium  dichromate  dissolved  to  2 
litres  of  fluid,  33*54  grm.  iron  may  be  changed  from  a  ferrous  to  a 
ferric  salt  (294*42  being  the  mol.  weight  of  E,Cr,0, ,  and  335-4 
being  6  times  the  at.  weight  of  iron) ;  60  c.  c.  of  the  above  solution 
correspond  accordingly  to  0*8885  grm.  iron. 

Care  must  be  taken  to  use  perfectly  pure  potassium  dichro- 
mate ;  the  salt  is  heated  in  a  porcelain  crucible  until  it  is  just 
fused ;  it  is  then  allowed  to  cool  under  the  desiccator,  and  the  re- 
quired quantity  weighed  off  when  cold.  Besides  the  above  solu- 
tion, another  should  also  be  prepared  ten  times  more  dilute  and 
containing  hence  1*4721  grm.  per  litre. 

It  is  always  advisable  to  test  the  correctness  of  the  standard 
solution  of  potassium  dichromate  by  oxidizing  with  it  a  known 
quantity  of  pure  iron  dissolved  to  a  ferrous  salt  (see  §  112,  2,  oa). 

The  ferrous  solution  is  sufficiently  diluted,  mixed  with  a  suf- 
ficient quantity  of  dilute  sulphuric  acid,  and  the  standard  solution 
of  potassium  dichromate  slowly  added  from  the  burette,  the  liquid 
being  stirred  all  the  while  with  a  thin  glass  rod.  The  fluid,  which 
is  at  first  nearly  colorless,  speedily  acquires  a  pale  green  tint,  which 
changes  gradually  to  a  darker  chrome-green.  A  very  small  drop 
of  the  mixture  is  now  from  time  to  time  taken  out  by  means  of 
the  stirring-rod,  and  brought  into  contact  with  a  drop  of  a  solution 
of  potassium  ferricyanide  (free  from  f errocyanide)  on  a  porcelain 
plate,  which  has  been  spotted  with  several  of  such  drops.  When 
the  blue  color  thereby  produced  begins  to  lose  the  intensity  which 
it  exhibited  on  the  first  trials,  and  to  assume  a  paler  tint,  the 
addition  of  the  solution  of  potassium  dichromate  must  be  more 
carefully  regulated  than  at  first,  and  towards  the  end  of  the  process 
a  fresh  essay  must  be  made,  and  with  larger  drops  than  at  tii-st, 
after  each  new  addition  of  two  drops,  and  finally,  even  of  a  single 
drop ;  drops  must  also  be  left  for  some  time  in  contact  before  the 
observation  is  taken.  When' no  further  blue  coloration  ensues,  the 
oxidation  is  terminated.  From  the  remarkable  sensitiveness  of  the 
reaction,  the  exact  point  may  be  easily  hit  to  a  drop.  To  heighten 
the  accuracy  of  the  results,  the  dilute  (ten  times  weaker)  standard 
fluid  should,  just  at  the  end  of  the  process,  be  substituted  for  the 
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concentrated  solution  of  potassium  dichromate ;  the  iron  solution 
may  besides  be  diluted  to  measure  250  c.  c,  50  c.  c.  of  this  being 
used  for  making  the  approximate  determination,  then  another 
50  c.  c.  being  taken  for  the  determination  proper,  thus  minimizing 
the  loss  incidental  to  the  method. 

Thus  if  exactly  0*84  grm.  of  a  substance  has  been  dissolved, 
the  number  of  half  c.  c.  of  the  standard  solution  will  show  the  per 
cents.,  while  the  diluted  solution  will  show  the  0*1  per  cents,  of 
iron  present. 

For  the  manner  of  proceeding  in  presence  of  ferric  salts, 
I  refer  to  §  113.  If  there  is  a  deficiency  of  free  acid  in  the 
solution,  brown  chromic  Chromate  may  form,  upon  which  the 
solution  of  ferrous  salt  exercises  no  longer  a  deoxidizing  action. 

Of  the  two  methods  the  first  affords  the  advantage  that  the 
end  of  the  operation  is  at  once  known  by  the  red  color  acquired 
by  the  liquid,  thus  requiring  no  special  testing;  the  advantage 
possessed  by  the  second  method  is  that  the  standard  solution  of 
potassium  Chromate  is  easily  prepared  and  may  be  readily  pre- 
served unchanged.  Since  it  has  been  found  that  the  titration  of 
iron  in  hydrochloric-acid  solution  does  not  afford  entirely  satisfac- 
tory results  with  permanganate,  recourse  has  been  had  again  of 
late  to  titration  with  potassium  Chromate,  which  has  been  neg- 
lected for  some  time.  Attention  may  also  be  called  to  the  fact 
that  where  the  analyst  is  free  to  choose  between  a  solution  in 
hydrochloric  or  sulphuric  acid,  when  making  a  volumetric  esti- 
mation, preference  should  always  be  given  to  the  sulphuric-acid 
solution,  because  it  is  affected  far  less  by  atmospheric  oxyge.n 
than  the  former  (Pattinson  *). 

§113. 
6.  Ferric  Iron. 
a.  Solution, 

Many  ferric  compounds  are  soluble  in  water.  Ferric  oxide 
and  most  ferric  compounds  which  are  insoluble  in  water  dissolve 
in  hydrochloric  acid,  but  many  of  them  only  slowly  and  with 
difiiculty ;  compounds  of  this  nature  are  best  dissolved  in  con- 
centrated hydrochloric  acid,  in  a  flask,  with  the  aid  of  heat; 

*  ZeiUehr.  f.  analyt.  Chem.,  IX,  61^. 
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which,  however,  shonld  not  be  allowed  to  reach  the  boiling- 
point;  the  compound  must,  moreover,  be  finely  powdered,  and 
even  then  it  will  often  take  many  hours  to  effect  complete  solu- 
tion. Sometimes,  as  in  the  case  of  strongly  ignited  ferric  oxide, 
the  substance  is  dissolved  in  potassium  disulphate  at  the  fusion 
point,  or  in  a  mixture  of  8  parts  sulphuric  acid  and  3  parts  water. 
It  is  frequently  advisable,  also,  to  reduce  the  ferric  oxide  to  the 
metallic  form  by  prolonged  ignition  in  hydrogen,  and  then  to 
dissolve  the  metal.  Iron-containing  silicates  which  are  not  decom- 
posable by  hydrochloric  acid,  are  treated  according  to  §  140,  h. 

S.  JDetermination. 

The  iron  of  ferric  compounds  is  usually  weighed  as  ferric 
oxide,  but  sometimes  as  ferrous  sulphide  (§  81).  It  may,  how- 
ever, be  estimated  also  indirectly,  as  well  as  by  volumetric  analysis, 
both  directly  and  after  reduction  to  ferrous  iron.  The  conver- 
sion of  compounds  of  iron  into  ferric  oxide  is  effected  either  by 
precipitation  as  ferric  hydroxide,  preceded  in  some  cases  by  pre- 
cipitation as  ferrous  sulphide,  or  as  basic  ferric  acetate,  succinate, 
or  formate,  or  by  ignition.  While  the  volumetric  and  the  now 
seldom  used  indirect  methods  are  applicable  in  almost  all  cases, 
we  may  convert  into 

1.  Febbio  Oxide. 

a.  By  Precipitation  ds  Ferric  Hydroxide. 

All  salts  of  inorganic  or  volatile  organic  acids  and  soluble  in 
water,  and  likewise  those  which,  insoluble  in  water,  dissolve  in 
hydrochloric  acid,  with  separation  of  their  acid. 

h.  By  Precipitation  as  Ferrous  Sulphide* 

All  compounds  of  iron  without  exception. 

c.  By  Ignition, 

All  ferric  salts  of  volatile  oxygen  acids. 

2.  Ferbous  Sulphide. 

All  compounds  of  iron  without  exception. 

The  method  1,  (?,  is  the  most  expeditious  and  accurate,  and  is 
therefore  preferred  in   all  cases  where  its  application  is  admis-  I 

sible.      The  method  1,   a,   is  the  most  generally  used.      The  j 

methods  1,  J,  and  2,  serve  principally  to  effect  the  separation  of  i 

the  iron  from  other  bases ;  they  are  resorted  to  also  in  certain  in-  i 

atances  where  a  is  inapplicable,  especially  in  cases  where  sugar  or 
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other  non- volatile  organic  snbstances  are  present ;  and  also  to  de- 
termine iron  in  ferric  plioephates  and  borates.  For  the  manner 
of  determining  iron  in  ferric  Chromate  and  silicate,  I  refer  to 
§§  130  and  140.  The  volumetric  methods  for  estimating  the 
iron  of  ferric  compounds  are  used  in  technical  work  almost  to 
the  exclusion  of  all  others,  and  arc  very  frequently  employed  in 
scientific  analyses.  The  methods  of  precipitating  iron  in  the  form 
of  basic  salts  will  be  given  in  Section  V. 

1.  Determination  as  Ferric  Oxide. 

a.  By  Precipitation  as  Ferric  Hydroxide, 

Mix  the  solution  in  a  porcelain  dish  (a  glass  beaker  does  not 
answer  so  well)  with  ammonia  in  excess,  heat  nearly  to  boiling, 
decant  repeatedly  on  to  a  filter,  wash  the  precipitate  carefully 
with  hot  water,  dry  thoroughly  (which  very  greatly  reduces  the 
bulk  of  the  precipitate),  and  ignite  in  the  manner  directed  in  §  53. 

For  the  properties  of  the  precipitate  and  residue,  see  §  81. 
The  method  is  free  from  sources  of  error.  The  precipitate,  under 
all  circumstances,  even  if  there  are  no  fixed  bodies  to  be  washed 
out,  must  be  most  carefully  and  thoroughly  washed,  since,  should 
it  retain  any  traces  of  ammonium  chloride,  a  portion  of  the  iron 
would  volatilize  in  the  form  of  ferric  chloride.  It  is  also  highly 
advisable  to  dissolve  the  weighed  residue,  or  a  portion  of  it,  in 
strong  hydrochloric  acid,  or  to  fuse  it  with  potassium  disulphate 
and  dissolve  the  melt  in  dilute  hydrochloric  acid  to  see  whether 
it  is  quite  free  from  silicic  acid  (if  any  is  present  it  will  remain 
undissolved).  The  solution  is  most  readily  effected  in  hydro- 
chloric acid  if  the  oxide  is  previously  reduced  to  metallic  iron  by 
ignition  in  hydrogen. 

J.  By  Precipitation  as  Ferrous  Sulphide, 

The  solution,  in  not  too  large  a  flask,  is  mixed  with  ammonia 
till  all  the  free  acid  is  neutralized.  (In  the  absence  of  organic, 
non-volatile  substances,  this  leads  to  the  precipitation  of  a  little 
ferric  hydroxide,  which,  however,  is  of  no  consequence.)  Add 
ammonium  chloride,  if  not  already  present  in  snfiScient  quantity, 
then  colorless  or  yellowish  ammonium  sulphide  in  moderate  ex- 
cess, and  lastly  water,  till  the  fluid  reaches  to  the  neck  of  the  flask, 
Cork  it  up  and  stand  in  a  warm  place  till  the  precipitate  has 
subsided  and  the  supernatant  fluid  has  a  clear,  yellowish  appear- 
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ance  (without  a  tinge  of  green).  Then  wash  the  precipitate  if  at  all 
considerable,  first  by  decantation,  then  on  the  filter,  using  water 
containing  ammonium  sulphide  and  gradually  decreasing  quan- 
tities of  ammonium  chloride.  When  decanting  pour  tlie  liquids 
into  a  fiask,  and  not  into  a  filter,  and  when  the  washing  is  com- 
plete, then  filter  the  mixed  fluids,  bring  the  precipitate  on  to  the 
filter,  and  continue  washing  uninterruptedly,  while  the  funnel  is 
kept  covered  with  a  glass  plate.  Neglect  of  any  of  these  precau- 
tions will  occasion  some  loss  of  substance,  the  ferrous  sulphide 
gradually  combining  with  the  oxygen  of  the^air  and  passing  thus 
into  the  filtrate  as  ferrous  sulphate.  As  this  sulphate  is  reprecip- 
itated  by  the  ammonium  sulphide  present,  the  filtrate  assumes, 
in  such  cases,  a  greenish  color,  and  gradually  deposits  a  black 
precipitate,  the  separation  of  which  is  greatly  promoted  by  addi- 
tion  of  ammonium  chloride. 

When  the  operation  of  washing  is  completed,  the  moist  pre- 
cipitate (if  it  is  not  dried  and  determined  according  to  2)  is  put, 
together  with  the  filter,  into  a  beaker,  some  water  added,  and  then 
hydrochloric  acid,  until  the  whole  is  redissolved.  Heat  is  now 
applied,  until  the  solution  smells  no  longer  of  hydrogen  sulphide ; 
the  fluid  is  then  filtered  into  a  flask,  the  residual  paper  carefully 
washed,  incinerated,  the  ash  treated  with  warm  strong  hydi'ochloric 
acid.  The  solution  thus  obtained  (if  yellowish)  is  added  to  the 
main  filtrate,  which  is  next  heated  with  nitric  acid  (see  §  112,  1) ; 
the  solution  (now  ferric)  is  finally  precipitated  with  ammonia,  as 
in  a. 

If  a  solution  of  potassium  ferric,  ammonium  ferric,  or  sodium 
ferric  tartrate  contains  a  considerable  excess  of  alkali  carbonate, 
the  precipitation  of  the  iron  as  sulphide  is  prevented  to  a  greater 
or  less  extent  (Blumenau).  In  such  cases  the  fluid  must  therefore 
be  nearly  neutralized  with  an  acid,  before  the  precipitation  with 
the  ammonium  sulphide  can  be  effected. 

c.  By  Ignition. 

Expose  the  compound,  in  a  covered  crucible,  to  a  gentle  heat 
at  first,  and  gradually  to  the  highest  degree  of  intensity ;  continue 
the  operation  until  the  weight  of  the  residuary  ferric  oxide  remains 
constant. 
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2.  Determination  as  Anhydrous  Ferrous  Stdphide. 

The  hydrated  ferrous  sulphide  obtained,  as  in  1,  },  may  be  very 
conveniently  determined  by  conversion  into  the  anhydrous  sul- 
phide. The  process  is  the  same  as  for  zinc  (§  108,  2).  The  heat 
to  which  it  is  finally  exposed  in  the  current  of  hydrogen  must  dh 
strong,  as  an  excess  of  sulphur  is  retained  with  some  obstinacy.  In 
fact,  it  is  advisable  after  weighing  to  re-ignite  in  hydrogen  and 
weigh  a  second  time.  It  is  of  no  importance  if  the  hydrated  sul- 
phide has  oxidized  on  drying. 

Ferrous  sulphate  and  ferric  hydroxide  can  be  transformed  into 
sulphide  in  the  same  manner,  after  having  been  dehydrated  by 
ignition  in  a  porcelain  cracible  (H.  Rose*). 

The  results  obtained  by  Oesten,  and  adduced  by  Rose,  as  well 
as  those  obtained  in  my  own  laboratory,  are  exceedingly  satisfac- 
tory.    (Expt.  No.  67  ) 

3.    Vohimetric  Determination. 

a.  Preceded  by  Reduction  of  Ferric  to  Ferrous  Iron. 

Tlie  methods  here  to  be  described  depend  upon  the  reduction 
of  ferric  to  ferrous  iron,  the  quantity  of  which  latter  is  then  esti- 
mated. We  have  hence  to  occupy  ourselves  simply  with  the  re- 
duction of  ferric  to  ferrous  solutions,  the  other  part  of  the  process 
having  been  fully  discussed  in  §  112  (Ferrous  Iron).  This  reduc- 
tion can  be  effected  by  many  substances  (zinc,  stannous  chloride, 
hydrogen  sulphide,  sulphurous  acid,  &c.),  but  only  those  can  be 
used  with  advantage  an  excess  of  which  may  be  added  with  im- 
punity. If  an  excess  must  be  very  carefully  avoided,  or,  being 
added,  must  be  carefully  removed,  the  method  becomes  trouble- 
some, and  a  ready  source  of  inaccuracy  is  introduced.  On  these 
grounds,  zinc,  although  somewhat  slow  in  action,  unquestionably 
deserves  to  be  preferred  to  all  other  reducers. 

ReditrCtion  by  Zinc. — Heat  the  hydrochloric-  or  sulphuric-acid 
solution,  which  must  contain  a  moderate  excess  of  acid,  but  be 
free  from  nitric  acid,t  in  a  small,  long-necked  flask  placed  in  a 
slanting  position  ;   drop  in  small  pieces  of  iron-free  zinc  (§  60)  and 


*  Pogg,  Annnl.,  ex.  126. 

f  If  nitric  acid  is  present,  there  forms,  under  the  action  of  zinc,  nitrous  acid, 
which  reduces  potassium  permanganate.  This  would  hence  give  rise  to  erro- 
neous results  (Terreil,  ZeiUchr.f.  analyL  Chem.,  ti,  116> 
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conduct  a  bIow  current  of  carbon  dioxide  through  the  flask  (Fig. 
85).  Evolution  of  hydrogen  gas  begins  at  once,  and  the  color  of 
the  solution  becomes  paler  in  proportion  as  the  ferric  sulphate  (or 
chloride)  changes  to  ferrous  sulphate  (or  chloride).  Apply  a  mod- 
erate heat  to  promote  the  action,  and  add  also,  if  necessary,  a 
little  more  zinc.  As  soon  as  the  hot  solution  is  completely  de- 
colorized (one  cannot  judge  of  the  perfect  reduction  of  a  cold  solu- 
tion so  well,  as  the  color  of  a  ferric  salt  is  deeper  when  hot),  and 
all  the  zinc  is  dissolved,*  allow  to  cool  completely  in  the  stream 
of  carbon  dioxide  (to  hasten  the  cooling  the  flask  may  be  im- 
mersed in  cold  water) ;  then  dilute  the  contents  with  water,  pour 
off  and  wash  carefully  into  a  beaker,  leaving  behind  (so  far  as 
possible)  any  flocks  of  lead  that  may  have  separated  from  the  zinc, 
wash  repeatedly  with  water,  and  in  the  case  of  a  sulphuric-acid 
solution  proceed  preferably  as  directed  in  §  112,  2,  yö;  in  the  case 
of  a  hydrochloric-acid  solution  proceed  according  to  p.  319,  x.  If 
the  solution  contain  metals  precipitable  by  zinc,  these  will  separate 
and  may  render  filtration  necessary.  In  this  case  the  filtrate 
must  be  again  heated  with  zinc  before  using  the  standard  solution. 
If  iron-free  zinc  cannot  be  procured,  the  percentage  of  iron  in 
the  metal  used  must  be  determined  and  weighed  portions  of  it 
employed  in  the  process  of  reduction ;  the  known  amount  of  iron 
contained  in  the  zinc  consumed  is  then  subtracted  from  the  total 
amount  of  iron  found. 

In  the  analysis  of  solid  ferric  compounds  it  is  advisable  to  add 
some  zinc  while  they  are  dissolving  in  hydrochloric  acid.  Solu- 
tion is  thereby  facilitated  (O.  L.  ERDMANNf).  Kegarding  the  re- 
duction of  ferric  chloride  by  stannous  chloride  compare  with  h. 

[JSeduction  by  Hydrogen  Sulphide. — Pass  hydrogen  sulphide 
through  the  cold  ferric  solution  in  a  flask.  The  solution  should 
occupy  about  two-thirds  of  the  capacity  of  the  flask,  and  should 
not  contain  much  more  than  0*2  grm.  iron  per  100  c.  c,  but  may 
be  more  dilute  when  but  little  iron  is  present.  Continue  the 
treatment  with  hydrogen  sulphide  at  least  10  minutes  after 
the   color   due    to   tlie   ferric  salt  has  disappeared,  or  until  the 

*  If  any  zinc  remains  undissolved,  the  results  may  be  too  low,  because  iron 
often  deposits  on  zinc  and  does  not  dissolve  until  the  zinc  itself  dissolves 
(A.  MiTßCHERLicH,  Zeitschr.  f.  analyt.  Chsm.,!!,  72). 

iJourn.f.  praki.  CJiem,,  Lxxvi,  176. 
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solution  appears  to  be  well  saturated  with  that  gas.  Heat,  at  first 
cautiously,  to  boiling.  Escape  of  hydrogen  sulphide  at  this  period 
indicates  that  enough  of  that  reagent  has  been  applied.  Continue 
boiling  so  rapidly  that  air  cannot  enter  the  flask,  the  mouth  of 
which  may  be  partially  closed  by  a  loose  roll  of  filter  paper,  or  other 
means,  until  the  solution  is  reduced  to  one  half  its  first  volume. 
This  will  insure  the  removal  of  excess  of  hydrogen  sulphide.  (The 
escaping  vapor  will  cease  to  blacken  paper  dipped  in  an  alkaline 
lead  solution  somewhat  before  this  point  is  reached.)  During  the 
boiling,  let  the  fiask  be  inclined  so  as  to  prevent  mechanical  loss. 
When  the  boiling  is  discontinued  fill  the  flask  immediately  with 
cold  water  to  within  an  inch  of  the  mouth,  close  with  a  stopper, 
and  cool  in  a  stream  of  water.  Before  reducing  the  ferric  solu- 
tion by  either  of  the  above  processes,  it  is  desirable  to  remove 
hydrochloric  acid,  if  it  is  present,  so  that  the  iron  after  reduction 
can  be  satisfactorily  determined  by  KMnO«.  Chlorides  can  be 
decomposed  and  HCl  removed  by  evaporating  the  solution  with 
excess  of  sulphuric  acid  so  long  as  hydrochloric  acid  vapors  are 
given  off  at  a  temperature  slightly  exceeding  100**.  A  liberal 
excess  of  sulphuric  acid  is  advantageous.  After  cooling  add  water 
and  digest  till  the  ferric  sulphate  is  dissolved.  This  treatment  is 
simple  and  safe  when  nothing  is  present  which  is  thereby  converted 
into  a  compound  insoluble  in  dilute  sulphuric  acid  (silicic  acid, 
barium,  strontium,  much  calcium,  &c.).  Such  insoluble  com- 
pounds may  persistently  retain  iron.  When,  therefore,  by  evapo- 
ration with  sulphuric  acid  and  subsequent  treatment  with  water 
an  insoluble  residue  remains,  it  should  not  be  thrown  away  before 
testing  it  to  ascertain  whether  it  retains  iron.] 

J.    Without  Previous  Reduction  to  Ferrous  Iron, 

These  methods  all  depend  on  adding  a  reducing  agent  to  the 
solution  till  the  sesquioxide  is  entirely  converted  into  protoxide, 
and  then  determining,  either  directly  or  indirectly,  the  reducing 
agent  used.  Many  methods  have  been  proposed,  but  I  have 
found  those  given  under  a  and  ß  the  best. 

a.   Reduction  hy  stannous  chloinde,^ 

This  method,  if  properly  executed,  gives  very  good  results; 

*  The  reduction  of  ferric  chloride  by  stannous  chloride  has  already  been 
utilized  by  Pbnmy  and  Wallac  b  in  another  manner,  but  I  believe  I  was  the 
first  to  give  the  method  a  practical  form  {ZeiUeJir.f.  analyt.  Chem.,  i,  36). 
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and,  having  had  many  years'  experience  with  it,  I  can  strongly 
recommend  it.     There  are  required  for  it : 

a.  A  Ferric-Chloride  Solution  of  known  strength.  This  is 
prepared  by  dissolving  10-04  grm.  of  perfectly  clean,  thin,  soft 
iron  wire  (corresponding  to  10  grm.  pure  iron)  in  HCl  in  a  long- 
necked  flask  placed  slantingly,  oxidizing  with  potassium  chlorate, 
completely  driving  off  the  excess  of  chlorine  by  protracted,  gentle 
boiling,  and  finally  making  up  the  volume  to  1  litre. 

h.  A  clear  Solution  of  Stannous  Chloride.  This  should  be  of 
such  a  strength  that  one  volume  may  reduce  about  two  volumes 
of  the  ferric-chloride  solution. 

c.  A  Solution  of  Iodine  in  Potassium  Iodide,  each  c.  c.  of 
which  contains  0*01  grm.  iodine.  The  iodine  content  need  not 
be  exactly  known.     The  operations  are  as  follows : 

1.  Measure  off  2  c.  c.  of  the  stannous-chloride  solution  and 
add  a  little  starch  solution,  5  c.  c.  water,  and  sufficient  of  the 
bdine  solution  to  permanently  color  the  liquid  blue.  Note  the 
quantity  used.  Every  c.  c.  of  stannous-chloride  solution  will 
require  about  5  c.  c.  of  iodine  solution.* 

2.  Measure  off  50  c.  c.  of ,  the  ferric-chloride  solution,  add  a 
little  hydrochloric  acid,  and  heat  the  liquid  in  a  small  flask,  pref- 
erably on  an  iron  plate,  to  boiling.  Then  ran  in  the  stannous- 
chloride  solution  from  a  burette,  first  in  large  quantities,  then  in 
smaller,  with  suitable  intervals  between  the  additions,  while  the 
fluid  is  kept  gently  boiling  all  the  time.  The  yellow  color  be- 
comes lighter  in  proportion  as  the  reduction  progresses.  Towards 
the  end  the  stannous-chloride  solution  is  added  by  drops,  with 
sufficient  time  for  action.  The  precise  moment  when  reduction 
is  complete  may  be  readily  noted  by  the  yellow  liquid  becoming 
colorless.  Kow  cool  the  contents  of  the  flask,  add  some  starch 
solution,  and  ran  in  from  a  burette  solution  of  iodine  by  drops 
until  a  permanent  blue  color  supervenes.  The  quantity  of  iodine 
solution  used  gives,  according  to  the  relations  determined  in  1, 
the  excess  of  the  stannous-chloride  solution  added,  f     On  deduct- 

*  The  quantity  of  iodine  solution  here  used  varies  somewhat  according  as 
more  or  less  hydrochloric  acid  is  added  to  the  stannous-chloride  solution.  The 
differences  are,  however,  so  trifling  as  to  have  no  appreciable  influence  on  the 
result,  because  in  this  method  only  a  very  small  excess  of  stannous  chloride  has 
to  be  determined. 

f  If  the  stannous  chloride  has  been  added  very  cautiously  toward  the  last, 
no  determinable  excess  of  stannous  chloride  is  frequently  left  in  solution,  par- 
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ing  this  excess  from  the  quantity  of  stannons-chloride  solution 
used  at  first,  the  corrected  quantity  which  is  necessary  to  reduce 
0*5  grm.  of  iron  from  a  ferric  to  a  ferrous  condition  is  found. 

3.  The  stannons-chloride  solution  having  been  thus  standard- 
ized, it  may  be  used  for  estimating  unknown  quantities  of  iron 
by  dissolving  these  in  hydrochloric  acid,  converting  any  ferrous 
chloride  into  ferric  chloride  by  one  of  the  methods  detailed  in 
§  112,  1,  a  or  c,  driving  oflE  every  trace  of  chlorine,  and  finally 
adding  the  stannons-chloride  solution  to  the  suitably  concentrated 
iron  solution  as  described  under  2,  until  the  liquid  becomes  color- 
less, the  excess  of  stannous  chloride  present  being  then  detennined 
with  the  iodine  solution«  The  iron  content  may  then  be  calculated, 
from  the  volume  of  stannons-chloride  solution  used,  by  the  rule- 
of -three.  Assuming  that  25  c.  c.  of  stannous-chloride  solution  cor- 
respond to  0-5  grm.  iron  (t.^.,  suflScient  to  reduce  0-5  grm.  iron 
from  a  ferric  to  a  ferrous  condition),  and  assuming  that  we  have 
used  20  c.  c.  of  the  solution  to  reduce  the  unknown  quantity  of 
ferric  salt,  then  the  latter  will  have  contained  0*4  grm.  of  iron, 

25:  0-5::  20:  a?;  a?  =0-4  grm. 

This  method,  as  already  stated,  aflfords  excellent  results,*  but  only 
when  all  the  operations  are  carried  out  at  once,  in  order  that  the 
titer  of  the  stannous  chloride  may  not  be  altered  by  the  action  of 
the  air.  On  this  account,  also,  it  is  preferable  to  operate  with 
rather  concentrated  stannous-chloride  solutions,  and  consequently 
fairly  large  quantities  of  iron,  rather  than  with  dilute  solutions, 
on  which  the  air  would  act  more  strongly. 

To  prepare  the  stannous-chloride  solution,  heat  pure  powdered 
tin  (obtained  by  melting  tin  in  a  porcelain  dish  and  triturating 
with  a  pestle  until  cold)  with  hydrochloric  acid  (sp.  gr.  1-12)  until 
the  tin,  being  in  excess,  evolves  no  more  hydrogen.  Cool  the 
liquid,  pour  or  filter  it  off  from  the  undissolved  tin  and  add 
3  volumes  of  hydrochloric  acid  and  6  volumes  of  water.  The 
solution  is  best  preserved  in  an  apparatus  which  prevents  or  limits 
the  action  of  the  air  on  it. 

ticularly  when  operating  with  coocentrated  iron  solutions.    In  other  cases, 
however,  a  small  excess  will  be  found.   In  order  to  render  the  method  perfectly 
reliable  hence  l  consider  it  absolutely  indispensable  to  test  for  an  excess  of 
gtannoufl  chloride  in  the  manner  stated,  and  to  determine  it. 
*  These  are  given  in  the  Z&iUehr.f.  analyi,  Chem.,  i,  26. 
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Formerly  *  the  air  entering  the  vessel  containing  the  solution 
was  made  to  pass  through  tubes  filled  with  phosphorus  and  potas- 
sium pyrogallate  in  order  to  deprive  it  of  oxygen ;  the  apparatus 
shown  in  Fig.  86  is,  however,  now  preferred,  and  especially  in 
large  laboratories  where  relatively  much  of  the  solution  is  fre- 
quently used. 

1 


w 


Fig.  86. 


«is  a  vessel  containing  the  stannous-chloride  solution;  y  is 
a  siphon,  which  is  filled  by  blowing  air  into  J,  after  which  the 
compression-cock  g  is  closed,  and  the  constant  carbonic-acid  ap- 
paratus  c  connected  with  the  tube  J.  The  stopper  of  a  is  then 
loosened  and  the  air  in  the  vessel  replaced  by  carbonic  acid,  when 
the  stopper  is  again  tightly  inserted.  On  withdrawing  some  of 
the  solution  by  opening  ^,  an  equal  volume  of  it  is  replaced  by 
carbonic  acid  which  passes  from  c  to  «,  the  evolution  of  gas  ceas- 
ing as  soon  as  g  is  closed  again  and  the  acid  is  forced  out  of  the 
flask  rf,  which  contains  marble  and  is  provided  with  a  small  open- 
ing at  the  bottom ;  the  flask  is  held  down  by  a  plaster  plate,  A. 

*  ZeiUehr.f,  analyU  CTiem.,  ii,  58. 
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ß.  Reduction  hy  Potassiu7n  Iodide^  a/nd  the  determinatton 
qfthe  liberated  Iodine  hy  Sodium  27i>iosulphate.* 

The  principle  of  the  method  is  as  follows :  When  an  excess  of 
potassinra  iodide  acts  upon  ferric  chloride  at  a  moderate  heat, 
there  are  formed  ferroas  chloride,  potassium  chloride,  and  free 
iodine,  the  last  being  dissolved  by  the  excess  of  potassium  iodide, 
and  remaining  in  solution ;  (Fe,Cl,  +  2KI  =  2FeCl,  +  2KC1 
+  21).  On  determining  the  free  iodine  by  means  of  a  standard 
solution  of  sodium  thiosulphate  [2Na,S,0,  +  21  =  2XaI  + 
Na^S^O,  (sodium  tetrathionate)],  the  quantity  of  iron  present  may 
be  calculated,  since  1  eq.  of  iodine,  126-85,  liberated  corresponds 
to  1  eq.  of  iron,  65*9,  present. 

The  method  requires:  1,  a  solution  of  sodium  thiosulphate 
(about  1 2  grm.  of  the  crystallized  salt  in  the  litre) ;  2,  potassium 
iodide,  which  must  be  free  from  iodate  (§  65,  h) ;  3,  a  ferric-chlo- 
ride solution  of  known  iron  strength,  and  free  from  ferrous 
chloride  and  free  chlorine,  see  §  113,  J,  a,  the  solution  there 
described,  containing  0*1  grm.  iron  in  10  c.  c,  being  well  adapted 
for  the  purpose;  4,  several  flasks  with  well-fitting  ground-glass 
stoppers  and  of  100  to  150  c.  c.  capacity;  5,  thin,  freshly  pre- 
pared starch  paste. 

The  sodium-thiosulphate  solution  is  first  standardized  as  fol- 
lows: 10  c.  c.  of  ferric-chloride  solution  are  introduced  into  each 
of  two  flasks,  and  diluted  caustic-soda  solution  added  to  each  until 
a  few  flocks  of  ferric  hydroxide  begin  "to  precipitate,  when  suffi- 

*  This  methcMl  passed  through  many  phases  before  it  reached  the  state  of 
development  in  which  it  is  at  present  used.  After  Duflos,  and  later  on, 
Btreno,  had  employed  the  method  of  estimating  iron  by  reducing  ferric  chlo- 
ride with  hydriodic  acid,  C.  Mohh  in  1858  {Annal.  d.  Chem,  u.  Pharm,,  cy, 
IS8)  studied  the  influence  of  dilution  in  this  reaction.  In  1860  Fb.  Mohb 
{Annal.  d.  Chem.  u.  Pharm.,  cxiii,  257)  described  a  method  in  which  the  po- 
tassium iodide  was  not  used  in  excess,  but  played  the  part  more  of  an  indica- 
tor. The  method  did  not,  however,  answer  the  strict  requirements  demanded 
of  a  good  process.  In  the  same  year  C.  D.  Braun  (Journ,  f.  praki.  Chem., 
liXXXi,  428)  employed  the  method  in  estimating  iron  in  ferric  chloride  obtained 
by  oxidizing  ferrous  chloride  with  nitric  acid,  but  he  improved  the  process  by 
employing  an  excess  of  potassium  iodide,  facilitating  the  reaction  by  warming, 
and  estimating  the  liberated  iodine  on  cooling.  In  1868  Fr.  Mohr  (Zeitschr.  f. 
andlyt.  Chem.,  ii,  248)  described  the  method,  adopting  Braun's  improvements, 
but  standardizing  the  thiosulphate  solution  with  iodine  liberated  by  potassium 
bichromate.  In  1864  Brauk  (Zeitschr.  analyU  Chem,,  ul,  452)  again  described 
his  method  in  detail. 
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cient  hydrochloric  acid  (about  0*5  to  1  c.  c.)  of  1  "1  specific  gravity 
is  added  to  each  to  render  the  solutions  again  clear.  By  this 
method  undue  acidity  of  the  liquids  is  avoided,  and  the  fluids  will 
no  longer  be  brownish-red,  but  will  have  a  dark-yeilow  color. 
Three  grm.  of  potassium  iodide  are  now  introduced  into  each  of 
the  flasks,  the  stoppers  tightly  inserted  and  tied  down  with 
moistened  parchment  paper  or  with  wire  or  cord,  and  the  flasks 
warmed  to  50**  or  60**(  best  accomplished  by  suspending  the  flasks 
in  the  ascending  steam  of  a  water- bath).  The  reduction  of  the 
ferric  chloride  is  completed  in  from  15  to  20  minutes,  when  the 
solutions  will  have  a  brownish-red  color.  After  allowing  to  cool, 
run  in  from  the  burette  the  sodium-thiosulphate  solution  until 
the  liquid  has  a  wine-yellow  color,  then  add  from  0*5  to  1  c.  c.  of 
thin  starch  paste,  and  continue  again  to  add  the  thiosulphate  solu- 
tion until  the  blue  color  of  the  starch  iodide  just  disappears.  The 
volume  used  up  corresponds  to  the  iodine  liberated  by  0*1  grm. 
iron,  and  hence  also  to  0*1  grm.  iron  present  as  ferric  chloride. 

The  JEstimcUion  of  the  Iron  in  a  solution  of  unknown  strength 
is  accomplished  in  the  same  manner  as  in  standardizing  the 
sodium-thiosulphate  solution.  Care  must  be  taken  that  all  the 
iron  must  be  present  as  ferric  oxide  or  chloride,  and  that  the 
liquid  contains  no  other  substance  that  will  decompose  potassium 
iodide,  e.g,^  free  chlorine  or  nitric  acid.  It  is  also  advisable  to 
employ  solutions  containing  as  nearly  as  possible  about  0*1  grm. 
iron,  and  that  not  too  little  nor  too  much  thiosulphate  be  used. 
The  free  acid  must  also  be  reduced  in  quantity,  as  detailed  above. 

If  it  was  found  that  18*4  c.  c.  of  the  thiosulphate  solution  corre- 
sponded to  O'l  grm.  iron,  and  if  there  had  been  required  24*5  c.  c. 
of  the  thiosulphate  solution  to  combine  with  the  iodine  liberated 
by  the  unknown  quantity  of  iron  present,  this  last  would  then 
amount  to  0-13315  grm.,  since  18-4:  0-1 :  ;  24'5  :0-13315. 

The  method  gives  good  results,  and  is  much  to  be  recommended 
for  determining  small  quantities  of  iron. 

y.  Reduction  hy  Sodium  Thiosulphate  in  the  presence  of  a 
Cupric  Salty  after  Oüdemans.* 
I  If  an  acid  solution  of  ferric  chloride  is  mixed  with  a  little  cupric 

*  Sodium  thiosulphate  was  first  employed  by  Scherer  (Gel.  Anz.  der  K, 
i  Bayerittchen  Akademie,  vom  81  Aug.   1B59),  afterwards  by  Kremer  and  Lan* 

'  DOLT  (Zeitschr^f.  analyt.  C?iem,,  i,  214).   The  method  of  Oudehans  is  to  be  found 

i     • 
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sulphate  and  some  potaasium  sulpliocyanate  and  then  sodium 
thiosulphate  is  added,  the  red  color  of  the  ferric  sulphocyanate 
gets  paler  and  paler,  and  finally  when  the  ferric  salts  are  reduced 
to  ferrous,  disappears  altogether.  Warming  is  unnecessary.  To 
hit  the  point  is  not  easy,  so  we  add  a  slight  excess  of  sodium  tliio- 
sulphate  and  then  titrate  back  with  standard  iodine.  The  reaction 
is  as  follows:  Fe.Cl,  +  2Na,S,0,  =  2FeCl,  +  2NaCl  -f  Na,S.O.; 
it  is  promoted  by  the  addition  of  a  small  quantity  of  cupric  sul- 
phate, wliich  is  alternately  reduced  by  the  thiosulphate  and  oxi- 
dized by  the  ferric  chloride.  If  a  small  quantity  of  cuprous  salt 
is  produced  by  the  excess  of  thiosulphate  this  does  not  matter,  as 
its  action  on  the  iodine  solution  is  the  same  in  extent  as  the  action 
of  the  thiosulphate  which  produced  it.  The  method  is  not 
accurate  unless  the  fluid  remains  clear;  neither  cuprous  sul- 
phocyanate nor  cuprous  iodide  nor  sulphur  must  be  thrown 
down.  Hence  care,  must  be  taken  to  maintain  the  proper  amounts 
of  the  reagents  and  to  dilute  the  fluid  sufiiciently. 

This  method  is  much  like  that  detailed  under  /?,  in  so  far  as  it 
is  most  convenient  to  standardize  the  thiosulphate  against  a  ferric- 
chloride  solution  of  known  strength,  and  then  to  use  it  on  solutions 
of  unknown  strength  to  determine  their  iron  content. 

We  require — 1.  A  solution  of  sodium  thiosulphate  containing 
about  12  grm.  (of  the  crystallized  salt)  per  litre.  2.  A  solution  of 
ferric  chloride  of  known  strength,  prepared  by  dissolving  10*04 
grm.  of  clean,  fine,  and  soft  iron  wire  (=10  grm.  pure  iron)  in 
hydrochloric  acid  in  a  slanting  long-necked  flask,  oxidizing  the 
solution  with  potassium  chlorate,  completely  removing  the  excess 
of  chlorine  by  protracted  gentle  boiling,  and  finally  diluting 
the  solution  to  1  litre.  3.  A  solution  of  cupric  sulphate,  1 
in  100.  4.  A  solution  of  potassium  sulphocyanate,  1  in  100. 
5.  A  solution  of  iodine  in  potassium  iodide,  containing  5  or 
6  grm.  iodine  in  the  litre  (compare  §  146,  3).  6.  Thin  starch 
paste. 

Measure  off  some  of  the  sodium  thiosulphate,  add  starch  paste 
(§  146,  3),  and  then  titrate  with  iodine  solution,  in  order  to  de- 
in ZeiUehr,  f.  analyt.  Chem,,  vi,  129;  it  was  criticised  and  rejected  in  Mohr's 
Lehrb.  d.  Titrimiethode,  8  Aufl.  291.  Oudkmans  replied  toMoHii  in  ZeiUehr,  f. 
analyt.  Chem,,  ix,  842,  and  an  examination  of  the  method  by  C.  Balling  ap- 
peared in  the  same  journal,  ix,  99. 
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termine  the  relation  between  the  two  eolutione.  Now  transfer  10 
or  20  c.  c.  of  the  ferric  chloride  to  a  beaker,  add  2  c.  c.  concen- 
trated hydrochloric  acid,  100  or  150  c.  c.  water,  3  c.  c.  copper 
solution,  and  1  c.  c.  potassium-sulphocyanate  solution,  titrate  with 
sodium  thiosulphate  till  the  fluid  just  loses  its  color,  add  at  once 
some  starch  paste,  and  titrate  back  with  iodine  solution  till  the 
blue  color  appears.  Deduct  the  thiosulphate  equivalent  to  the 
iodine  solution  from  the  total  quantity  of  thiosulphate  used ;  the  re- 
mainder will  represent  the  amount  required  to  reduce  the  iron 
present.  In  the  analysis  the  conditions  should  be  similar  to  those 
in  the  standardizing  of  the  thiosulphate. 

This  method  is  very  rapid,  and  the  results,  though  not  so 
accurate  as  those  by  methods  a  and  ß^  are  quite  good  enough  for 
many  technical  purposes. 

Supplement  to  §§  112  cmd  113. 

Besides  the  methods  given  in  §§  112  and  113,  there  have 
been  many  others,  particularly  indirect  ones,  advocated.  Since 
these,  however,  possess  no  advantages  over  those  described  above, 
or  are  capable  of  only  limited  application,  I  will  confine  myself  to 
a  description  of  only  the  most  important. 

1.  Fuch' 8  method*:  Add  hydrochloric  acid  to  the  solution, 
which  must  contain  the  iron  as  a  ferric  salt,  and  be  free  from 
nitric  acid,  and  boil  in  contact  with  a  few  strips  of  metallic  copper 
until  the  solution  acquires  a  light-green  color.  Then  estimate  the 
iron  from  the  loss  in  weight  of  the  copper  (Fe,Cl,  +  Cu  =  2FeCl, 
-f-  2CuCl).  The  method  yields  good  results  only  when  the  most 
careful  attention  is  paid  in  excluding  the  air.  The  conditions  most 
favorable  to  success  have  been  studied  by  J.  Löwe  and  König, 
and  are  detailed,  under  the  ^'Analysis  of  Iron  Ores,"  in  the 
Special  Part. 

2.  The  solution  containing  the  iron  as  a  ferric  salt,  and  free 
from  tlie  metals  of  the  fifth  and  sixth  groups,  as  well  as  other  sub- 
stances decomposable  by  hydrogen  sulphide,  is  precipitated  by  an 
excess  of  a  clear  solution  of  hydrogen  sulphide,  avoiding  all  heat. 
The  precipitated  sulphur  is  determined  after  a  few  days,  and  the 
quantity  of  iron  calculated  therefrom  according  to  the  equation 

*Jour.f.  prckkt,  Chem.,  xvii,  160. 
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Fe,0,  +  H,S  =  2FeO  +  H,0  +  S  (H.  Eose).    Reralts  accurate. 
Compare  also  Delffs.* 

3.  Add  an  excess  of  gold  and  sodium  chloride  to  the  solution 
containing  the  iron  as  a  ferrous  salt,  close  the  bottle,  and  deter- 
mine the  precipitated  gold :  6FeCl,  +  2 AuCl,  =  3Fe,Cl,  +  2Au 
(H.  Rose). 

Supplement  to  the  Fourth  Group, 

§114. 

7.  Uäaniüm  and  TJbanyl. 

If  the  compound  in  which  the  uranium  is  to  be  determined 
contains  no  other  fixed  substances,  it  may  often  be  converted  into 
urcmous  uranate  U(UO^), — (called  also  uranoso-uranic  oxide  UO,- 
2U0,) — ^by  simple  ignition.  If  sulphuric  acid  is  present,  small  por- 
tions of  ammonium  carbonate  must  be  thrown  into  the  crucible 
towards  the  end  of  the  operation. 

In  cases  where  the  application  of  this  method  is  inadmissible, 
the  solution  of  uranium  (which,  if  it  contains  nranous  salts,  must 
first  be  warmed  with  nitric  acid,  until  they  are  converted  into  uranyl 
salts)  is  nearly  boiled  in  a  platinum  or  porcelain  dish,  and  pre- 
cipitated with  ammonia  in  slight  excess.  The  yellow  precipitate 
formed,  which  consists  of  hydrated  ammonium  uranate^  is  filtered 
off  hot  and  washed  with  a  dilute  solution  of  ammonium  chloride,  to 
prevent  the  fluid  passing  milky  through  the  filter.  The  precipitate 
is  dried  and  ignited  (§  53).  To  make  quite  sure  of  obtaining  the 
uranous  uranate  in  the  pure  state,  the  crucible  is  ignited  for  some 
time  in  a  slanting  position  and  uncovered  ;  the  lid  is  then  put  on, 
while  the  ignition  is  still  continuing ;  the  crucible  is  allowed  to 
cool  under  the  desiccator,  and  weighed  (Rammelsberq). 

If  the  solution  from  which  the  uranyl  is  to  be  precipitated  con- 
tains other  basic  radicals  (alkali-earth  metals,  or  even  alkali  metals), 
portions  of  these  will  precipitate  along  with  the  ammonium  uranate. 
For  the  measures  to  be  resorted  to  in  such  cases,  I  refer  to  Sec- 
tion V. 

The  reduction  of  the  uranous  uranate  to  the  state  of  uranous 

9  •  ■        ■ 

•Ohem.  Centram,,  1856,  889. 
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oxide  (UO,)  is  an  excellent  means  of  ascertaining  its  purity  for  the 
purpose  of  control.  This  reduction  should  never  be  omitted,  since 
Peligot  has  found  the  uranous  uranate  to  be  variable  in  coraposi- 
tion.  It  is  effected  by  ignition  in  a  current  of  hydrogen  gas,  in  the 
way  described  §  111,  1  (Cobalt).  In  the  case  of  large  quantities 
the  ignition  must  be  several  times  repeated,  and  the  residue  must 
be  occasionally  stirred  with  a  platinum  wire.  Wliile  cooling 
increase  the  cuiTcnt  of  gas  to  prevent  reabsorption  of  oxygen.  By 
intense  heating  the  property  of  spontaneous  ignition  in  the  air  is 
destroyed.  If  after  evaporating  a  solution  of  uranyl  chloride,  the 
residue  is  to  be  ignited  in  hydrogen,  heat  gently  at  first  in  the  gas 
to  avoid  loss  by  volatilization.  The  separation  of  uranyl  from 
phosphoric  acid  is  effected  by  fusing  the  compound  with  potassium 
cyanide  and  sodium  carbonate.  Upon  extracting  the  fused  mass 
with  water,  the  phosphoric  acid  is  obtained  in  solution,  whilst  ura- 
nium is  left  as  uranous  oxide.  Knop  and  Abendt*  have  employed 
this  method. 

Taking  239*6  as  the  atomic  weight  of  uranium,  uranous  uran- 
ate, U(UOJ, ,  contains  84*88  per  cent,  of  uranium  and  15'12  per 
cent,  of  oxygen.  U0„  uranous  oxide,  contains  88*22  per  cent, 
uranium  and  11 '78  per  cent,  of  oxygen. 

According  to  Belohoubeok,!  uranium  may  be  also  determined 
volumetrically  by  reducing  the  solution  of  uranyl  acetate  or  sul- 
phate to  uranous  salts  with  zinc,  as  in  the  case  of  iron  (§  113,  3,  a). 
As  the  color  of  the  solution  is  no  safe  criterion  of  the  end  of  the 
reduction,  you  must  allow  the  action  of  the  zinc  to  continue  for  a 
considerable  time.  Belohoubeck  says,  a  quarter  of  an  hour  is 
sufficient  for  small  quantities,  half  an  hour  for  large  quantities. 
The  solution  of  the  uranous  salt  is  diluted,  mixed  with  dilute  sul- 
phuric acid,  and  then  titrated  with  permanganate  to  incipient  red- 
dening. The  permanganate  is  standardized  by  §  112,  2;  1  at. 
uranium  =  2  at.  iron. 

Belohoubeck  obtained  good  results  also  in  hydrochloric  solu- 
tions, but  experiments  made  in  this  laboratory  have  shown  that 
these  are  liable  to  the  error  pointed  out  in  the  case  of  iron  (Comp. 
p.  819,  y),  at  least  in  the  presence  of  considerable  quantities  of 
hydrochloric  acid. 

♦  Ohem.  Centralblati,  1856,  778.        f  ZeiUchr.f.  analyU  Chem.,  vi,  130. 
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Fifth  Grtrnp. 

SILYEB — LEAD— MERCTJKT  m  MEBCUROUS  COMPOUNDS — MEBCUBY  IN 
MEBCUBIO  COMPOUNDS COPPER BISMUTH CADMIUM (PALLA- 
DIUM). 

§115. 

1.    SiLVEB. 

a.  Solution. 

Metallic  silver,  and  those  of  its  compounds  which  are  insoluble 
in  water,  are  best  dissolved  in  nitric  acid  (if  soluble  in  that  acid). 
Dilute  nitric  acid  suffices  for  most  compounds;  silver  sulphide, 
however,  requires  concentrated  acid.  The  solution  is  effected  best 
in  a  flask,  which  should  be  heated  if  necessary,  and  placed  in  a 
slanting  position  if  gas  is  evolved.  In  the  case  of  metallic  silver, 
or  silver  sulphide,  the  solution  is  heated  finally  to  gentle  boiling 
to  drive  off  nitrous  acid.  Silver  chloride,  bromide,  and  iodide  are 
insoluble  in  water  and  in  nitric  acid.  To  get  the  silver  contained 
in  chloride  and  bromide  in  solution,  proceed  as  follows : — Fuse  the 
salt  in  a  porcelain  crucible  (this  operation,  though  not  absolutely 
indispensable,  had  better  not  be  omitted),  pour  water  over  it,  put 
a  piece  of  clean  cadmium,  zinc,  or  iron  upon  it,  and  add  some 
dilute  sulphuric  acid.  Wash  the  reduced  spongy  silver,  first  with 
dilute  sulphuric  acid,  then  with  water,  and  finally  dissolve  it  in 
nitric  acid.  However,  as  we  shall  see  below,  the  quantitative 
analysis  of  these  salts  does  not  necessarily  involve  their  solution. 

h.  Determination. 

Silver  may  be  weighed  as  chloride,  svlphide,  or  cyanide,  or  in 
the  metallic  state  (§  82).  It  is  also  frequently  determined  by  volu- 
metric analysis. 

We  may  convert  into 

1.  Silver  chlobide  :  All  compounds  of  silver  without  excep- 
tion. 

2.  SiLVEB  sulphide  I  3.  SiLVEB  CYANIDE :  All  compouuds  so^u 
ble  in  water  or  nitric  acid. 

4.  Meiallig  SILVEB  I  Silver  oxide  and  some  silver  salts  of  readily 
volatile  acids;  silver  salts  of  organic  acids;  silver  chloride,  bro- 
mide, iodide,  sulphide,  and  sulphate. 

The  method  4  is  the  most  convenient,  especially  when  con- 
ducted in  the  dry  way,  and  is  preferred  to  the  others  in  all  cases 
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where  its  application  is  admissible.  The  method  1  is  that  most 
generally  resorted  to.  2  and  3  serve  mostly  only  to  effect  the 
separation  of  silver  from  other  metals. 

In  assays  for  the  Mint,  silver  is  usually  detennined  volometric- 
ally  by  Gay-Lussac's  method.  Pisani's  volumetric  method  is 
especially  suited  to  the  determination  of  very  small  quantities  of 
silver.  H.  Vogel's  method  is  specially  useful  to  photographers. 
The  estimation  of  silver  by  cupellation  will  be  detailed  under 
*'  Analysis  of  Qulena/'  in  the  Special  Part.  ^ 

1.  Determindtion  of  Silver  as  Chloride. 

a.  In  the  Wet  Way, 

Mix  the  moderately  dilute  solution  in  a  beaker  with  nitric  acid, 
heat  to  about  70°,  and  add  hydrochloric  acid  with  constant  stirring 
till  it  ceases  to  produce  a  precipitate.  A  large  excess  of  hydro- 
chloric acid  must  be  avoided,  as  the  precipitate  is  not  absolutely 
insoluble  therein.  While  protecting  the  contents  of  the  beaker 
from  the  action  of  direct  sunlight  continue  the  heat  till  the  precipi- 
tate has  fully  settled,  pour  off  the  clear  fluid  through  a  small  filter, 
rinse  the  precipitate  on  to  the  latter  by  means  of  hot  water  mixed 
with  some  nitric  acid,  wash  with  hot  water  containing  nitric  acid, 
then  with  pure  hot  water,  dry  thoroughly,  transfer  the  precipitate 
to  a  watch-glass  as  nearly  as  possible,  incinerate  the  filter  in  a 
weighed  porcelain  crucible,  treat  the  ash  (which  always  contains 
some  metallic  silver)  with  a  few  drops  of  nitric  acid  in  the  heat; 
add  two  or  three  drops  of  hydrochloric  acid,  evaporate  cautiously 
to  dryness,  add  the  main  bulk  of  the  precipitate,  using  a  camePs- 
hair  brush  to  transfer  the  last  portions,  heat  cautiously  till  it  begins 
to  fuse  at  the  edge,  allow  to  cool,  and  weigh. 

To  remove  the  fused  mass  without  breaking  the  crucible,  lay 
a  small  piece  of  iron  or  zinc  upon  it,  and  then  add  very  dilute 
hydrochloric  or  sulphuric  acid.  The  chloride  will  be  reduced,  and 
the  silver  may  now  be  detached  from  the  crucible  with  the  greatest 
ease. 

For  the  properties  of  the  precipitate  see  §  82.  The  method 
gives  very  exact  results,  at  all  events  in  the  absence  of  any  con- 
siderable quantities  of  those  salts  in  which  silver  chloride  is  some- 
what soluble ;  compare  §  82.  To  avoid  error  in  this  respect,  it  ift 
well  to  test  the  clear  filtrate  with  hydrogen  sulphide. 
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b.  In  the  Dry  Way. 

This  method  serves  more  exclusively  for  the  analysis  of  silver 
bromide  and  iodide,  although  it  can  be  applied  in  the  case  of  other 
compounds. 


Fig.  87. 

The  process  is  conducted  in  the  apparatus  illustrated  by  Fig.  87. 

a  is  a  flask  for  disengaging  chlorine ;  it  is  completely  filled  with 
pieces  of  pyrolusite  (native  manganese  dioxide)  of  the  size  of  hazel- 
nuts, and  half  filled  with  strong  hydrochloric  acid ;  h  contains 
concentrated  sulphuric  acid ;  c  contains  calcium  chloride ;  rf  is  a 
bulb  containing  the  silver  iodide  or  bromide;  e  conducts  the 
chlorine  by  means  of  a  rubber  tube  into  the  open  air  or  into  a 
flask  containing  calcium  hydroxide.  The  operation  is  commenced 
by  introducing  the  compound  to  be  analyzed  into  the  bulb,  and 
applying  heat  to  the  latter  until  its  contents  are  fused ;  when  cold, 
the  tube  is  weighed  and  connected  with  the  apparatus.  Chlorine 
gas  is  then  evolved  from  a ;  when  the  evolution  of  the  gas  has 
proceeded  for  some  time,  the  contents  of  the  bulb  are  heated  to 
fusion,  and  kept  in  this  state  for  about  fifteen  minutes,  agitating 
now  and  then  the  fused  mass.  The  bulb-tube  is  then  removed 
from  the  apparatus,  allowed  to  cool,  and  held  in  a  slanting  position 
to  replace  the  chlorine   by  atmospheric  air;    it  is  subsequently 
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weighed,  then  again  connected  witli  the  apparatus,  and  the  former 
process  repeated,  keeping  tlie  contents  of  din  a  state  of  fusion  for 
a  few  minutes.  The  operation  may,  in  ordinary  cases,  be  con- 
sidered concluded  if  the  weight  of  the  tube  suffers  no  variation 
by  the  repetition  of  the  process.  If  the  highest  degree  of  accuracy 
is  to  be  attained,  heat  the  silver  chloride  again  to  fusion,  passing 
at  the  same  time  a  slow  stream  of  pure,  dry  carbon  dioxide  through 
the  tube,  in  order  to  drive  out  the  traces  of  chlorine  absorbed  by 
the  fused  chloride.  Allow  to  cool,  hold  obliquely  for  a  short  time, 
BO  as  to  replace  the  carbon  dioxide  by  air,  and  finally  weigh. 

2.  Determindtion  as  Silver  Sulphide. 

Hydrogen  sulphide  precipitates  silver  completely  from  acid, 
neutral,  and  alkaline  solutions ;  ammonium  sulphide  precipitates  it 
from  neutral  and  alkaline  solutions.  The  precipitate  does  not 
settle  clearly  and  rapidly  except  a  free  acid  or  salt  be  present  (such 
as  nitric  acid  or  an  alkali  nitrate).  Recently  prepared  perfectly 
clear  solution  of  hydrogen  sulphide  may  be  employed  to  precipitate 
small  quantities  of  silver ;  to  precipitate  larger  quantities,  the  solu- 
tion of  the  salt  of  silver  (which  must  not  be  too  acid)  is  moderately 
diluted,  and  washed  hydrogen  sulphide  gas  conducted  into  it. 
After  complete  precipitation  has  been  eflEected,  and  the  silver  sul- 
phide has  perfectly  subsided  (with  exclusion  of  air),  it  is  collected 
on  a  weighed  filter,  washed,  dried  at  10U°,  and  weighed.  For  the 
properties  of  the  precipitate,  see  §  82.  This  method,  if  properly 
executed,  gives  accurate  results.  The  operator  must  take  care  to 
filter  quickly,  and  to  prevent  the  access  of  air  as  much  as  possible 
during  the  filtration,  since,  if  this  precaution  be  neglected,  sulphur 
is  likely  to  separate  from  the  hydrogen  sulphide  water,  which,  of 
course,  would  add  falsely  to  the  M^eight  of  the  silver  sulphide.  If 
the  presence  of  a  minute  quantity  of  sulphur  in  the  precipitate  is 
suspected,  treat  it  after  drying  with  pure  carbon  disulphide  on  the 
filter  repeatedly,  till  the  fluid  running  through  gives  no  residue  on 
evaporation  in  a  watch-glass ;  dry  and  weigli. 

The  sulphide  must,  however,  never  be  weiglied  as  just  described, 
unless  the  analyst  is  satisfied  tliat  no  considerable  amount  of  sul- 
phur has  fallen  down  with  it,  as  would  occur  if  the  fiuid  contained 
hyponitric  acid,  a  ferric  salt,  or  any  other  substance  which  decom- 
poses hydrogen  sulphide.  In  case  tlie  precipitate  does  contain 
much  admixed  sulphur,  the  simplest  process  is  to  convert  it  into 
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metallic  silver  (H.  Rose*).  For  this  purpose  it  is  transferred  to  a 
weighed  porcelain  crucible,  the  filter  ash  is  added,  and  the  whole 
is  heated  to  redness  in  a  stream  of  hydrogen,  the  apparatus 
described  in  §  108  being  employed.    Results  accurate. 

Should  the  apparatus  in  question  not  be  at  the  operator's  dis- 
posal, he  may,  after  complete  washing  of  the  precipitate,  carefully 
rinse  it  into  a  porcelain  dish  (without  injuring  the  weighed  filter)^ 
heat  it  once  or  twice  with  a  moderately  strong  solution  of  pure 
sodium  sulphite,  retransf er  the  precipitate  (now  freed  from  admixed 
sulphur)  to  the  old  filter,  wash  well,  dry  and  weigh  (J.  LöwBf)  *y 
or  he  may  treat  the  dried  precipitate,  together  with  the  filt«r-ash^ 
with  moderately  dilute  chlorine-free  nitric  acid  at  a  gentle  heat, 
till  complete  decomposition  has  been  effected  (till  the  undissolved 
sulphur  has  a  clean  yellow  appearance),  filter,  wash  well,  and  pro- 
ceed according  to  1,  a. 

3.  Determination  as  Silver  Oyanide. 

Mix  the  neutral  solution  of  silver  with  potassium  cyanide,  until 
the  precipitate  of  silver  cyanide  which  forms  at  first  is  redissolved ; 
add  nitric  acid  in  slight  excess,  and  apply  a  gentle  heat.  If  the 
solution  contains  free  acid,  this  must  be  first  neutralized  with  pot- 
ash or  sodium  carbonate.  After  some  time,  collect  the  precipitated 
silver  cyanide  on  a  weighed  filter,  wash,  dry  at  100°,  and  weigh. 
For  the  properties  of  the  precipitate,  see  §  82.  The  results  are 
accurate. 

4.  DetenndnaHon  as  MetcMio  Sil/oer. 

a.  In  the  Dry  V^ay. 

Silver  oxide,  silver  carbo^iate,  &c.,  are  easily  reduced  by  simple 
ignition  in  a  porcelain  crucible.  In  the  reduction  of  salts  of 
organic  acids,  the  crucible  is  kept  covered  at  first,  and  a  moder- 
ate heat  applied ;  after  a  time  the  lid  is  removed,  and  the  heat 
increased,  until  the  whole  of  the  carbon  is  consumed.  For  the 
properties  of  the  residue,  see  §  82.  The  results  are  absolutely 
accurate,  except  as  regards  silver  salts  of  organic  acids;  in  the 
analysis  of  the  latter,  it  not  unfrequently  happens  that  the  reduced 
silver  contains  a  minute  portion  of  carbon,  which  increases  the 
weight  of  the  residue  to  a  trifling  extent. 

If  it  is  desired  to  transform  silver  chloride,  bromide,  or  sulphide 
*Pogg,  Annal,  ex,  189.  \  Joum.  f.  prakt,  Ohetn.,  lxxvii,  78. 
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into  metallic  silver,  for  the  purpose  of  analysis,  they  are  heated  in 
a  current  of  pure  hydrogen  to  redness,  till  the  weight  remains 
constant.  The  process  may  be  conducted  in  a  porcelain  crucible 
or  a  bulb-tube.  In  the  former  case,  the  apparatus  described  in 
§  lOS  is  used ;  in  the  latter  the  apparatus  represented  in  Fig.  87, 
with  the  substitution,  of  course,  of  hydrogen  for  chlorine  (§  64t, 
14).  If  the  bulb-tube  is  used,  it  must,  after  cooling  and  before 
being  weighed,  be  held  in  an  inclined  position,  so  that  the  hydrogen 
may  be  replaced  by  air.  The  results  are  perfectly  accurate.  Silver 
iodide  cannot  be  reduced  in  this  way. 

5.   In  the  Wei  Way. 

If  the  silver  solution  is  that  of  a  nitrate,  as  is  usual,  add  a  little 
sulphuric  acid  and  evaporate  till  all  the  nitric  acid  is  expelled,  dis- 
solve the  silver  sulphate  in  hot  water,  transfer  it  to  a  weighed 
porcelain  crucible,  and  immerse  in  the  solution  a  rod  of  cadmiam. 
The  silver  is  rapidly  reduced,  and  the  precipitated  metal  may  be 
easily  removed  from  the  cadmium  and  collected  into  a  coherent 
mass.  Warm  the  latter  with  the  acid  liquid  until  no  more 
hydrogen  is  evolved,  wash  with  hot  water  by  decantation,  dry,  and 
ignite.  Kesults  accurate  (A.  Classen  *).  Cadmium  is  preferable 
to  zinc,  because  the  latter  usually  leaves  behind  a  little  lead  on 
solution  in  sulphuric  acid. 

5.    Volumetric  Methods. 

I.  Gay-Lussac's. 

This,  the  most  exact  of  all  known  volumetric  processes,  was 
introduced  by  Gay-Lussao  as  a  substitute  for  the  assay  of  silver  by 
cupellation,  was  thoroughly  investigated  by  him,  and  will  be  found 
fully  described  in  his  work  on  the  subject.  This  method  has  been 
rendered  still  more  precise  by  the  researches  of  G.  J.  Mulder,  to 
whose  exhaustive  monograph  \  I  refer  the  special  student  of  this 
branch.  I  shall  here  confine  myself  to  giving  the  process  so  far 
as  to  suit  the  requirements  of  the  chemical  laboratory,  taking  only 
for  granted  that  the  analyst  li«is  the  ordinary  measuring  apparatus, 
&c.,  at  his  disposal.  Mulder's  results  will  be  made  use  of  to  the 
full  extent  possible  under  these  circumstances. 

a.  Requisites. 

a.  Solution   of   sodium   chloride.       Take   chemically  pure 

*  Zeitachr,  f.  analyU  Chetn,,  v,  402.  The  method  given  by  Millon  and 
CoMMAiLLE  (ZeiUchr,  f.  analyU  Chem.,  ii,  212),  in  which  silver  is  precipitated 
by  means  of  copper-ammonium  chloride,  is  not  to  be  recommended,  according 
to  the  investigations  of  Stab  (»Wd.,  vi,  426),  as  well  as  those  conducted  by  me. 

■  ^w  8iU>wpTobirfMih9d6  (see  note  p.  198). 
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sodium  chloride— either  artificially  prepared  or  pnre  rock-salt — 
powder  it  roughly  and  ignite  moderately  (not  to  fusion  *).  Now 
dissolve  5*4207  grm.  in  distilled  water  to  1  litre,  measured  at  16^. 
100  c.c.  of  this  solution  contains  a  quantity  of  sodium  chloride 
equivalent  to  1  grm.  of  silver,  Ag.  The  solution  is  kept  in  a 
stoppered  bottle  and  shaken  before  use. 

ß.  Decimal  solution  of  sodium  chlobide.  Transfer  50  c.c. 
of  the  solution  described  in  or  to  a  500-c.c.  measuring  flask, 
fill  up  to  the  mark  with  distilled  water  and  shake.  Each  c.c. 
of  this  decimal  solution  corresponds  to  0*001  grm.  silver.  The 
measuring  must  be  performed  at  16*".  The  solution  is  preserved 
like  the  other. 

y.  Decimal  silver  solution.  Dissolve  0*5  grm.  chemically 
pure  silver  f  in  2  to  3  c. c.  pure  nitric  acid  of  1  -2  sp.  gr. ,  and  dilute 
the  solution  with  water  exactly  to  500  c.c.  measured  at  16^.  Each 
0.  c.  contains  0*001  grm.  silver.  The  solution  is  kept  in  a  stoppered 
bottle  and  protected  against  the  influence  of  light. 

Ö.  TEST-BarTLES.  These  should  be  of  colorless  glass,  holding 
easily  200  cc,  closed  with  well-ground  glass-stoppers,  running  to 
a  point  below.  The  bottles  fit  into  cases  blackened  on  the  inside, 
and  reaching  up  to  their  necks.  In  order  to  protect  the  latter  also 
from  tlie  action  of  light,  a  black-cloth  cover  is  employed. 

ft.  Principle. 

Suppose  we  know  the  value  of  a  solution  of  sodium  chloride, 
i.e.^  the  quantity  that  is  necessary  to  precipitate  a  given  amount  of 
silver,  say  1  grm.,  we  are  in  the  position,  with  the  aid  of  this  solu- 

*  On  fusion,  if  the  flame  can  in  the  least  way  act  upon  it,  it  takes  an  alkaline 
reaction,  since  under  the  influence  of  vapor  of  water  and  carbon  dioxide,  a  little 
hydrochloric  acid  is  formed  and  escapes,  while  a  corresponding  quantity  of 
sodium  carbonate  remains. 

f  For  the  preparation  of  pure  silver  Stas  recommends  the  following  method: 
Take  crude  silver  nitrate  containing  copper,  fuse  in  order  to  decompose  any 
platinum  nitrate  which  may  be  present,  dissolve  in  dilute  ammonia,  allow  to 
stand  48  hours,  fllter  and  dilute  till  the  fluid  does  not  contain  more  than  2  per 
cent,  silver.  Add  ammonium  sulphite  in  excess.  To  ascertain  how  much  sul- 
phite will  be  required  make  a  small  preliminary  test;  as  soon  as  after  heating  the 
blue  solution  loses  all  color,  you  may  be  sure  that  enough  of  the  sulphide  has 
been  added.  Warm  on  a  water-bath  to  60°  or  TO**,  when  all  the  silver  will  be 
thrown  down  as  a  metallic  powder,  allow  to  cool  and  wash  by  decantation  with 
diluted  ammonia  till  the  washings  are  free  from  copper  and  sulphuric  acid.  Now 
digest  the  metal  for  several  days  with  strong  anunonia,  wash,  dry,  and  fuse  with 
a  flux  of  borax  and  sodium  nitrate. 
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tion,  to  detennine  an  unknown  amount  of  silver,  for  if  we  put  x 
for  the  unknown  amount  of  silver,  then 

C.C.  of  solution  used  for  1  grm.  :  c.c.  used  f or  » : :  1  grm.  :  x. 

But  if  we  examine  whether  1  moL  sodium  chloride  dissolved  in 
water  actually  precipitates  1  at.  of  silver  dissolved  in  nitric  acid 
exactly,  we  find  that  this  is  not  the  case.*  On  the  contrary,  the 
clear  supernatant  fluid  gives  a  small  precipitate  both  on  the  addition 
of  a  little  solution  of  sodium  chloride,  and  on  the  addition  of  a 
little  silver  solution,  as  Mulder  has  most  accurately  determined* 
The  value  of  a  solution  of  sodium  chloride  in  the  sense  explained 
above  cannot,  therefore,  be  reckoned  from  the  amount  of  salt  it 
contains,  by  calculating  1  at.  silver  for  1  mol.  sodium  chloride,  but 
it  can  only  be  obtained  by  experiment.  Mulder  has  shown  that 
the  temperature  and  the  degree  of  dilution  have  some  influence,, 
and  also  that  this  fact  is  to  be  explained  on  the  ground  of  the  sol- 
vent power  of  the  sodium  nitrate  produced  on  the  silver  chloride^ 
In  the  solution  thus  formed  we  have  to  imagine  NaNO,  and  NaCl 
with  AgNO,  in  a  certain  state  of  equilibrium,  which  on  the  addition 
of  either  NaCl  or  AgNO,  is  destroyed,  silver  chloride  being  pre- 
cipitated. 

From  this  interesting  observation  it  follows,  that  if  to  a  silver- 
solution  we  add  at  first  concentrated  solution  of  sodium  chloride, 
then  decimal  solution  drop  by  drop,  till  the  exact  point  is  reached 
when  no  more  precipitate  appears,  now,  on  addition  of  decimal 
silver-solution,  a  small  precipitate  will  be  again  produced ;  and  if 
we  add  the  latter  drop  by  drop,  till  the  last  drop  occasions  no  tur- 
bidity, then  again  decimal  solution  of  sodium  chloride  will  give  a 
small  precipitate.  On  noticing  the  number  of  drops  of  both  deci- 
mal solutions  which  are  required  to  pass  from  one  limit  to  the 
other,  we  find  that  the  same  number  of  each  are  used.  Let  ua 
suppose  that  we  had  added  decimal  solution  of  sodium  chloride  till 
it  ceased  to  react,  and  had  then  used  20  dropsf  of  decimal  silver- 
solution,  till  this  ceased  to  produce  a  further  turbidity,  we  must 
now  again  add  20  drops  of  decimal  solution  of  sodium  chloride,  in 

*  If  sodium  bromide  or  potassium  bromide  is  used,  complete  precipitatioa 
would  ensue  on  addition  of  an  equivalent  quantity  of  silver  solution,  since  bro> 
mide  of  silver  is  not  at  all  soluble  in  the  supernatant  fluid  (Stas,  Compt  rend, 
Lxvii.  1107). 

f  Twenty  drops  from  Mulder's  dropping  apparatus  are  equal  to  1  c.  c. 
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order  to  reach  the  point  at  which  this  ceases  to  react  Were  we  to 
add  only  10  instead  of  these  20  drops,  we  have  the  neutral  point, 
as  Mulder  calls  it,  i.e.j  the  point  at  which  both  silver  and  sodium 
chloride  produce  equal  precipitates. 

We  have,  therefore,  3  different  points  to  choose  from  for  our 
final  reaction:  a,  the  point  at  which  sodium  chloride  has  just 
ceased  to  precipitate  the  silver;  &,  the  neutral  point;  <?,  the  point 
at  which  silvernaolution  has  just  ceased  to  precipitate  sodium 
chloride.  Whichever  we  may  choose,  we  must  keep  to  it,  i.e.,  we 
must  not  use  a  different  point  in  standardizing  the  sodium  chloride 
solution  and  in  performing  an  analysis.  The  difference  obtained, 
by  using  first  a  and  then  h  is,  according  to  Mulder,  for  1  grm. 
silver,  at  16^,  about  0-5  mgrzn.  silver;  by  employing  first  a  and 
then  Cy  as  was  permitted  in  the  original  process  of  Gay-Lussag,  the 
difference  is  increased  to  1  mgrm. 

For  our  object,  it  appears  most  convenient  to  consider,  once  for 
aU,  the  point  a  as  the  end,  and  never  to  finish  with  the  silver- 
solution.  If  the  point  has  been  overstepped  by  the  addition  of  too 
large  an  amount  of  decimal  solution  of  sodium  chloride,  2  or  3 
C.C.  of  decimal  silver-solution  should  be  added  all  at  once.  The 
end-point  is  then  found  by  carefully  adding  decimal  solution  of 
sodium  chloride  again,  and  the  quantity  of  silver  in  the  silver-solu- 
tion added  is  added  to  the  original  amount  of  silver  weighed  off. 

c.  Performance  of  the  Process. 

This  is  divided  into  two  operations — or,  the  titration  of  the 
sodium-chloride  solution ;  >9,  the  assay  of  the  silver  alloy  to  be 
examined. 

a.  TiTRATiozr  of  the  Sodiuh-Ohloride  Solution. 

Weigh  off  exactly  from  1*001  to  1*003  grm.  chemically  pure 
silver,*  put  it  into  a  test-bottle,  add  5  c.e.  perfectly  pure  nitric 
acid,  of  1*2  sp.  gr.,  and  heat  the  bottle  in  an  inclined  position  in  a 
water-  or  sand-bath  till  complete  solution  is  effected.  "Now  blow 
out  the  nitrous  fumes  from  the  upper  part  of  the  bottle,  and  after 
it  has  cooled  a  little,  place  it  in  a  stream  of  water,  the  temperature 
of  which  is  about  16°,  and  let  it  remain  there  till  its  contents  are 
cooled  to  this  degree,  wipe  it  dry,  and  place  it  in  its  case. 

Now  fill  the  100-c.o.  pipette  with  the  concentrated  solution  of 
sodium  chloride,  which  is  then  allowed  to  flow  into  the  test-bottle 

*  See  Dote,  p.  84S. 
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containing  the  silverHSolution*.  Insert  the  glasö-ßtopper  firmly 
(after  moistening  it  with  water),  cover  the  neck  of  the  bottle  with 
the  cap  of  black  stuff  belonging  to  it,  and  shake  violently  without 
delay,  till  the  silver  chloride  settles,  leaving  the  fluid  perfectly 
clear.  Then  take  the  stopper  out,  rub  it  on  the  neck,  so  as  to 
remove  all  silver  chloride,  replace  it  firmly,  and  by  giving  the 
bottle  a  few  dexterous  turns,  rinse  the  chloride  down  from  the 
apper  part.  After  allowing  to  rest  a  little,  again  remove  the 
stopper,  and  add,  from  a  burette  divided  into  0-1  c.c,  decimal 
sodium-chloride  solution,  allowing  the  drops  to  fall  against  the 
lower  part  of  the  neck,  the  bottle  being  held  in  an  inclined 
position.  If,  as  above  directed,  1-001  to  1-003  grm.  silver  have 
been  employed,  the  portions  of  sodium  chloride  solution  at  firet 
added  may  be  i  c.c.  After  each  addition,  raise  the  bottle  a  little 
out  of  its  case,  observe  the  amount  of  precipitate  produced,  shake 
till  the  fluid  has  become  clear  again,  and  proceed  as  above,  before 
adding  each  fresh  quantity  of  sodium-chloride  solution.  The 
smaller  the  precipitate  produced,  the  smaller  should  be  the  quan- 
tity of  sodium  chloride  next  added ;  towards  the  end  only  two 
drops  should  be  added  each  time ;  and  quite  at  the  end  read  off 
the  height  of  the  fluid  in  the  burette  before  each  further  addition. 
When  the  last  two  drops  give  no  more  precipitate,  the  previous 
reading  is  the  correct  one. 

If  by  chance  the  point  has  been  overstepped,  and  the  time  has 
been  missed  for  the  proper  reading  off  of  the  burette,  add  2  to  3 
c.c.  of  the  decimal  silver  solution  (the  silver  in  which  is  to  be 
added  to  the  quantity  first  weighed),  and  try  again  to  hit  the  point 
exactly  by  careful  addition  of  deciuial  sodium-chloride  solution. 

The  value  of  the  sodium-chloride  solution  is  now  known. 
Reckon  it  to  1  grm.  silver. 

Suppose  we  had  used  for  1*002  grm.  silver,  100  c.c.  of  concen- 
trated and  3  c.c.  of  decimal  sodium-chloride  solution ;  this  makes 
altogether  100-3  of  concentrated ;  then 

1-002: 1-000::  100-3:  a? 

X  =  100-0998 

We  may  without  scruple  put  100-1  for  this  number.     We  now 

*  The  pipette,  having  been  filled  above  the  mark,  should  be  fixed  in  a  support, 
before  the  excess  is  allowed  to  run  out,  otherwise  the  measurings  will  not  be  sufiS* 
ciently  accurate. 
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know  that  100-1  c.c.  of  the  concentrated  solution  of  Bodinm 
chloride,  measured  at  16°,  exactly  precipitates  1  grm.  of  silver. 
This  relationship  serves  as  the  foundation  of  the  calculation  in 
actual  assaying,  and  must  be  re-examined  whenever  there  is  reason 
to  imagine  that  the  strength  of  the  sodium  chloride  solution  may 
have  altered. 

ß.  The  actual  assay  of  the  Silvee-Allot. 

Weigh  off  so  much  as  contains  about  1  grm.  of  silver,  or  better, 
a  few  mgrm.  more  ;*  dissolve  in  a  test-bottle  in  6  to  7  c.c.  nitric 
acid,  and  proceed  in  all  respects  exactly  as  in  or. 

Suppose  we  had  taken  1-116  grm.  of  the  alloy,  and  in  addition 
to  the  100  c.c.  of  concentrated  sodium-chloride  solution,  had  used 
5  c.e.  of  the  dilute  (=  0-5  concentrated),  howmuch  silver  would 
the  alloy  contain  ? 

Presuming  that  we  use  the  same  sodium  chloride  solution 
which  served  as  our  example  in  or,  100-1  c.c.  of  which  =  1  grm. 
silver,  then 

100-1  :  100-5  : :  1-000  :  x 

X  =  1-003996  (say  (1-004). 

We  may  also  arrive  at  the  same  result  in  the  following  manner : — 

NaCl  Solution. 
For  the  precipitation  of  the  silver  in  the  alloy 

were  used 100*5  c.c. 

For  1  grm.  silver  are  necessary 100*1  c.c. 

Difference 0*4  c.a 

There  are,  therefore,  4  mgrm.  of  silver  present  more  than  a  grm., 
on  the  presumption  that  0*1  of  the  concentrated  sodium-chloride 
solution  (=  1  c.c.  of  the  decimal  solution)  corresponds  to  1  mgrm. 

*  In  coins  containing  9  parts  of  silver  and  1  part  of  copper,  tlierefore  take 
about  I'llS  or  1-120.  In  weighing  off  alloys  of  silver  and  copper,  which  do  not 
correspond  to  the  formula  Ag.Cu«  (standard  -^fjfet^,)  =  we  must  remember  that 
they  are  never  homogeneous  in  the  mass  ;  thus,  for  instance,  the  pieces  of  metal, 
from  which  coins  are  stamped,  often  show  1*6  to  17  in  a  thousand  more  silver  in 
the  middle  than  at  the  edges.  In  assaying  alloys,  then,  portions  from  various 
parts  of  the  mass  must  be  taken,  in  order  to  get  a  correct  result.  The  inaccuracy, 
however,  proceeding  Irom  the  cause  above-mentioned,  can  only  be  completely 
overcome  by  fusing  the  alloy  and  taking  out  a  portion  from  the  well-stirred  mass 
for  the  aAsay. 
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silver.  This  Bappoeition,  although  not  absolutely  correct,  may  be 
safely  made,  for  the  inexactness  it  involves  is  too  minute,  as  is 
evident  from  the  previous  calculation. 

Before  we  can  execute  this  process  exactly,  we  must  know  the 
quantity  of  silver  the  alloy  contains  very  approximately.  In 
assaying  coins  of  known  value  this  is  the  case,  but  with  other  silver 
alloys  it  is  usually  not  so.  Under  the  latter  circumstances  an 
approximate  estimation  must  precede  the  regular  assay.  This  is 
performed  by  weighing  off  0*5  grm.  (or  in  the  case  of  alloys  that  are 
poor  in  silver,  1  grm.),  dissolving  in  3  to  6  c.c.  nitric  acid,  and 
adding  from  the  burette  sodium  chloride  solution, — first  in  larger, 
then  in  smaller  quantities — till  the  last  drops  produce  no  further 
turbidity.  The  last  drops  are  not  reckoned  with  the  rest.  The 
operation  is  conducted,  as  regards  shaking,  &c.,  as  previously 
given.  Suppose  we  had  weighed  off  0*5  grm.  of  the  alloy,  and 
employed  25  c.c.  of  the  sodium-chloride  solution — taking  the 
above  supposed  value  of  the  latter — 

We  have  100-1  :  25  : :  1-000  :  x 

X  =  0-2497 

that  is,  the  silver  in  0*6  grm.  of  the  alloy ;  and  as  to  the  quantity  of 
alloy  we  have  to  weigh  off  for  the  assay  proper, 

We  have  0-2497  :  1-003  : :  -5  :  a? 

X  =  2-008. 

This  quantity  will,  of  course,  require  more  nitric  acid  for  solution 
than  was  previously  used  (use  10  q.q.).  In  cases  where  the  highest 
degree  of  accuracy  is  not  required,  the  results  afforded  by  this 
rough  preliminary  estimation  will  be  accurate  enough,  if  the 
experiment  is  carefully  conducted,  since  they  give  the  quantity  of 
silver  present  to  within  -^i^  or  3^. 

With  alloys  which  contain  sulphur,  and  with  such  as  consist  of 
gold  and  silver,  and  contain  a  little  tin,  Levol*  employs  concen- 
trated sulphuric  acid  (about  25  grm.)  as  solvent.  The  portion  of 
the  alloy  is  boiled  with  it  till  dissolved  ;  after  cooling,  the  fluid  is 
treated  in  the  usual  manner.  As,  however,  concentrated  sulphuric 
acid  fails  to  dissolve  all  the  silver  when  there  is  much  copper 
present,  MAscAzzmif  digests  the  weighed  portion  of  alloy  (which 

*Ann<U,  de  Chim.  et  de  Fhye.  (ö).  xliv,  847  ;  Jour u.  f.  prakt.  Chem.,  Lxvi, 
883.  t  Ohem.  öentralöl,,  1857,  800. 
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may  contaiD  small  quantities  of  lead,  tin,  and  antimony,  besides 
gold)  first  with  the  least  possible  amount  of  nitric  acid,  as  long  as 
red  vapors  are  formed ;  he  then  adds  concentrated  sulphuric  acid, 
boils  till  the  gold  has  settled  well  together,  adds  water  after 
<50oling,  and  then  titrates.  In  the  presence  of  mercury,  the 
chloride  of  that  metal  is  carried  down  with  the  silver,  rendering 
the  method  inaccurate.  If  the  quantity  of  mercury  is  but  small, 
you  may  get  over  the  diflSculty  by  adding  25  c.c.  ammonia  and 
^0  cc  acetic  acid  (Levol).  The  ammonium  acetate  acts  by 
decomposing  the  mercuric  chloride,  and  thus  preventing  its 
precipitation  (Debeay*).  If  the  quantity  of  mercury  is  large  the 
addition  of  an  alkali  acetate  is  not  effective,  and  Debbay  recom- 
mends to  drive  oflE  the  mercury  by  igniting  for  four  hours  in  a 
«mall  crucible  of  gas  carbon  in  a  muffle.  The  presence  of  other 
volatile  metals,  such  as  zinc,  does  not  interfere  with  this  oper- 
ation. 

IL   PiSANl's  METHOD-t 

This  process  depends  on  the  following  reaction :  a  solution  of 
iodide  of  starch  added  to  a  very  dilute  neutral  solution  of  silver 
nitrate,  forms  silver  iodide  and  silver  hypoiodite.  The  blue  color 
<sonsequently  vanishes,  and  on  continued  addition  of  the  iodide  of 
«tarch,  the  fluid  does  not  become  permanently  blue  till  all  the  sil 
ver  nitrate  present  is  decomposed  in  the  above  manner.  The 
iodide  of  starch  solution  used  iß  therefore  proportional  to  the  quan- 
tity  of  silver  nitrate.  Hence,  if  the  value  of  the  iodide  of  starch 
solution  be  determined,  by  allowing  it  to  act  on  a  certain  amount 
of  silver  solution  of  known  strength,  we  shall  be  able  to  estimate 
unknown  quantities  of  silver  with  the  greatest  ease,  provided  that 
the  silver  solution  is  free  from  all  other  substances  which  exert  a 
decomposing  action  on  the  iodide  of  starch.  Besides  the  ordinary 
reducing  agents,  the  following  salts  must  be  especially  mentioned 
as  possessing  this  power :  Mercurous  and  mercuric  salts,  stannous 
salts,  manganous,  ferrous,  and  antimonous  salts,  also  auric  chloride 
and  arsenites ;  lead  and  copper  salts,  on  the  other  hand,  do  not 
affect  iodide  of  starch. 

The  iodide  of  starch  is  prepared  as  follows :  make  an  intimate 

*  (hmpt.  rend.,  lxx,  849 ;  Z$U»ehr.f.  Glum,,  1870.  849. 

f  Annal,  d.  Min.,  x,  88 ;  Jahresber.  wn  Lisbig  u.  Kopp,  1856,  749. 
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mixture  in  a  mortar  of  2  gnn.  iodine  and  15  gnn.  starch  with  the 
addition  of  6  to  8  drops  of  water,  and  heat  the  slightly-moist  mix- 
ture in  a  closed  flask  in  a  water-bath,  till  the  original  violet-blue 
color  has  passed  into  dark  grayish-blue — it  takes  about  an  hour. 
The  iodide  of  starch  thus  prepared  is  then  digested  with  water ;  it 
dissolves  completely  to  a  deep  bluish-black  fluid. 

The  value  of  this  fluid  is  determined  by  allowing  it  to  act  on 
10  C.C.  of  a  neutral  solution  of  silver  nitrate,  containing  1  grm.  of 
pure  silver  in  1  litre — the  silver  solution  is  mixed  with  a  little 
pure  precipitated  calcium  carbonate  before  adding  the  iodide  of 
starch.  The  strength  of  this  latter  is  right,  if  50  to  60  c.c.  are 
used  in  this  experiment.  On  adding  it,  at  flrst  the  blue  color  dis- 
appears rapidly,  and  the  fluid  becomes  yellowish  from  the  silver 
iodide.  The  end  of  the  operation  is  attained  as  soon  as  the  fluid  is 
bluish-green.  The  point  is  pretty  easy  to  hit,  and  an  error  of  0*5 
c.c.  is  of  no  importance,  as  it  only  corresponds  to  about  O'OOOl  grm. 
silver.  The  calcium  carbonate,  besides  neutralizing  the  free  acid, 
has  the  efiFect  of  rendering  the  final  change  of  the  color  more  dis- 
tinctly  observable.  To  analyze  an  alloy  of  silver  and  copper,  dis- 
solve about  0*5  grm.  in  nitric  acid,  dilute  to  100  c.c.  to  lower  the 
color  of  the  copper,  saturate  5  c.c.  with  calcium  carbonate,  and  add 
iodide  of  starch  till  the  coloration  appears.  Or  you  may  deter- 
mine very  approximately  the  amount  of  silver  in  2  c.c.  of  the  solu- 
tion, then  precipitate  the  greater  part  (about  99^)  of  the  silver 
from  50  c.c.  of  the  solution  with  standard  solution  of  potassium 
iodide,  and  without  filtering  estimate  the  remainder  of  the  silver 
by  means  of  iodide  of  starch.  If  the  amount  of  silver  to  be  deter- 
mined is  more  than  0*02  grm.,  it  is  always  better  to  employ  the 
latter  method.  In  the  case  of  a  nitric  acid  solution  containing  sil- 
ver with  lead,  the  latter  metal  is  first  precipitated  with  sulphuric 
acid  and  filtered  off,  calcium  carbonate  is  added  to  the  filtrate  till 
ail  free  acid  is  neutralized,  the  fluid  is  filtered  again  (if  necessaiy), 
and  lastly,  more  calcium  carbonate  is  added,  and  then  the  iodide  of 
starch.  Very  dilute  solutions  must  be  concentrated,  so  that  one  may 
have  no  more  than  from  50  to  100  c.c.  to  deal  with.  The  method  is 
worthy  of  notice  and  specially  suited  for  the  estimation  of  small 
quantities  of  silver.  "With  such  it  has  afforded  me  perfectly  satis- 
factory results.  Instead  of  the  standard  iodide  of  starch,  a  dilute 
standard  solution  of  iodine  in  potassium  iodide  may  be  equally  well 
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employed — with  addition  of  starch  solution  (Field  *).  If  this 
is  used  jou  must  bear  in  mind  tliat  any  substance  which  decom- 
poses potassium  iodide  with  separation  of  iodine  will  interfere. 

H.  YooELf  has  modified  Pisani's  method  for  the  conve- 
nience of  photographers.  Nitroso-nitric  acid  (prepared  by  adding 
1  grm.  ferrous  sulphate  to  1000  grm.  of  nitric  acid  of  sp.  gr. 
1-2)  is  added  to  the  silver  solution,  which  may  contain  free  acid; 
starch  solution  is  then  added,  and  also  standard  potassium-iodide 
solution,  until  a  permanent  blue  color.  This  occurs  when  all  the 
silver  is  precipitated,  partly  as  iodide,  partly  as  iodate.  The  pre- 
cipitation depends  upon  the  following  reactions : 

KI  +  AgNO.  =  KNO,  +  Agl ;  and  61  +  6AgN0,  =  AglO. 
+  5 Agl  +  3N,0^.  In  both  cases  1  eq.  of  iodine  precipitates  1  eq. 
of  silver.  The  potassium-iodide  solution  is  made  by  Yooel  of  such 
strength  that  1  c.  c.  is  the  equivalent  of  0*01  grm.  silver  nitrate, 
i.e.y  10  grm.  of  pure,  dry  potassium  iodide  are  dissolved  in  suffi- 
cient liquid  to  measure  1024-1  c.c.  From  my  experience,  the 
method  is  quite  exi)editious,  but  is  not  very  accurate,  because 
equal  volumes  of  silver  solution  will  require  distinctly  varying 
quantities  of  potassium-iodide  solution  if  the  conditions  are 
iJtered,  e.g.,  the  concentration  and  quantity  of  free  acid;  the 
variation  is  evidently  connected  with  the  formation  of  silver 
iodate,  which  is  not  entirely  insoluble  in  the  acid  liquid. 

III.  Method  depending  on  the  action  of  silver  nttrate  on 

SODIUM  CHLORIDE  IN  THE  PRESENCE  OF  POTASSIUM   CHROMATE. 

This  is  the  reverse  of  the  method  for  the  estimation  of  chlorine, 
§  141  &,  A,  and  will  be  described  in  that  place. 

§116. 

2.  Lead. 

a.  Solution. 

Few  of  the  lead  salts  are  soluble  in  water.  Metallic  lead,  lead 
oxide,  and  most  of  the  lead  salts  that  are  insoluble  in  water  dis- 
solve in  dihite  nitric  acid.  Concentrated  nitric  acid  effects  neither 
complete  decomposition  nor  complete  solution,  since,  owing  to  the 

♦  Chem,  News,  ii,  17. 

t  Pogg.  Ann.,  cxziv,  847  ;  Zeitsehr.  /.  analyt.  Chem.t  y,  227. 
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insolubility  of  lead  nitrate  in  concentrated  nitric  acid,  the  first  por- 
tions of  nitrate  formed  protect  the  yet  nndecomposed  parts  of  the 
salt  from  the  action  of  the  acid.  For  the  solubility  of  lead  chlo- 
ride and  sulphate,  see  §  83.  As  we  shall  see  below,  the  analysis  of 
these  compounds  may  be  effected  without  dissolving  them.  Lead 
iodide  dissolves  readily  in  moderately  dilute  nitric  acid  upon  ap- 
plication of  heat,  with  separation  of  iodipe.  Solution  of  potassa 
is  the  only  menstruum  in  which  lead  Chromate  dissolves  without 
decomposition ;  for  analysis,  it  is  best  converted  into  chloride. 

ft.  Determination. 

Lead  may  be  determined  as  oxide^  svlphate^  Chromate^  or  ml- 
phide^  chloride^  lead  oxide  +  leady  and  metallic  lead;  also  by 
volumetric  analysis. 

We  may  convert  into 

1.  Lead  Oxide: 

a.  By  Precipitation. 

All  lead  salts  soluble  in  water,  and  those  of  its  salts  which, 
insoluble  in  that  menstruum,  dissolve  in  nitric  acid,  with  separa- 
tion of  their  acid. 

J.  By  Ignition. 

a.  Lead  salts  of  readily  volatile  or  decomposable  inorganic  acids. 

ß.  Lead  salts  of  organic  acids. 

2.  Lead  Sulphide  : 

All  lead  salts  in  solution. 

3.  Lead  Sulphate  : 
a.  By  Precipitation. 

The  salts  that  are  insoluble  in  water,  but  soluble  in  nitric  acid, 
and  the  acids  of  which  cannot  be  separated  from  the  solution. 
h.  By  Evaporation, 
a.  All  the  oxides  of  lead,  and  also  the  lead  salts  of  volatile 


acids. 


ß.  Many  of  the  organic  compounds  of  lead. 

4.  Lead  Chromate  : 

The  compounds  of  lead  soluble  in  water  or  nitric  acid. 

5.  Lead  Chloride  : 
Lead  Chromate. 

6.  Lead  Oxide  -f  Lead. 
Many  organic  lead  compounds. 
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7.  Metallic  Lead  : 

The  oxides  and  most  of  the  lead  salts  (compounds  of  lead  with 
chlorine,  bromine,  and  iodine). 

Lead  may  be  also  determined  volumetricallj,  but  rarelj 
advantageously. 

The  application  of  these  several  methods  mnst  not  be  under- 
stood to  be  rigorously  confined  to  the  compounds  specially  enu- 
merated under  their  respective  heads ;  thus,  for  instance,  all  the 
compounds  enumerated  under  1  may  likewise  be  determined  as  lead 
sulphate ;  and,  as  above  nientioned,  all  soluble  compounds  of  lead 
may  be  converted  into  lead  sulphide ;  also,  the  lead  in  lead  sulphate 
may  be  without  difficulty  determined  as  sulphide.  Lead  chloride, 
bromide,  and  ioäide  may  be  conveniently  reduced  to  the  metallic 
state  in  a  current  of  hydrogen  gas  in  the  manner  described  in  §  115 
(reduction  of  silver  chloride),  if  it  is  not  deemed  preferable  to  dis- 
solve them  in  water,  or  to  decompose  them  by  a  boiling  solution 
of  sodium  carbonate,  in  which  case,  after  cooling,  carbonic-acid 
gas  is  passed  into  the  solution,  when  the  small  quantity  of  lead 
retained  will  be  precipitated.  If  the  reduction  method  is  resorted 
to,  the  heat  applied  should  not  be  too  intense,  since  this  might 
cause  some  lead  chloride  to  volatilize. 

The  higher  oxides  of  lead  are  reduced  by  ignition  to  the  state 
of  lead  monoxide,  and  may  thus  be  readily  analyzed  and  dissolved. 
Should  the  operator  wish  to  avoid  having  recourse  to  ignition,  the 
most  simple  mode  of  dissolving  the  higher  oxides  of  lead  is  to  act 
upon  them  with  dilute  nitric  acid  with  the  addition  of  alcohol. 
For  the  methods  of  analyzing  lead  sulphate,  Chromate,  iodide,  and 
bromide,  I  refer  to  the  paragraphs  treating  of  the  corresponding 
acids,  in  the  second  part  of  this  section.  To  effect  the  estimation 
of  lead  in  the  oxide  and  in  many  lead  salts,  especially  also  in  the 
sulphate,  the  compound  under  examination  may  be  fused  with 
potassium  cyanide  and  the  metallic  lead  obtained  well  washed  and 
weighed.  From  the  sulphide  also  the  greater  portion  of  the  lead 
may  be  separated  by  this  method,  but  never  the  whole  (H.  Rose*). 

1.   Determination  as  Oxide, 
a.  By  Precipitation, 

Mix  the  moderately  dilute  solution  with  ammonium  carbonate 
slightly  in  excess,  add  some  caustic  ammonia,  apply  a  gentle  heatj 

•P^.Annal,,^,  144. 
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allow  to  cool  and  filter  through  a  small  thin  filter.  Wash  with 
pure  water,  dry,  and  transfer,  the  precipitate  to  a  watch-glass, 
removing  it  as  completely  as  possible  from  the  filter ;  bum  the 
latter  in  a  weighed  porcelain  crucible.  After  the  crucible  is  cold, 
moisten  the  ash  with  nitric  acid,  allow  it  to  evaporate,  ignite  gently, 
allow  to  cool,  add  the  precipitate  and  ignite  gently  till  all  the  car- 
bonic acid  is  driven  oflF.  For  the  properties  of  the  precipitate  and 
residue,  see  §  83.  The  results  are  very  satisfactory,  although  gen- 
erally a  trifle  too  low,  owing  to  lead  carbonate  not  being  absolutely 
insoluble,  particularly  in  fluids  rich  in  ammonium  salts  (Expt.  No. 
42,  h). 

h.  By  Ignition. 

Compounds  like  lead  carbonate  or  nitrate  are  cautiously  ig- 
nited in  a  porcelain  crucible  until  the  weight  remains  constant. 
Lead  nitrate  must  be  very  completely  dried  before  being  ignited, 
in  order  to  avoid  loss  through  decrepitation.  For  the  manner  of 
converting  lead  salts  of  organic  acids  into  oxide,  see  6. 
2.  DeterrmnoMon  as  Sulphide. 

Lead  may  be  completely  precipitated  fron.,  acid,  neutral  and 
alkaline  solutions  by  hydrogen  sulphide,  and  also  from  neutral  and 
alkaline  solutions  by  ammonium  sulphide.  Precipitation  from 
acid  solution  is  usually  employed,  especially  in  separations.  A 
large  excess  of  acid  and  also  warming  should  both  be  avoided. 
The  former  is  prejudicial  to  complete  precipitation  (§  83,/),  the 
latter  may  readily  occasion  the  re-solution  of  the  sulphide  that  has 
already  been  precipitated.  In  order  to  guard  against  incomplete 
precipitation,  before  filtering,  test  a  portion  of  the  supernatant 
fluid  by  mixing  with  a  relatively  large  quantity  of  strong  hydrogen 
sulphide  water ;  the  fluid  must  remain  clear. 

If  the  fluid  contained  no  hydrochloric  acid  or  metallic  chloride, 
the  lead  sulphide  is  pure.  After  it  has  been  filtered  off,  washed 
with  cold  water  and  dried,  it  is  transferred,  together  with  the 
filter-ash,  to  a  porcelain  crucible,  a  little  sulphur  added,  and  ignited 
in  hydrogen  at  gentle  redness  till  its  weight  is  constant.  It  should 
always  be  allowed  to  cool  in  a  current  of  the  gas,  before  being 
weighed.  As  regards  the  apparatus,  see  §  108,  2,  Fig.  83.  For  the 
properties  of  the  residue,  see  §  83,/.  The  results  are  satisfactory 
(H.  Rose).  The  heat  of  the  ignition  must  not  be  too  low,  or  the 
residue  will  contain  too  much  sulphur,  nor  too  high,  or  the  lead 
sulphide  will  begin  to  volatilize,  and  lead  disulphide  will  also  be 
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formed  with  loss  of  hydrogen  sulphide.  Drying  the  precipitate 
at  100*^  cannot  be  recommended  (§  SS^f).  If  the  fluid,  on  the 
contrary,  contained  hydrochloric  acid  or  a  metallic  chloride,  the 
lead  sulphide  contains  chloride  which  cannot  be  removed  even  by 
boiling  the  precipitate  with  ammonium  sulphide.  If  the  precipi- 
tate were  treated  as  above,  we  should  obtain  a  tolerably  pure 
sulphide,  but  not  without  loss  from  volatilization  of  chloride.  A 
precipitate  of  this  kind  must  therefore  be  decomposed  with  strong 
hydrochloric  acid,  the  solution  evaporated  to  dryness,  the  residue 
dissolved  by  heating  with  a  concentrated  solution  of  sodium 
acetate,  and  this  solution  diluted  and  poured  with  stirring  into 
excess  of  strong  hydrogen  sulphide  water.  Or  the  lead  chloride 
obtained  may  be  evaporated,  heated  to  200^,  and  weighed  as  such 

(FiNKENEE*). 

3.  Determination  as  Sulphate. 

a.  By  Precipitation. 

a.  Mix  the  solution  (which  should  not  be  over  dilute)  with 
moderately  dilute  pure  sulphuric  acid  slightly  in  excess,  and  add 
to  the  mixture  double  its  volume  of  common  alcohol ;  wait  a  few 
hours,  to  allow  the  precipitate  to  subside ;  filter,  wash  the  precipi- 
tate with  common  alcohol,  dry,  and  ignite  after  the  method 
described  in  §  53.  Though  a  careful  operator  may  use  a  platinum 
crucible,  still  a  thin  porcelain  crucible  is  preferable.  See  also  the 
remarks,  1,  a. 

ß.  In  cases  where  the  addition  of  alcohol  is  inadmissible,  a 
greater  excess  of  sulphuric  acid  must  be  used,  and  the  precipitate, 
which  is  allowed  some  time  to  subside,  filtered,  and  washed  first 
with  water  acidulated  with  a  few  drops  of  sulphuric  acid,  then 
repeatedly  with  alcohol.  The  remainder  of  the  process  is  con- 
ducted as  in  a. 

If  the  fluid  contained  nitric  acid,  whether  alcohol  is  used  or 
not,  it  is  advisable  to  evaporate  on  the  water-bath  after  the 
addition  of  the  sulphuric  acid,  till  the  nitric  acid  has  escaped, 
otherwise  the  precipitation  will  not  be  complete.  If  the  fluid 
contained  hydrochloric  acid  or  a  metallic  chloride,  lead  chloride  is 
thrown  down  with  the  sulphate.  In  this  case  you  must  either 
evaporate  the  fluid  with  excess  of  sulphuric  acid  and  heat  the 
residue  till  sulphuric  acid  fumes  escape  to  drive  off  the  hydro- 

*  Handb,  d&r  analyt,  Chem.  von  H.  Rose,  6.  Aufl.  voa  Finkense,  982. 
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chloric  add,  or  you  mufit  treat  the  precipitate  and  filter-ash  in  the 
crucible  with  concentrated  Bulphuric  acid,  evaporate  and  ignite  to 
convert  it  into  pure  lead  Bulphate  (Finkensb*). 

For  the  properties  of  the  precipitate,  see  §  83.  The  method  a 
gives  accurate  results ;  those  obtained  by  /?  are  less  exact  (a  little 
too  low),  but  still  however  satisfactory,  if  the  directions  given  are 
adhered  to.  If,  on  the  contrary,  a  proper  excess  of  sulphuric  acid 
is  not  added,  in  the  presence,  for  instance,  of  ammonium  salts,  the 
lead  is  not  completely  precipitated,  and  if  pure  water  is  used  for 
washing,  decided  traces  of  the  precipitate  are  dissolved. 

h.  By  Eva^poraUon, 

a.  Put  the  substance  into  a  weighed  dish,  dissolve  in  dilute 
nitric  acid,  add  moderately  dilute  pure  sulphuric  acid  slightly  in 
excess,  and  evaporate  at  a  gentle  heat ;  at  last  high  over  the  lamp, 
until  the  excess  of  sulphuric  acid  is  completely  expelled.  In  the 
absence  of  organic  substances,  the  evaporation  may  be  effected 
without  fear  in  a  platinum  dish ;  but  if  organic  substances  are 
present,  a  light  porcelain  dish  is  preferable.  With  due  care  in  the 
process  of  evaporation,  the  i*esults  are  perfectly  accurate. 

ß.  Organic  compounds  of  lead  are  converted  into  the  sulphate 
by  treating  them  in  a  porcelain  crucible,  with  pure  concentrated 
sulphuric  acid  in  excess,  evaporating  cautiously  in  the  well-covered 
crucible,  until  the  excess  of  sulphuric  acid  is  completely  expelled, 
and  igniting  the  residue.  Should  the  latter  not  look  perfectly 
white,  it  must  be  moistened  once  more  with  sulphuric  acid,  and 
the  operation  repeated.  The  method  gives,  when  conducted  with 
great  care,  accurate  results ;  a  trifling  loss  is,  however,  usually  in- 
curred,  the  escaping  sulphur  dioxide  and  carbon  dioxide  gases 
being  liable  to  carry  away  traces  of  the  salt. 

4.  Determination  as  Lead  Chromate, 
If  the  w)lution  is  not  already  distinctly  acid  render  it  so  with 
acetic  acid,  then  add  potassium  dichromate  in  excess,  and,  if  free 
nitric  acid  is  present,  add  sodium  acetate  in  sufficient  quantity  to 
replace  the  free  nitric  acid  by  free  acetic  acid ;  let  the  precipitate 
subside  at  a  gentle  heat,  and  collect  on  a  weighed  filter  dried  at 
100°,  wash  with  water,  dry  at  100°,  and  weigh.     The  precipitate 

*  HäfM.  der  anälyt  Chem.  von  H.  Ross,  6.  Aufl.  von  Finkeker,  938. 
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may  also  be  ignited  according  to  §  53,  but  in  this  case  care  mnst  be 
taken  tliat  hardly  any  of  tlie  salt  remains  adhering  to  the  paper^ 
and  that  the  heat  is  not  too  higli.  For  the  properties  of  the 
precipitate,  see  §  93,  2.    The  results  are  accurate  (Expt.  No.  68). 

5.  Determination  cts  Lead  Chloride. 

Add  an  excess  of  hydrochloric  acid  to  the  solution,  concentrate 
on  a  water-bath,  treat  the  residue  with  absolute  alcohol  to  which 
a  little  ether  has  been  added,  allow  to  settle,  filter,  and  wash 
with  ether-alcohol.  The  lead  chloride  may  be  either  dried  at 
100**  after  being  collected  on  a  dried  and  weighed  filter,  or  it  may 
be  carefully  treated  as  in  §  53.  In  the  latter  case  use  a  porcelain 
crucible,  and  take  care  to  leave  no  lead  chloride  in  the  filter  and 
to  avoid  a  temperature  above  200^. 

6.  Determination  as  Lead  Oxide  +  Lead. 

Gently  heat  the  organic  lead  compound  (1  to  2  grm.)  in  a  small 
weighed  porcelain  dish,  allowing  the  heat  to  play  first  upon  the 
margins  of  the  dish  so  that  the  decomposition  may  begin  on  one 
side,  and  thence  proceed  slowly.  When  the  entire  mass  is  decom- 
posed, heat  more  strongly  till  no  glowing  particles  are  percepti- 
ble and  the  residue  appears  to  be  a  carbon-free  mixture  of  lead 
oxide  and  lead  globules.  Weigh  the  residue,  then  warm  it  with 
acetic  acid  until  the  oxide  is  completely  dissolved,  which  is 
soon  effected,  wash  the  lead  by  decautation  with  water,  and  finally 
heat  the  residual  lead  to  remove  all  water,  and  weigh.  On  de- 
ducting the  weight  found  from  that  of  the  residue  first  weighed, 
the  weight  of  the  oxide  contained  is  found.  On  calculating  the 
weight  of  metal  contained  in  the  oxide  found,  and  adding  it  to 
the  weight  of  the  metallic  lead  directly  found,  the  total  metal 
contained  in  the  compound  is  obtained. 

In  carrying  out  this  process,  two  points  must  be  observed. 
First,  the  decomposition  must  be  allowed  to  proceed  very 
slowly,  because  rapid  combustion  of  the  carbon  and  hydrogen  of 
the  compound  at  the  expense  of  the  oxygen  of  the  lead  oxide 
causes  so  high  a  temperature  to  develop  as  to  volatilize  some  lead, 
which  passes  off  in  visible  fumes.  Secondly,  care  must  be  taken 
that  no  carbon  remains  in  the  residue ;  and  this  can  with  cer- 
tainty be  ascertained  with  acetic  acid.  Neglect  of  the  first  point 
gives  results  which  are  too  low ;  neglect  of  the  second  will  give 
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results  too  high.     The  method  is  otherwise  very  convenient,  and 
when  carefully  executed  gives  accurate  results. 

DuLK  has  proposed  the  following  modification  of  the  method 
first  proposed  by  Bbbzelius:  The  compound  is  very  gently 
heated  in  a  covered  porcelain  crucible  until  the  organic  matter  is 
completely  carbonized.  Then  remove  the  lid  and  stir  the  con- 
tents with  an  iron  wire.  The  mass  begins  to  ignite,  and  a  mix- 
ture of  lead  oxide  with  metallic  lead  results,  which  may  contain 
some  unconsumed  carbon.  Bemove  the  crucible  from  the  flame, 
throw  into  it  a  few  pieces  of  recently  fused  ammonium  nitrate 
and  then  replace  the  cover.  The  salt  fuses,  oxidizes  the  lead, 
and  converts  it  partly  into  nitrate.  The  crucible  is  now  ignited 
until  vapors  of  hyponitric  acid  are  no  longer  visible.  The 
residual  oxide  is  then  weighed.  This  rapid  method  insures  com- 
plete combustion  of  all  the  carbon  and  saves  the  time  and  labor 
of  one  weighing.     The  results  are  very  satisfactory. 

7.  Determination  as  Metallic  Lead. 

a.  This  method  is  applicable  to  lead  oxide  and  most  lead  com- 
pounds, such  as  lead  sulphate  and  phosphate,  but  not  Chromate ; 
to  lead  sulphide  it  is  applied  with  difficulty.  The  substance  is 
fused  with  4  to  5  times  its  weight  of  potassium  cyanide  (prepared 
according  to  Liebig's  process)  in  a  well-covered,  well-glazed  por- 
celain crucible.  After  cooling,  treat  the  mass  with  water,  rap- 
idly decant  the  solution  from  the  reduced  lead,  wash  the  latter 
first  with  water,  then  with  diluted  and  finally  strong  alcohol,  dry 
and  weigh.  Sometimes  the  result  is  a  single  lead  globule ;  usu- 
ally, however,  there  are  obtained  a  number  of  globules  mixed 
with  lead  powder.  After  weighing,  dissolve  the  lead  in  warmed 
dilute  nitric  acid.  Any  residue  (portions  of  the  glaze  of  the 
crucible)  is  determined,  and  its  weight  deducted  from  that  first 
found  (H.  EosE).* 

h.  Lead  may  be  precipitated  from  soluble  as  well  as  insoluble 
lead  salts  (lead  chloride  and  sulphate)  by  means  of  zinc  or  cad- 
mium. To  effect  this,  warm  the  lead  compound  with  water  and 
a  little  hydrochloric  acid  on  a  water-bath,  and  add  a  smooth  piece 
of  pure  zinc  or  cadmium  (soluble  without  residue  in  hydrochloric 

*  Pogg.  Annal ,  xci.  104 
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acid).  Kedoction  begins  at  once.  The  lead  precipitating  on  the 
zinc  is  removed  from  time  to  time  with  a  glass  rod,  and  more 
acid  added  occasionally  if  necessary.  The  operation  is  at  an  end 
when  lead  no  longer  deposits  on  the  zinc,  and  when  a  small  quan- 
tity of  the  solution  gives  no  reaction  witli  hydrogen  sulphide. 
The  zinc  or  cadmium  is  then  removed,  the  water  decanted,  and  the 
spongy  lead  rapidly  and  completely  washed  by  decantation.  Dis- 
tilled water  must  not  be  used,  as  this  dissolves  traces  of  lead ; 
spring  water  should  be  used,  and  to  prevent  it  from  precipitating 
the  zinc  or  cadmium  add  a  little  tincture  logwood,  and  then  so 
much  very  dilute  sulphuric  acid,  until  the  red  color  just  gives 
place  to  a  yellow.  The  spongy  lead  cannot  be  dried  without  the 
formation  of  some  hydroxide;  hence  it  may  be  dried  at  laO"^- 
200'',  the  weight  of  the  mixture  of  lead  and  lead  oxide  determined, 
and  the  oxide  estimated  as  under  8  c,  and  the  weight  of  oxygen 
found  deducted  from  the  weight  of  the  mixture  first  found ;  or 
the  spongy  lead  may  be  dissolved  in  nitric  acid  and  the  lead  deter- 
mined as  in  3  5,  as  a  sulphate  (Stolba  *). 

8.  Determination  of  Lead  hy  Volumetric  Analysis. 

Although  there  is  no  lack  of  proposed  methods  for  the  volu- 
metric estimation  of  lead,  we  are  still  without  a  really  good  method 
for  practical  purposes,  that  is,  a  method  which  can  be  generally 
'  employed  and  which  is  at  the  same  time  simple  and  exact.  For 
the  present,  therefore,  in  almost  all  cases  the  gravimetric  deter- 
mination of  lead  is  to  be  preferred  to  the  volumetric.  On  my  own 
part  at  least  I  cannot  see  that  it  is  easier  or  any  better,  when  one 
has  the  precipitate  washed,  to  subject  it  to  a  volumetric  process — 
whereby  the  accuracy  is  necessarily  diminished — ^instead  of  igniting 
it  gently  and  weighing.  For  this  reason  the  better  volumetric 
methods  will  be  but  briefly  described,  the  rest  being  altogether 
omitted. 

a.  The  solution  of  the  normal  lead  salt  must  be  free  from 
alkali  salts,  more  especially  from  ammonium  salts.  It  is  precipi- 
tated with  oxalic  acid  (not  with  ammonium  oxalate),  the  well- 
washed  precipitate  is  dissolved  in  nitric  acid,  sulphuric  acid  added, 


^Jowrn./.  prakt,  Ohmn,,  ci,  löO;  ZeiUohr.f.  analyt.  Cheni,,  vn,  102. 
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and  the  oxalic  acid  in   the  solution   determined  by  potaseiom 
permanganate  (§  137)  Hempel. 

b.  H.  ScHWARz's  method.*  To  the  nitric  acid  solution  add 
ammonia  or  sodium  carbonate,  as  long  as  the  precipitate  redissolves 
on  shaking,  mix  with  sodium  acetate  in  not  too  small  quantity,  and 
then  run  in  from  a  burette  a  solution  of  potassium  dichromate 
(containing  14 '72 Igrm.  in  the  litre)  till  the  precipitate  begins  to 
gettle  rapidly.  Now  place  on  a  porcelain  plate  a  number  of  drops 
of  a  neutral  solution  of  silver  nitrate,  and  proceed  with  the  addition 
of  the  Chromate,  two  or  three  drops  at  a  time,  stirring  carefully 
after  each  addition.  When  the  precipitate  has  settled  tolerably 
clear,  which  takes  only  a  few  seconds,  remove  a  drop  of  the  super- 
natant liquid  and  mix  it  with  one  of  the  drops  of  silver  solution 
on  the  plate.  A  small  excess  of  Chromate  gives  at  once  a  distinct 
red  coloration  ;  the  precipitated  lead  Chromate  does  not  act  on  the 
silver  solution,  but  remains  suspended  in  the  drop.  The  number 
of  c.  c,  of  solution  of  Chromate  used  {minus  O'l,  which  Schwarz 
deducts  for  the  excess)  multiplied  by  0*0207  =  the  quantity  of  lead. 
If  the  fluid  appear  yellow  before  the  reaction  with  the  silver  salt 
occurs,  sodium  acetate  is  wanting.  In  such  a  case  first  add  more 
sodium  acetate,  then  1  c.  c.  of  a  solution  containing  0*0207  lead  in 
1  c.  c. ,  complete  the  process  in  the  usual  way,  and  deduct  1  c.  c. 
from  the  quantity  of  Chromate  used  on  account  of  the  extra  lead 
added.  Any  iron  present  must  be  in  the  form  of  a  ferric  salt ; 
metals  the  Chromates  of  which  are  insoluble  must  be  removed' 
before  tlie  method  can  be  employed. 

c.  The  lead  is  precipitated  according  to  1,  a,  the  carbonate  (its 
composition  is  a  matter  of  indifference  in  the  present  case)  is 
washed,  dissolved  in  a  measured  quantity  of  standard  nitric  acid 
(§  215),  and  a  neutral  solution  of  sodium  sulphate  added,  whereby 
lead  sulphate  is  precipitated  and  an  equivalent  quantity  of  sodium 
nitrate  formed.  If  the  nitric  acid  still  free  is  now  determined 
with  standard  alkali,  we  shall  find  the  quantity  of  acid  that  has 
been  neutralized  by  means  of  the  lead,  from  which  the  amount  of 
lead  may  be  calculated,  each  c.  c.  of  standard  nitric  acid  being  the 
equivalent  of  0  *  1 0346  lead.  You  may  also  determine  the  free  nitric 
acid  by  adding  standard  sodium  carbonate  till,  the  vessel  being  on 

*  DingL  polyt.  Joum,,  clxix,  284;  Zeiteehr.f.  analyt,  Chem,,  ii,  378. 


§  117.]  MKBCÜRY   IN  MERCUKOÜS  COMPOUNDS.  361 

a  black  surface,  a  permanent  turbidity  is  visible.    Eesults  good 
(F.  Mom*). 

§m. 

8.  Mebcüby  in  Mebcüboüs  Compounds. 

a.  Solution. 

Mercurous  oxide  and  mercurous  salts  may  generally  be  dissolved 
by  means  of  dilute  nitric  acid,  but  without  application  of  heat  if 
conversion  into  mercuric  compounds  is  to  be  avoided.  If  all  that 
is  required  is  to  dissolve  the  mercury,  the  easiest  way  is  to  warm 
the  substance  for  some  time  with  nitric  acid,  then  add  hydrochloric 
acid,  di*op  by  drop,  and  continue  the  application  of  a  moderate  heat 
until  a  perfectly  clear  solution  is  produced,  which  now  contains  all 
the  mercury  in  form  of  mercuric  salts.  Heating  the  solution  to 
boiling,  or  evaporating,  must  be  carefully  avoided,  as  otherwise 
mercuric  chloride  may  escape  with  the  steam. 

h.  Determination. 

If  it  is  impracticable  to  produce  a  solution  of  the  mercurous 
compound  without  formation  of  mercuric  salts,  it  becomes  neces- 
sary to  convert  the  mercury  completely  into  mercuric  salts,  when 
it  may  be  determined  as  directed  §  118.  But  if  a  solution  of  a 
mercurous  compound  has  been  obtained,  quite  free  from  mercuric 
salts,  the  determination  of  the  mercury  may  be  based  upon  the 
insolubility  of  mercurous  chloride,  and  eflfected  either  gravimetri- 
cally  or  volumetrically.  The  process  of  determining  mercury, 
described  §  118, 1,  a,  may,  of  course,  be  applied  equally  well  in  the 
case  of  mercurous  compounds. 

1.  Determination  as  Mercurous  Chloride. 

Mix  the  cold  highly  dilute  solution  with  solution  of  sodium 
chloride,  as  long  as  a  precipitate  forms ;  let  the  precipitate  subside, 
collect  on  a  weighed  filter,  dry  at  100°,  and  weigh.  For  the 
properties  of  the  precipitate,  see  §  84.  Besults  accurate.  If  the 
mercurous  solution  contains  much  free  nitric  acid,  the  greater  part 
of  this  should  be  neutralized  with  sodium  carbonate  before  adding 
the  sodium  chloride. 

•  LOirbueh  dm'  Türirmethode,  8.  Aufl.  115. 
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2.  Volvmetric  Methods. 

Several  methods  have  been  proposed  under  this  head:  the 
following  are  those  which  are  most  worthy  of  recommendation : — 

a.  Mix  the  cold  solution  with  decinormal  solution  of  sodium 
chloride  (§  141,  J,  a\  until  this  no  longer  produces  a  precipitate, 
and  is  accordingly  present  in  excess ;  filter  and  wash  thoroughly, 
taking  care,  however,  to  limit  the  quantity  of  water  used ;  add  a 
few  drops  of  solution  of  potassium  Chromate,  then  pure  sodium 
carbonate,  sufficient  to  impart  a  light  yellow  tint  to  the  fluid,  and 
determine  by  means  of  solution  of  silver  nitrate  (§  141,  &,  a)  the 
quantity  of  sodium  chloride  in  solution,  consequently  the  quantity 
which  has  been  added  in  excess ;  this  shows,  of  course,  also  the 
amount  of  sodium  chloride  consumed  in  effecting  the  precipitation. 
One  mol.  of  Hg,0  is  reckoned  for  2  mols.  of  NaCl,  consequently 
for  every  c.c.  of  the  decinormal  solution  of  sodium  chloride,  '0208 
grm.  of  mercurous  oxide.  As  filtering  and  washing  form  indis- 
pensable parts  of  the  process,  tliis  method  affords  no  great  advan- 
tage over  the  gravimetric;  however,  the  results  are  accurate 
(Fk.  Mohr*).  The  two  methods,  1  and  2,  a,  may  also  be  advan 
tageously  combined. 

h.  Precipitate  the  mercurous  solution,!  according  to  1,  with 
sodium  chloride  in  a  stoppered  bottle,  allow  to  subside,  filter,  wash, 
push  a  hole  through  the  bottom  of  the  filter,  and  rinse  the  precipi- 
tate into  the  bottle,  which  usually  lias  some  of  the  washed  mercu- 
rous chloride  adhering  to  its  inside.  Add  a  sufficient  quantity  of 
solution  of  potassium  iodide,  together  with  standard  iodine  solution 
(to  1  grm.  HgjCl,  about  2*0  grm.  KI  and  100  c.c.  decinormal  iodine 
solution:}:),  insert  the  stopper,  and  shake  till  the  precipitate  has 
entirely  dissolved  (Hg,Cl,+  6KI  +  21  =  2[ngI,(KI),]  +  2KC1). 
As  iodine  is  in  excess,  the  solution  appears  brown.  If  any  mercu- 
ric iodide  separates,  add  potassium  iodide  to  redissolve  it.  Now 
add  from  a  burette  solution  of  sodium  thiosulphate^-correspond- 
ing  to  decinormal  iodine  solution — till  the  fluid  is  decolorized  and 
appears  like  water,  transfer  to  a  measuring  flask,  rinse  and  fill  up 
to  the  mark,  shake,  take  out  an  aliquot  part,  add  starch  paste  to  it, 
and  determine  the  excess  of  sodium  thiosulphate  with  decinormal 
iodine  solution.  After  multiplying  by  the  proper  number,  add  the 
c.c.  originally  employed,  subtract  the  c.c.  of  thiosulphate  used,  and 

•Lehrlmeh  der  Türirmethode,  8.  Aufl.  895. 

\  If  mercuric  oxide  is  also  present,  see  §  118,  2.  i  See  §  146.  2. 
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calculate  the  quantity   of  mercury  from  the  remainder.     2  at. 
iodine  =  1  mol.  Hg,Cl,.     Eesults  good  (Hemfbl  *). 


§  118. 
4.  MsBouRY  IN  Mebcurio  Compounds. 

a.  Solution. 

Mercuric  oxide,  and  those  mercuric  compounds  which  are 
insoluble  in  water,  are  dissolved,  according  to  circumstances,  in 
hydrochloric  acid  or  in  nitric  acid.  Mercuric  sulphide  is  heated 
with  hydrochloric  acid,  and  nitric  acid  or  potassium  chlorate  added 
until  complete  solution  ensues ;  it  is,  however,  most  readily  dis- 
solved by  suspending  it  in  dilute  potassa  and  transmitting  chlorine, 
at  the  same  time  gently  warming  (H.  Rose).  When  a  solution 
of  mercuric  chloride  is  evaporated  on  the  water-bath,  mercuric 
chloride  escapes  with  an  aqueous  vapor.  This  fact  must  hot  be 
lost  sight  of  in  effecting  solutions  of  mercuric  compounds.  The 
methods  proposed  by  VoHLf  give  on  this  account  inaccurate 
results.  Fb.  Mohb  X  and  B.  Bieth  §  also  have  not  given  this 
source  of  error  proper  attention. 

J.  Determination. 

Mercury  may  be  weighed  in  the  metoJZio  etaie^  or  as  merca- 
rou8  chloride^  merawric  Sylphide^  or  mercuric  oxide  (§  84) ;  in 
separations  it  is  sometimes  determined  as  loss  on  ignition.  It  may 
also  be  estimated  volumetrically. 

The  first  three  methods  may  be  used  in  almost,  all  cases ;  the 
determination  as  mercuric  oxide,  on  the  contrary,  is  possible 
only  in  mercurous  or  mecuric  nitrates.  The  methods  by  which 
the  mercury  is  determined  as  mercurous  chloride  or  mercuric  sul- 
phide are  to  be  preferred  before  those  in  which  it  is  separated  in 
the  metallic  form.  The  volumetric  method  6  is  of  very  limited 
application.  The  mercurous  chloride  obtained  by  method  2, 
instead  of  being  weighed,  may  be  determined  volumetrically  as 
in  §  117,  2,  I. 

*Annai.  d.  Chem.  u.  Pharm.,  ex,  176.        \IbUL,xcry,  230. 
t  Lehrbuch  der  Titrirmethode,  a  Aofl.,  208. 
g  RiBTH's  Volumetrie,  226. 
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1.  Determin(Ui<m  08  Metallic  Mercury, 

a.  In  the  Dry  Way. 

The  process  is  conducted  in  the  apparatus  illustrated  by 
Fig.  88. 

Take  a  tube  45  cm.  long  and  about  12  mm.  wide,  made  of 
difficultly  fusible  glass  and  sealed  at  one  end.  First  put  into  the 
tube  a  mixture  of  sodium  bicarbonate  and  powdered  chalk  6  cm. 
long,  then  a  layer  of  quicklime ;  these  two  will  occupy  the  space 
from  a  to  h.  Then  add  the  intimate  mixture  of  tlie  substance 
with  an  excess  of  quicklime  (J-c),  then  the  lime  rinsings  of  the 
mortar  {c-d)^  then  a  layer  of  qnicklime  {d-e)y  and  lastly,  a  loose 
stopper  of  asbestos  (e-f).  The  anterior  end  of  the  tube  is  then 
drawn  out  and  bent  at  a  somewhat  obtuse  angle.  The  manipu- 
lations in  the  processes  of  mixing  and  filling  being  the  same  as  in 
organic  analysis,  they  will  be  found  in  detail  in  the  chapter  on  that 
subject. 

A  few  gentle  taps  upon  tlie  table  are  sufficient  to  shake  the 
contents  of  the  tube  down  so  as  to  leave  a  free  passage  through  the 
whole  length  of  the  tube.  The  tube,  so  pi-epared  and  arranged,  is 
now  placed  in  a  combustion  furnace,  the  point  being  inserted  into 
a  flask  containing  water,  the  surface  of  which  it  should  just  touch, 
so  that  the  opening  may  be  just  closed. 

The  tube  is  now  surrounded  with  red-hot  charcoal,  in  the  same 
way  as  in  organic  analysis,  proceeding  slowly  from  e  to  a,  the  last 
traces  of  mercurial  vapor  being  expelled  by  heating  the  mixture  at 


Pig.  ^. 

the  sealed  end  of  the  tube.  Whilst  the  tube  still  remains  in  a  state 
of  intense  ignition,  the  neck  is  cut  oS.  at/*,  and  carefully  and  com- 
pletely rinsed  into  the  receiving  flask,  by  means  of  a  washing-bottle. 
The  small  globules  of  mercury  which  have  distilled  over  are  united 
into  a  large  one,  by  agitating  the  flask,  and,  after  the  lapse  of  some 
time,  the  perfectly  clear  water  is  decanted,  and  the  mercury  poured 
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into  a  weighed  porcelain  crucible,  where  the  greater  portion  of  the 
water  still  adhering  to  it  is  removed  with  blotting-paper.  The 
mercury  is  then  finally  dried  under  a  bell-jar,  over  concentrated 
sulphuric  acid,  until  the  weight  renüains.  constant.  Heat  must  not 
be  applied.  For  the  properties  of  the  metal,  see  §  84.  In  the 
case  of  sulphides,  in  order  to  avoid  the  presence  of  vapor  of  water 
in  the  tube,  which  would  give  rise  to  the  formation  of  sulphuretted 
hydrogen,  the  mixture  of  sodium  hydrogen  carbonate  and  chalk  is 
replaced  by  magnesite.  Mercuric  iodide  cannot  be  completely 
decomposed  by  lime.  To  analyze  this  in  the  dry  way,  substitute 
finely  divided  metallic  copper  for  the  lime  (H.  Rose*).  The  accu- 
racy of  the  results  is  entirely  dependent  upon  the  care  bestowed. 
The  most  highly  accurate  results  are,  however,  obtained  by  the 
application  of  the  somewhat  more  complicated  modification  adopted 
by  Erdmann  and  Marchand  for  the  determination  of  the  atomic 
weight  of  mercury  and  of  sulphur.  For  the  details  of  this  modi- 
fied process,  I  refer  to  the  original  e8say,t  simply  remarking  here, 
that  the  distillation  is  conducted,  in  a  combustion-tube,  in  a  cur- 
rent of  carbon  dioxide  gas,  and  that  the  distillate  is  received  in  a 
weighed  bulb  apparatus  with  the  outer  end  filled  with  gold-leaf,  to 
insure  the  condensation  of  every  trace  of  mercury  vapor.  This 
way  of  receiving  and  condensing  may  be  employed  also  in  the 
analysis  of  amalgams  (K(')nig:{:). 

h.  In  the  Wet  Way. 

The  solution,  free  from  nitric  acid,  and  mixed  with  free  hy- 
drochloric acid,  is  precipitated,  in  a  perfectly  clean  flask  (best 
previously  washed  with  hot  potassa  lye),  with  an  excess  of  a  clear, 
recently  prepared  solution  of  stannous  chloride  containing  free 
hydrochloric  acid ;  the  mixture  is  boiled  for  a  short  time,  the  flask 
loosely  stoppered,  and  then  allowed  to  cool.  After  some  time 
the  perfectly  clear  supernatant  fluid  is  decanted  from  the  metallic 
mercury,  which,  under  favorable  circumstances,  will  be  found 
united  into  one  globule ;  if  this  is  the  case,  the  globule  of  mer- 
cury may  be  washed  at  once  by  decantation,  first  with  water 
acidulated  with  hydrochloric  acid  and  finally  with  pure  water ;  it 
is  dried  and  estimated  as  in  a. 

*Pogg.  Annal,,  cz,  546. 

-^Jaurn./.  prakt.  Chetn,,  xxxi,  885;  also  Pharm.  CentraibL,  1844|  864. 

iJaum.f.  prakt.  Cftem.,  lxx,  Ö4. 
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If,  on  the  other  hatid,  the  particles  of  the  mercary  have  not 
united,  their  union  into  one  globule  may  as  a  rule  be  readily  ef- 
fected by  boiling  a  short  time  with  some  moderately  dilute  hydro- 
chloric acid  mixed  with  a  few  drops  of  stannous  chloride  (having, 
of  course,  previously  removed  by  decantation  the  supernatant 
clear  fluid).     For  the  properties  of  metallic  mercury,  see  §  84. 

Instead  of  stannous  chloride,  other  reducing  agents  may  be 
used,  especially  phosphorous  acid  at  a  boiling  temperature.  This 
method  gives  accurate  results  only  when  conducted  with  the  great- 
est care.     In  general,  a  little  mercury  is  lost. 

2.  DetemUnatian  as  Mercuroits  Chloride. 

a.  After  H.  Boss.'*^  Mix  the  mercuric  solution  (which  may 
contain  nitric  acid,  but  which  must  then  be  considerably  diluted) 
with  hydrochloric  acid  and  excess  of  phosphorous  acid  (obtained 
by  the  oxidation  of  phosphorus  in  moist  air),  allow  to  stand  for 
12  hours  in  the  cold  or  at  a  very  gentle  heat  (at  all  events  under 
60°),  collect  the  mercury,  now  completely  separated  as  mercurous 
chloride,  on  a  weighed  filter,  wash  with  hot  water,  dry  at  100**, 
and  weigh.     Besults  perfectly  satisfactory. 

3.  Determination  as  Mercuric  Sulphide. 

The  solution  is  sufl[iciently  diluted,  acidulated  with  hydrochloric 
acid,  and  precipitated  with  clear  saturated  hydrogen  sulphide  water 
(or  in  the  case  of  large  quantities,  by  passing  the  gas) ;  filter  after 
allowing  the  precipitate  a  short  time  to  deposit,  wash  quickly  with 
cold  water,  dry  at  100°,  and  weigh.     Kesults  very  satisfactory. 

If  from  any  cause  {e,g,  presence  of  ferric  salts,  free  chlorine,  or 
the  like)  the  precipitate  should  contain  free  sulphur,  the  filter  is 
spread  out  on  a  glass  plate,  the  precipitate  removed  to  a  porcelain 
dish  by  the  aid  of  a  jet  from  the  wash-bottle,  and  warmed  for  some 
time  with  a  moderately  strong  solution  of  sodium  sulphite.  The 
filter,  having  been  in  the  mean  while  somewhat  dried  on  the  glass 
plate,  is  replaced  in  the  funnel,  the  supernatant  fluid  is  poured  on 
to  it,  the  treatment  with  sodium  sulphite  is  repeated,  and  the  pre- 
cipitate (now  free  from  sulphur)  is  finally  collected  on  the  filter, 
washed,  dried,  and  weighed.     Results  very  good  (J.  L(')WEt). 

Should  the  quantity  of  sulphur  mixed  with  the  precipitate  be 

*Pogg,  Annal.,  ex,  529. 
\JcuTn.f,  prakt  Chem,,  lxxvit,  78. 
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not  very  large,  it  may  be  removed  also  as  follows :  The  precipi- 
tate is  first  washed  with  water,  then  fully  dried,  then  repeatedly 
washed  with  carbon  disnlphide  (which  must  leave  no  residue  on 
evaporation),  till  a  few  drops  of  the  waahings  evaporate  on  a 
watch-glass  without  leaving  a  residue.  (The  precipitate  is  re- 
tained on  the  filter  throughout  this  operation.) 
Properties  of  mercuric  sulphide,  §  84. 

4.  Determination  as  Oxide. 

In  the  mercurous  and  mercuric  salts  of  the  nitrogen  acids,  the 
metal  may  be  very  conveniently  determined  in  the  form  of  mer- 
curic oxide  (Mabignao  *).  For  this  purpose  the  salt  is  heated  in 
a  bulb-tube,  of  which  the  one  end,  drawn  out  to  a  point,  dips 
under  water,  the  other  end  being  connected  with  a  gasometer,  by 
means  of  which  dry  air  is  transmitted  through  the  tube  as  long 
as  the  application  of  heat  is  continued.  In  this  way  complete 
decomposition  of  the  salt  is  readily  effected,  without  reaching  the 
temperature  at  which  the  oxide  itself  would  be  decomposed. 

5.  Vol/wmst/ric  Methode. 

a.  Precipitate  as  mercurous  chloride  as  in  2,  and  treat  the 
washed  precipitate  as  in  §  117,  2,  ft. 

h.  According  to  LiEBiaf*-  This  method  depends  upon  the 
fact  that  sodium  phosphate  precipitates  mercury  from  solutions  of 
mercuric  nitrate,  but  not  from  mercuric  chloride,  in  the  form  of 
fiocculent,  white  mercuric  phosphate,  which  soon  becomes  crys- 
talline ;  and  that  therefore  sodium  chloride  readily  dissolves  the 
precipitate  (as  long  as  it  is  still  amorphous),  sodium  phosphate 
and  mercuric  chloride  being  formed.  On  knowing  the  quantity 
of  sodium  chloride  necessary  to  effect  the  solution  of  the  precipi- 
tate, that  of  the  mercury  is  known  also,  since  2  eq.  of  sodium 
phosphate  are  the  equivalent  of  1  eq.  of  mercuric  oxide  (as 
phosphate). 

a.  Sodvmrb^chloride  Solution:  Decinormal  sodium  chloride 
may  be  used.  Every  c.  c.  of  this  containing  0*00585  grm.  NaCl 
is  the  equivalent  of  0-0108  HgO. 

ß.  Preparation  of  Mercuric-oxide  Solution :  This  solution 
must,  of  course,  be  free  from  all  compounds  of  chlorine,  iodine, 
and  bromine,  and  the  mercury  must  be  present  as  a  mercuric 

*Jahresber.  vod  Liebig  a.  Kopp,  1849  594. 
t  Annal.  do  Ohem  §t  Pharm.,  lxxxv.  307 
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salt;  and  it  should  be  of  proper  dilation  also.  According  to 
LiEBiG,  10  c.  c,  should  contain  not  more  than  about  0*2  grin,  of 
mercuric  oxide ;  hence,  if  a  preliminary  experiment  shows  it  to 
be  too  strong,  the  solution  must  be  diluted.  The  solution  should, 
further,  be  free  from  metals,  and  should  not  contain  too  much 
free  acid ;  only  so  much  should  be  present  as  to  afford  a  non-acid 
solution  on  adding  the  quantity  of  sodium-phosphate  solution 
required  in  the  experiment  (say  3  or  4  c.  c).  A  solution  which  is 
too  acid  is  treated  with  sodium  carbonate  until  basic  salt  precipi- 
tates, and  this  is  then  redissolved  by  adding  a  drop  or  two  of 
nitric  acid. 

y.  Ferformance  of  the  Analytical  Process:  This  may  be 
carried  out  in  two  ways.  It  is  best  to  employ  both,  since  the  first 
yields  results  a  little  too  high,  the  second  a  little  too  low,  hence 
with  both  the  errors  compensate  each  other.  Method  1 :  To 
10  c.  c.  of  the  mercury  solution  in  a  beaker  add  3  or  4  c.  c.  of  a  satu- 
rated sodium-phosphate  solution,  and  then,  before  the  precipitate 
has  time  to  become  crystalline,  add  sodium-chloride  solution,  the 
last  portions  being  added  very  cautiously,  until  the  precipitate  has 
entirely  disappeared. 

Suppose  20*5  c.  c.  of  sodium-chloride  solution  have  been  re- 
quired to  effect  this.  We  then  measure  off  (Method  2)  20*5  c.  c.  of 
the  same  sodium-chloride  solution,  add  to  it  3  or  4  c.  c.  of  sodium- 
phosphate  solution,  and  run  in  from  a  burette  sufficient  of  the  same 
mercury  solution  to  just  afford  a  permanent  precipitate.  If  10*25 
c.  c.  of  mercury  solution  have  been  required  to  effect  this,  then 
20*5  +  20*5  =  41  c.c.  sodium-chloride  solution  have  been  required 
for  10  + 10*25  =  20 '23  c.  c.  of  mercuric-oxide  solution,  from 
which  it  follows  that,  as  1  c.  c.  of  sodium-chloride  solution  is  the' 
equivalent  of  0*0108  grm.  of  mercuric  oxide,  41  c.  c.  of  the  solu- 
tion will  correspond  to  0*4428  grm.  mercuric  oxide — the  quantity 
contained  in  20*25  of  the  mercury  solution. 

LiEBio  has  shown  by  numerous  experiments  that  this  method 
gives  very  close  results,  e.g.^  0*1878  grm.  instead  of  0*1870; 
0-174  grm.  instead  of  0-1748;  0*1668  grm.  instead  of  0-1664, 
etc.  The  method  is,  however,  susceptible  of  only  very  limited 
application.  For  this  reason  I  omit  giving  Fb.  Mohb's  modifi- 
cation of  the  method,*  which  consists  in  replacing  the  sodium 
phosphate  by  potassium  ferricyanide. 

*  Lehrbuch  der  TitnrmeViode,  3.  Aufl.,  396. 
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c.  Begarding  Pebsonne's  *  method,  which  depends  on  adding 
mercuric-chloride  aolution  to  standard  potassium-iodide  solution 
until  incipient,  permanent  precipitation,  see  2^tschr.  /.  (malyt. 
Cliem.y  II,  381. 

d.  After  J.  J.  SoHSBEB.t  Mercuric  nitrate  or  chloride  maj  be 
directly  determined  with  sodium  thiosulphate.  The  reactions  are 
as  follows :  2H.0  +  3Hg(NO,),  +  2Na,S,0,  =  (HgS).  •  Hg(NO,).+ 
2Na,S0,  +  4HN  O.;  or,  2H,0  +  3HgCl.  +  2NaÄO,  =  (HgS),  -  Hg 
CI,  -f-  2Na,S0^  +  4:HC1.  The  process  is  conducted  as  follows  in 
the  case  of  mercuric  nitrate :  Mix  the  higlily  dilute  solution  with 
a  little  free  nitric  acid  in  a  tall  glass,  and  add  drop  by  drop  solution 
of  sodium  thiosulphate — 12*4  grm.  in  a  litre.  Each  drop  produces 
an  intense  yellow  cloud,  which  on  shaking  quickly  subsides  in  the 
form  of  a  heavy  flocculent  precipitate  (HgS),  •Hg(NO,),.  In  order 
to  distinguish  clearly  the  exact  end  of  the  reaction,  Schekee 
recommends  to  transfer  the  fluid  towards  the  end  to  a  measuring 
flask,  to  take  out  ^  or  •}  of  the  clear  fluid  and  to  finish  with  this. 
The  portion  of  thiosulphate  last  used  is  multiplied  by  3  or  2,  as 
the  case  may  be»  and  added  to  the  quantity  first  used.  1  c.c.  of 
the  solution  corresponds  to  O'Olö  mercury,  or  0*0162  mercuric 
oxide.  The  relation  is  not  changed  even  when  the  fluid  contains 
another  acid  (sulphuric,  phosphoric). 

In  the  case  of  mercuric  chloride,  the  highly  dilute  solution  is 
mixed  with  a  little  hydrochloric  acid  and  warmed,  nearly  to  boil- 
ing, before  beginning  to  add  the  sodium  thiosulphate.  At  first  a 
white  turbidity  is  formed,  then  the  precipitate  separates  in  thick 
flocks.  When  the  solution  begins  to  appear  transparent,  the  pre- 
cipitant is  added  more  slowly.  In  order  to  hit  the  end  of  the 
reaction  exactly,  small  portions  must  be  filtered  off  towards  the 
close.  The  precipitate  nmst  be  completely  white ;  if  too  much 
thiosulphate  has  been  added,  it  is  gray  or  blackish,  and  the  experi- 
ment must  be  repeated.  Scherer  obtained  very  accurate  results. 
Of  couree  no  other  metals  must  be  present  that  exert  a  decompos- 
ing action  on  sodium  thiosulphate. 


*Jaum.  de  Pharm,  et  de  Chem,,  xliu,  477. 
t  Lehrbuch  der  Chemie,  i.  518. 
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§119. 

5.    COPPEB, 

a.  Solution 

Many  cupric  salts  dissolve  in  water.  Metallic  copper  is  best 
dissolved  in  nitric  acid.  Cupric  oxide,  and  those  cupric  salts  which 
are  insoluble  in  water,  may  be  dissolved  in  nitric,  hydrochloric,  or 
sulphuric  acid.  Cupric  sulphide  is  treated  with  fuming  nitric  acid, 
or  it  is  heated  with  moderately  dilute  nitric  acid,  until  the  separated 
sulphur  exhibits  a  pure  yellow  tint;  addition  of  a  little  hydro- 
chloric acid  or  potassium  chlorate  greatly  promotes  the  action  of 
the  dilute  acid. 

J.  Determination. 

Copper  may  be  weighed  in  the  form  of  cupric  oxide^  or  in  the 
metallic  state,  or  as  cuprous  avlphids  (§  85).  Into  the  f onn  of 
cupric  oxide  it  is  converted  by  precipitation,  or  ignition,  sometimes 
with  previous  precipitation  as  sulphide.  The  determination  as 
cuprous  sulphide  is  preceded  usually  by  precipitation  either  as 
cupric  sulphide  or  as  cuprous  sulphocyanate.  Copper  may  be  deter- 
mined also  by  various  volumetric  and  indirect  methods. 

We  may  convert  into 

1.  CUPMC   OXIDE  : 

a.  By  Precipitation  as  hydrated  cupric  oxide  amd  suhseqv^ent 
ignition :  All  cupric  salts  soluble  in  water,  and  also  those  insoluble 
salts,  the  acids  of  which  may  be  removed  upon  solution  in  nitric 
acid,  provided  no  non-volatile  organic  substances  be  present. 

b.  By  Precipitation,  preceded  hy  Ignition  of  the  compound: 
Such  of  the  salts  enumerated  under  a  ajs  contain  a  non-volatile 
organic  substance,  thus  more  particularly  cupric  salts  of  non-vola* 
tile  organic  acids. 

c.  By  Ignition :  Cupric  salts  of  oxygen  acids  that  are  readily 
volatile  or  decomposable  at  a  high  temperature  (cupric  carbonate, 
cupric  nitrate). 

2.  Mepallio  copper  :  Copper  in  all  solutions  free  from  other 
metals  precipitable  by  zinc  or  the  galvanic  current,  also  the  oxides 
of  copper. 

3.  Cuprous  sulphide  :  Copper  in  all  cases  in  which  no  other 
metals  are  present  that  are  precipitable  by  hydrogen  sulphide  or 
potassium  sulphocyanate. 
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Of  the  Beveral  methods  of  effecting  the  estimation  of  copper. 
No.  3  is  particularly  to  be  recommended  for  use  in  laboratories ; 
method  2  is  also  very  convenient,  and  well  adapted  for  assaying. 
Of  the  volumetric  methods,  one  is  suited  for  technical  purposes, 
the  other  for  the  estimation  of  small  quantities  of  copper.  For 
technical  purposes  there  are,  besides,  also  several  colorimetric 
methods,  proposed  by  Heine^  von  Hubebt,  Jaoquelain,  A.  Mül- 
LEB,  and  others,  which  are,  all  of  them,  based  upon  the  comparison 
of  an  ammoniacal  solution  of  copper,  of  unknown  strength,  with 
others  of  known  strength.* 

Levol's  indirect  method  of  estimating  copper,  which  is  based 
upon  the  diminution  of  weight  suffered  by  a  strip  of  copper  when 
digested  in  a  dose-stoppered  flask  with  ammoniacal  solution  of 
copper  till  decolorization  is  effected,  takes  too  much  time,  and  is 
apt  to  give  false  results  (PHiLLiP8,t  Ebdmann:|:).  The  latter  remark 
applies  also  to  the  indii*ect  method  proposed  by  Eunoe,  which  con- 
sists in  boiling  the  solution  of  copper,  free  from  nitric  acid  and 
ferric  salts,  in  presence  of  some  free  hydrochloric  acid,  in  a  flask, 
with  a  weighed  strip  of  copper,  and,  after  decolorization  of  the 
fluid,  determining  the  loss  of  weight  suffered  by  the  copper. 

1.  Determination  as  Cupric  Oxide. 

a.  By  direct  Precipitation  as  Oxide. 

Heat  the  rather  dilute  neutral  or  a^sid  solution  in  a  platinum  or 
porcelain  dish,  to  incipient  ebullition,  add  a  somewhat  dilute  solu- 
tion of  pure  soda  or  potassa  until  the  formation  of  a  precipitate 
ceases,  and  keep  the  mixture  a  few  minutes  longer  at  a  temperar 
ture  near  boiling.  Allow  to  subside,  filter,  wash  by  decantation 
twice  or  thrice,  boiling  up  each  time,  then  collect  it  on  the  filter, 
wash  thoroughly  with  hot  water,  dry,  and  ignite  in  a  porcelain  or 
platinum  crucible,  as  directed  §  53.  Do  not  use  the  blow-pipe. 
After  ignition,  and  having  added  the  ash  of  the  filter,  let  the 
crucible  cool  in  the  desiccator,  and  weigh.  The  action  of  reducing 
gases  must  be  carefully  guarded  against  in  the  process  of  ignition. 

It  will  sometimes  happen,  though  mostly  from  want  of  proper 
attention  to  the  directions  here  given,  that  particles  of  the  precipi- 

*  This  subject  hardly  comes  within  the  scope  of  the  present  work.     I  there- 
fore refer  to  Al.  Müller,  das  Complemcntftrcolorimeter,  Chemnitz,  1854;  Bo- 
demahk'b  Probirkunst  von  Ebrl,  222;  also  to  Dbhms,  Zntichr,/,  analyt.  Chsm., 
lu,  218,  and  Gustav  Bischof,  jun.,  ib  ,  vi,  459. 
fAnnai.  d.  Ohem,  u.  Pharm.,  lxxxi,  208.     iJoum,  /.  prcüä.  Chrnn.,  lxxv,  211. 
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täte  adhere  so  tenaciousl j  to  the  dish  as  to  be  mechanically  irremoY' 
able.  In  a  case  of  this  kind,  after  washing  the  dish  thoronghly, 
dissolve  the  adhering  particles  with  a  few  drops  of  nitric  acid,  and 
evaporate  the  solution  over  the  principal  mass  of  the  precipitated 
oxide,  before  yon  proceed  to  ignite  the  latter.  Should  the  solution 
be  rather  copious,  it  must  first  be  concentrated  by  evaporation, 
until  only  very  little  of  it  is  left.  For  the  properties  of  the  pre- 
cipitate, see  §  85. 

With  proper  attention  to  the  directions  here  given,  the  results 
obtained  by  this  method  are  quite  accurate,  otherwise  they  may  be 
either  too  high  or  too  low.  Thus,  if  the  solution  be  not  sufficiently 
dilute,  the  precipitant  will  fail  to  throw  down  the  whole  of  the 
copper ;  or  if  the  precipitate  be  not  thoroughly  washed  with  hot 
water,  it  will  retain  a  portion  of  the  alkali ;  or  if  the  ignited  pre- 
cipitate be  allowed  to  stand  exposed  to  the  air  before  it  is  weighed, 
an  increase  of  weight  will  be  the  result ;  and  so,  on  the  other  hand, 
a  diminution  of  weight,  if  the  oxide  be  ignited  with  the  filter  or 
under  the  infiuence  of  reducing  gases,  as  thereby  cuprous  oxide 
would  be  formed.  Should  a  portion  of  the  oxide  have  suffered 
reduction,  it  must  be  reoxidized  by  moistening  with  nitric  acid, 
evaporating  cautiously  to  dryness,  and  exposing  the  residue  to  a 
gentle  heat,  increasing  this  gradually  to  a  high  degree  of  intensity. 

Let  it  be  an  invariable  rule  to  test  the  filtrate  for  copper  with 
hydrogen  sulphide  water.  If,  notwithstanding  the  strictest  compli- 
ance with  the  directions  here  given,  the  addition  of  this  reagent 
produces  a  precipitate,  or  imparts  a  brown  tint  to  the  fluid,  tliis  is 
to  be  attributed  to  the  presence  of  organic  matter ;  in  that  case, 
concentrate  the  filtrate  and  wash-water  by  evaporation,  acidify, 
precipitate  with  hydrogen  sulphide  water,  filter,  incinerate  the 
filter,  heat  with  nitric  acid,  dilute,  filter,  concentrate,  precipitate 
with  soda,  and  add  the  oxide  obtained  to  the  main  quantity. 

Never  neglect  to  test  the  cupric  oxide  after  weighing  for  alkali 
or  alkali  salt  by  boiling  it  with  water.  If  either  is  present,  the 
oxide  must  be  exhausted  with  hot  water,  and  then  reignited  and 
reweighed.  Finally,  dissolve  the  oxide  in  hydrochloric  acid  to 
detect  and  if  necessary  to  estimate  any  silicic  acid  it  may  contain. 

In  default  of  sufficiently  pure  potash  or  soda,  the  carbonate 
may  be  used,  but  the  solution  must  not  contain  more  than  1  grm. 
copper  in  the  litre;  the  alkali  carbonate  must  only  be  added 
slightly  in  excess,  and  the  mixture  must  be  boiled  for  half  an  .hour. 
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The  bhiish-green  precipitate  will  tlien  turn  dark  brown  and  gran- 
ular, and  may  be  easily  washed  (Gibbs*). 

F:(5:n  cmmonictoal  eolations,  also,  copper  may  be  precipitated 
by  soda  or  potassa.  In  the  main,  the  process  is  conducted  as  above. 
After  precipitation  the  mixture  is  heated,  until  the  supernatant 
fluid  has  become  perfectly  colorless ;  the  fluid  is  then  filtered  oflE 
with  the  greatest  possible  expedition.  If  allowed  to  cool  with  the 
precipitate  in  it,  a  small  portion  of  the  latter  would  redissolve. 

b.  By  Precipitation  as  Oxide^  preceded  by  Ignition  of  the 
Substance. 

Heat  the  substance  in  a  porcelain  crucible,  until  the  organic 
matter  present  is  totally  destroyed ;  dissolve  the  residue  in  dilute 
nitric  acid,  filter  if  necessary,  and  treat  the  clear  solution  ns 
directed  in  a. 

c.  By  Ignition, 

The  salt  is  put  into  a  platinum  or  porcelain  crucible,  and 
exposed  to  a  very  gentle  heat,  which  is  gradually  increased  to 
intense  redness ;  the  residue  is  then  weighed.  As  cupric  nitrate 
spirts  strongly  when  ignited,  it  is  always  advisable  to  put  it  into  a 
small  covered  platinum  crucible,  and  to  place  the  latter  in  a  large 
one,  also  covered.  With  proper  care,  the  results  are  accurate. 
Cupric  salts  of  organic  acids  may  also  be  converted  into  cupric  oxide 
by  simple  ignition.  To  this  end,  the  residue  first  obtained,  which 
contains  cuprous  oxide,  is  completely  oxidized  by  ignition  with 
mercuric  oxide  (which  leaves  no  residue  on  ignition),  or,  with  less 
advantage,  by  repeated  moistening  with  nitric  acid,  and  ignition. 
A  loss  of  substance  is  generally  incurred  by  the  use  of  nitric  acid 
from  the  difficulty  of  avoiding  spirting. 

2.  Determination  a^  Metallic  Copper, 
a.  By  Precipitation  with  Zinc  or  Cadmium.j' 
Introduce  the  solution  of  copper,  after  having,  if  required,  first 
freed  it  from  nitric  acid,  by  evaporation  with  hydrochloric  acid  or 

*ZeitS€hr.f.  analyt.  Chem.,  vir,  258. 

f  The  metliod  of  precipitating  copper  l>y  iron  or  «inc  and  weighing  it  in  the 
metallic  form  was  proposed  long  ago;  see  Pkaff's  Handbuch  der  ancUyti^chen 
Chernüy  Altona,  1822,  ii,  209;  where  the  reasons  are  given  for  preferring  zinc  as 
a  precipitant,  and  hydrogen  salphide  is  recommended  as  a  test  for  ascertaining 
whether  the  precipitation  is  complete.  I  mention  this  with  reference  to 
F.  MoHB's  paper  in  the  Annal.  d.  Chem,  u.  Pharm.^  xcvi,  215,  and  Bodb- 
iCANK's  Probirkanst  von  Ekrl,  220. 
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salphnric  acid,  into  a  weighed  platinum  dish ,  dilute,  if  necessary 
with  some  water,  throw  in  a  piece  of  zinc  (soluble  in  hydrochloric 
acid  without  residue),  and  add,  if  necessary,  hydrochloric  acid  in 
sufficient  quantity  to  produce  a  moderate  evolution  of  hydrogen. 
If,  on  the  other  hand,  this  evolution  should  be  too  brisk,  owing  to 
too  large  excess  of  acid,  add  a  little  water.  Cover  the  dish  with  a 
watch-glass,  which  is  afterwards  rinsed  into  the  dish  with  the  aid 
of  a  washing-bottle.  The  separation  of  the  copper  begins  imme- 
diately ;  a  large  proportion  of  it  is  deposited  on  the  platinum  in 
form  of  a  solid  coating;  another  portion  separates,  more  particu- 
larly from  concentrated  solutions,  in  the  form  of  red  spongy  masses. 
Application  of  heat,  though  it  promotes  the  reaction,  is  not  abso- 
lutely necessary ;  but  there  must  always  be  sufficient  free  acid 
present  to  keep  up  the  evolution  of  hydrogen.  Alter  the  lapse  of 
about  an  hour  or  two,  the  whole  of  the  copper  has  separated.  To 
make  sure  of  this,  test  a  small  portion  of  the  supernatant  fluid 
with  hydrogen  sulphide  water ;  if  this  fails  to  impart  a  brown  tint 
to  it,  you  may  safely  assume  that  the  precipitation  of  the  copper  is 
complete.  Ascertain  now,  also,  whether  the  zinc  is  entirely  dis- 
solved, by  feeling  about  for  any  hard  lumps  with  a  glass  rod,  and 
observing  whether  renewed  evolution  of  hydrogen  will  take  place 
upon  addition  of  some  hydrochloric  acid.  If  the  results  are  satis- 
factory in  this  respect  also,  press  the  copper  together  with  the  glass 
rod,  decant  the  clear  fluid,  which  is  an  easy  operation,  pour,  with- 
out loss  of  time,  boiling  water  into  the  dish,  decant  again,  and 
repeat  this  operation  until  the  washings  are  quite  free  from  hydro- 
chloric acid.  Decimt  the  water  now  as  far  as  practicable,  rinse  the 
dish  with  strong  alcohol,  dry  at  100°,  let  it  cool,  and  weigh.  If 
you  have  no  platinum  dish,  the  precipitation  may  be  efl!ected  also 
in  a  porcelain  crucible  or  glass  dish ;  but  it  will,  in  that  case,  take 
a  longer  time,  because  of  the  lack  of  the  galvanic  action  between 
the  platinum  and  zinc;  and  the  whole  of  the  copper  will  be 
obtained  in  loose  masses,  and  not  firmly  adhering  to  the  sides  of  the 
crucible  or  dish,  as  in  the  case  of  precipitation  in  platinum  vessels. 
The  results  are  very  accurate.  The  direct  experiment,  No. 
69,  gave  100  and  100*06,  instead  of  100.  Fb.  Mohr  {loc.  cit.) 
obtained  equally  satisfactory  results  by  precipitating  in  a  porce- 
lain crucible.* 

♦  Storer  (On  the  alloys  of  copper  and  zinc,  Cambridge,  IbdO,  p.  47)  says  that 
the  precipitated  copper  retains  water,  but  I  have  not  found  this  to  be  the  case. 
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Zinc  being  Bometimes  difficult  to  obtain  of  sufficient  purity, 
cadmiuui  uiay  be  used  instead ;  it  dissolves  with  less  violence  in 
strongly  acid  copper  solutions.  It  may  be  used  in  the  form  of  rod 
in  which  it  usually  occurs  in  commerce  (Classen*). 

b.  By  PrecipU(Uion  with  the  Galvanic  Current. 

This  method  makes  us  independent  of  pure  zinc  or  cadmium, 
and  yields  the  copper  in  a  compact  form,  readily  washed  and  deter« 
mined.  It  is  now  largely  used  in  copper  works,  constant  batteries 
have  been  employed  for  it,  and  the  whole  process  has  been  organ- 
ized for  use  on  a  large  scale  by  Lückow,  and  adopted  by  the  Mans« 
feld  Ober-Berg-und  Hütten-Direction  in  Eisleben.t  A  small  elec- 
trolytic apparatus  without  separate  battery,  for  single  precipitations, 
has  been  described  by  Ulloben.:|: 

€.  By  Ignition  in  Hydrogen, 

The  oxides  of  copper  when  ignited  in  a  current  of  pure  hydro- 
gen are  converted  into  metallic  copper,  and  may  thus  be  conven- 
iently analyzed.  Occasionally  the  cupric  oxide  obtained  by  1,  a  or 
},  is  reduced  either  at  once,  or  after  weighing ;  in  the  latter  case 
the  reduction  serves  as  a  control. 

3.  DetermiruUion  as  Cuproua  Sulphide, 

a.  By  Precipitation  as  Cupric  Sulphide. 

Precipitate  the  solution — which  is  best  moderately  acid,  but 
should  not  contain  a  great  excess  of  nitric  acid — according  to  the 
quantity  of  copper  present,  either  by  the  addition  of  strong  hydro- 
gen sulphide  water,  or  by  passing  the  gas.  In  the  absence  of  nitric 
acid  it  is  well  to  heat  nearly  to  boiling  while  the  gas  is  passing,  as 
this  makes  the  precipitate  denser,  and  it  is  more  easily  washed. 
When  the  precipitate  has  fully  subsided,  and  you  have  made  sure 
that  the  supernatant  fluid  is  no  longer  colored  or  precipitated  by 
strong  hydrogen  sulphide  water^  filter  quickly,  wash  the  precipi- 
tate without  intermission  with  water  containing  hydrogen  sulphide, 
and  dry  on  the  filter  with  some  expedition.  Transfer  to  a  weighed 
porcelain  crucible,  add  the  filter-ash  and  some  pure  powdered  sul- 
phur, and  ignite  strongly  in  a  stream  of  hydrogen  (§  108,  Fig. 
83).  It  is  advisable  to  use  a  glass  blow-pipe.  The  results  are 
yery  accurate  (H.  Ro8e§). 

*  Jaum,  f.  prakt,  Chtm.,  xcvi,  2{S9.  ' 

\ZeHMehr,  /.  analyt.  Chem,,  vm,  28  and  xi,  1.  Ck>inpare  also  Oibbs,  i^., 
in,  884,  and  Lbco<^  db  Boisbavdan,  ib.,  vii,  268. 

t  ift. .  vn,  442.  §  Pogg.  AnnaL  ex,  188. 
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This  method,  which  was  recommended  by  Berzelius,  and 
afterwards  by  Bbuitneb,  has  only  lately  received  a  very  practical 
form  from  Üie  apparatus  introduced  by  H.  Bosk.  I  feel  great 
pleasure  in  recommending  it«  In  my  own  laboratory  it  is  in 
frequent  use. 

If  the  precipitated  cupric  sulphide  is  ignited  instead  in  a 
current  of  hydrogen  in  a  covered  porcelain  crucible,  from  which 
the  heat  as  well  as  the  cover  are  removed  occasionally  for  a  few 
seconds,  the  contents  wi]l  be  converted  into  a  variable  mixture  of 
Cu,S  and  CuO,  which  may  contain,  according  to  circumstances, 
cupric  oxide  or  cuprous  sulphide.  Since,  however,  the  percent- 
age content  of  cupric  oxide  and  cuprous  sulphide  in  copper  is 
the  same,  the  copper  content  in  the  residue  may  also  be  deter* 
mined  (Ulbioi  *).  This  method  is  simpler  than  the  one  detailed 
above,  but  is  not  quite  as  accurate. 

h.  By  Precipitation  as  CfupraiM  Svlphocyanate^  after  Rivot.  f 
The  solution  should  be  as  free  as  possible  from  nitric  acid  and 
free  chlorine,  and  should  contain  little  or  no  free  acid.  Add  sul- 
phurous or  hypophosphorous  acid  in  sufficient  quantity,  and  thou 
solution  of  potassium  sulphocyanate  in  the  least  possible  excess. 
The  copper  precipitates  as  white  cuprous  sulphocyanate.  It  is 
filtered  after  standing  some  time,  washed  and  dried,  mixed  with 
sulphur,  ignited  in  hydrogen  in  the  apparatus  mentioned  in  a,  and 
this  ignition  with  sulphur  is  repeated  till  the  weight  is  constant. 
The  precipitate  may  also  be  collected  on  a  weighed  filter,  dried  at 
100*^,  and  then  weighed.  The  experiment,  No.  71,  conducted  in 
the  latter  way,  gave  99*66  instead  of  100.  The  process  yields 
satisfactory  results,  but  they  are  always  inclined  to  be  a  little  too 
low,  as  the  cuprous  sulphocyanate  is  not  absolutely  insoluble.  The 
loss  is  larger  in  the  presence  of  much  free  acid. 

c.  Cuprous  and  cupric  oxide,  cupric  sulphate,  and  many  other 
salts  of  copper  (but  not  chloride,  bromide,  or  iodide)  may  be  directly 
converted  into  cuprous  sulphide,  by  mixing  with  sulphur  and 
igniting  in  hydrogen  as  in  a  (H.  Rose,  loc,  cit).  The  results  are 
thoroughly  satisfactory. 

*Joum.f.prakt,  Chem.,  cvii,  110. 

t  Oompt.  Bend.,  xzxVm,  868;  Jounuf.  prakt.  Chem,,  Lxn,  352. 


g  119.]  COPPKIU  877 

4.    Vohimetric  Methods. 

a.  Db  Hasn's  Mbthod.* 

I  reconunend  this  method,  which  was  devised  in  mj  own 
laboratory,!  as  more  especially  applicable  in  cases  where  small 
quantities  of  copper  are  to  be  estimated  in  an  expeditious  way. 
The  method  is  based  upon  the  fact  that,  when  a  cupric  salt  in 
solution  is  mixed  with  potassium  iodide  in  excess,  cuprous  iodide 
and  free  iodine  are  formed,  the  latter  remaining  dissolved  in  the 
solution  of  potassium  iodide :  CuSO,  +  2KI  =  Cul  +  K.SO,  + 1. 
Now,  by  estimating  the  iodine  by  Bcnsen's  method,  or  with  sodium 
thiosulphate  (§  146),  we  learn  the  quantity  of  copper,  as  1  at. 
iodine  (126-85)  corresponds  to  1  at.  copper  (63-6).  The  following 
is  the  most  convenient  way  of  proceeding :  Dissolve  the  compound 
of  copper  in  sulphuric  acid,  best  to  a  neutral  solution ;  a  mov^urate 
excess  of  free  sulphuric  acid,  however,  does  not  injuriously  affect 
the  process.  Dilute  the  solution,  in  a  measuring  flask,  to  a  defi- 
nite volume ;  100  c.c.  should  contain  from  1  to  2  grm.  of  copper. 
Introduce  now  about  10  c.c.  of  potassium  iodide  solution  (1  in  10) 
into  a  stop'pered  bottle,  add  10  c.c.  of  the  copper  solution,  mix, 
allow  to  stand  10  iiiinutes,  and  then  determine  the  separated 
iodine,  either  with  sulphurous  acid  and  iodine  (§  146,  1),  pr  with 
sodium  thiosulphate  (§  146,  2).  The  copper  solution  must  be  free 
from  ferric  salts  and  other  bodies  which  decompose  potassium 
iodide,  also  free  nitric  acid,  and  free  hydrochloric  acid ;  and  the 
solution  must  not  be  allowed  to  stand  too  long  before  titration. 
With  strict  attention  to  these  rules,  the  results  are  quite  accurate. 
Db  Haen  obtained,  for  instance  0'8667  instead  of  0*3566  of  cuprib 
sulphate,  99-89  and  100-1  instead  of  100  of  metallic  copper. 
Further  experiments  (No.  72)  have  convinced  me,  however,  that, 
though  the  results  attainable  by  this  method  are  satisfactory,  they 
are  not  always  quite  so  accurate  as  would  be  supposed  from  the  above 
figures  given  by  Ds  Habn.  Acting  upon  Fs.  Mohr's  suggestion 
I  tried  to  counteract  the  injurious  influence  of  the  presence  of 

*  Annal.  d,  Chem.  u.  Pharm.,  xci.  287. 

f  Brown  {Quart,  Jovm,  of  the  Oh§m.  8oe,,  x,  65),  who  published  this  as  a 
new  method  in  1857,  appears  to  have  been  ignorant  of  its  publication  in  1854. 
Even  the  slight  yariation  of  determining  the  iodine  with  sodium  hyposulphite 
(Schwarz)  instead  of  with  sulphurous  acid  (Buksbn)  was  given  bj  Mohr 
{Lefirbuch  dar  Tttrirmethode,  i,  887)  in  1855.  The  same  maj  be  said  of  Rump- 
LBR,  who  in  1868  {Jaurn.  f  prakt,  Chem.,  cv,  103)  published  the  method,  with 
a  slight  modification,  as  new. 
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nitric  acid,  by  adding  to  the  solution  containing  nitric  acid,  first, 
ammonia  in  excess,  then  hydrochloric  acid  to  slight  excess;  the 
result  was  by  no  means  satisfactory.  The  reason  of  this  is  that  a 
solution  of  ammonium  nitrate,  mixed  with  some  hydrochloric  acid, 
will,  even  after  a  sliort  time,  begin  to  liberate  iodine  from  solution 
of  potassium  iodide. 

h.  Parkes'  *  Method;  and  H.  Fleck's f  Modification. 

Pakkes'  expeditious  method  is  based  on  the  action  of  potassium 
cyanide  on  ammoniacal  copper  solution.  On  adding  potassium 
cyanide  to  the  azure-blue  fluid,  the  color  disappears,  CuCy, 
NH^Cy,  and  KOII  being  formed,  while  one  equivalent  of  cyanogen 
is  liberated,  and  acting  on  the  tree  ammonia  present,  yields  urea, 
urea  oxalate,  ammonium  cyanide,  and  ammonium  formate  (Lie- 
bio  X)'  The  decomposition  is  not  always  uniform,  however,  th3 
quantity  and  strength  of  the  ammonia  having  considerable  in- 
fluence ;  see  Liebig  {loo.  oit.)^  as  also  my  experiments  (No.  73,  a), 
from  which  it  appears  that  the  neutral  ammonium  salts  present 
modify  the  results.  See  also  Fleck  (loc.  cit.)^  v.  Wolfskbon,§ 
Steinbeck,!  and  Kibpitschow.T, 

Fleck  proposed  the  following  modiflcation :  Instead  of  am- 
monia, a  1 :  10  solution  of  ammonium  sesquicarbonate  is  used  at  a 
temperature  of  60'',  the  end  of  the  reaction  being  rendered  more 
readily  determined  by  adding  2  drops  of  a  1 :  20  potassium-fer- 
rocyanide  solution,  neither  the  blue  color  nor  its  transparency  be- 
ing affected  by  this  addition.  The  potassium-cyanide  solution  is 
standardized  against  a  copper  solution  of  known  strength,  before 
being  employed  for  solutions  of  unknown  strength.  On  adding 
the  potassium-cyanide  solution  by  drops  to  the  blue  solution 
warmed  to  60®,  the  odor  of  cyanogen  becomes  quite  distinct, 
while  the  color  of  the  solution  becomes  gradually  paler.  As  soon 
as  the  copper  double  salt  is  decomposed,  the  red  color  of  copper 
ferrocyanide  becomes  visible  without  any  precipitate  forming, 
and  on  adding  the  last  drop  of  the  potassium-cyanide  solution 
this  color  fades  away  also  and  leaves  a  perfectly  colorless  liquid. 

•  Mining  Journal,  18Ö1.  f  Polyteehn.  Ceniralbl,  1859.  1813. 

t  Annal.  d.  Ch&m.  u.  Pharm,,  xcv.  118. 
§  ZeiiMhr,  /.  aruilyi,  Ch&m„  v.  403.  I  Ibid.,  vni,  16. 

%ZeiUchr.f,  Chem.  (II).  vu,  207. 
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This  modification  yields  results  which  while  concordant  are  yet 
only  approximate.*  Where  such  suffice,  the  method  may  be  used, 
as  it  is  quite  convenient. 

I  have  found  that  in  tliis  method  also,  ammonium  salts,  if 
present,  have  an  influence  on  the  results  (see  Exp.  "No.  73,  i), 
hence  the  method  appears  to  be  useful  only  when  the  standard- 
ization of  the  potassium-cyanide  solution  and  the  analytical  proc- 
esses are  performed  under  similar  circumstances. 

On  this  principle  is  based  Stkinbbck's  f  method,  which  was 
devised  for  estimating  the  copper  in  the  Mansfeld  shales,  and 
which  received  a  premium  from  the  Mansfeld  Ober-Berg-und 
Hütten- Direction.  It  depends  upon  the  precipitation  of  metallic 
copper  from  a  hydrochloric-acid  solution  by  zinc  in  contact  with 
platinum.  After  being  washed,  the  metallic  copper  is  dissolved 
in  a  definite  quantity  of  nitric  acid,  a  definite  quantity  of  am- 
monia added,  and  the  standard  solution  of  potassium  cyanide 
then  added  until  decolorization  is  effected.  Since,  in  this 
method,  only  definite  quantities  of  ammonia  and  ammonium 
nitrate  are  present,  the  results  obtained  are  very  concordant,  and 
also  very  nearly  correct  if  the  cyanide  solution  is  standardized 
against  a  copper  solution  the  strength  of  which  is  approximately 
like  that  of  solution  to  be  operated  upon.  The  cyanide  solution 
should  be  made  of  such  strength  that  1  c.  c.  of  it  is  the  equiva- 
lent of  0-005  grm.  of  copper. 

c.  Methods  Depending  upon  the  Pbeoipffation  of  Coppeb 
BY  Sodium  Sulphide. 

Pelouze  supersaturates  the  neutral  or  acid  copper  solution  with 
ammonia,  heats  the  solution  to  between  60^  and  80^,  and  adds  so- 
dium sulphide  until  the  blue  color  just  disappears.  The  precipitate 
that  forms  at  this  temperature  has  the  composition  öCuS  +  CuO. 
As  the  temperature  is  not  without  influence  on  the  composition 
of  the  precipitate,  and  as  the  moment  of  disappearance  of  the 
blue  color  is  not  very  marked,  Fb.  Mohb  ^  and  Ki'tnzel  S  have 

*  Fleck  used  in  6  tests,  in  which  varying  quantities  of  ammoniam  carbonate 
were  purposely  taken  for  100  c.  c.  of  copper  solution,  a  minimum  of  16*2  c.  c. 
and  a  maximum  of  15 '75  c.  c,  an  average  of  16'46  c.  c.  of  potassium-cyanide 
solution. 

t  Zeüwhr,  /.  analyt.  Chem.,  viii.  8. 

X  Lehrbuch  der  Türirmethode,  8.  Aufl.,  429. 

§  Jtntr.f.  prakt,  Chem.,  lxxxviii,  486;  ZeiUefir,/,  analyt,  Cliem,,  ii,  373. 
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modified  the  method.  The  former  precipitates  in  the  cold 
(whereby  cnpric  sulphide  is  formed),  and  ascertains  the  incipient 
excess  of  sodium  sulphide  by  using  alkaline-lead  solution.  The 
latter  precipitates  at  the  boiling  temperature  (the  oxysulphide 
formed  in  this  case  rapidly  settles),  and  ascertains  when  the  pre- 
cipitation of  copper  is  complete  by  bringing  a  drop  of  the 
fluid  into  contact  with  freshly  precipitated  hydrated  zinc  sulphide 
(it  should  not  be  colored  brown).  The  sodium-sulphide  solution 
should  be  diluted  so  that  1  c.  c.  will  precipitate  about  0*01  grm. 
copper.  It  may  be  standardized  by  using  a  solution  containing 
10  grm.  of  copper  per  litre.  20  c.  c.  are  taken,  representing  0'2 
grm.  of  copper,  supersaturated  with  ammonia,  then  diluted  with 
water,  heated  to  boiling,  and  sodium-sulphide  solution  then  added 
until  the  reaction  is  complete.  The  zinc  sulphide  required  is  pre- 
pared by  dissolving  ordinary  zinc  in  hydrochloric  acid,  adding  an 
excess  of  ammonia,  and  boiling  with  a  small  quantity  of  sodium- 
sulphide  solution,  whereby  any  lead  present  is  precipitated.  Suf- 
ficient sodium-sulphide  solution  is  now  added  to  precipitate  nearly 
all  of  the  zinc  (leaving  a  small  quantity  unprecipitated) ;  the 
magma  obtained  is  uniformly  spread  out  over  several  layers  of 
blotting-paper. 

According  to  Kunzbl  the  method,  if  carefully  carried  out, 
gives  errors  not  exceeding  0*26  per  cent. ;  hence  it  is  perfectly 
suitable  for  technical  purposes. 

d.    Methods   Depending  Upon   the   Reduction  of   Cupbic 
Chlobide  bt  Stannous  Chlobide. 

E.  MuLDEB  *  was  the  first  to  base  upon  this  reaction  a  method 
of  estimating  copper,  using  indigo-carmine  as  an  indicator.  Fb. 
Weil  f  found  that  if  sufficient  hydrochloric  acid  is  present,  the 
end  of  the  reaction  is  indicated  by  the  decolorization  of  the  hot 
liquid.  He  prepared  the  stannous-chloride  solution  by  dissolving 
6  grm.  of  tinfoil  in  200  c.  c.  of  hot  hydrochloric  acid  and  diluting 
the  solution  with  boiled  water  to  make  1  litre.  The  copper  solu- 
tion, against  which  the  stannous-chloride  solution  must  be  stand- 
ardized before  every  fresh  series  of  estimations,  is  prepared  by 

*Jahre9ber.  von  Kopp  u.  Will,  1800,  618. 
\Z6iUchr,f.  analyt  Cheni.,  ix.  207. 
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dissolving  7*864  grm.  of  copper  sulphate  (=  2  grin.  Cu.),  pow- 
dered and  dried  by  pressure  between  blotting-paper,  in  water  to 
make  500  c.  c.  25  c.  c.  of  this  solution  (containing  0*1  grm.  cop- 
per) are  then  introduced  into  a  100-c.  c.  flask,  5  c.  c.  of  pure, 
concentrated  hydrochloric  acid  added,  the  whole  heated  to  gentle 
boiling,  and  stannous-chloride  solution  added  to  the  boiling  liquid, 
rapidly  at  first,  but  towards  the  last  by  drops,  until  the  fluid 
is  peiiectly  colorless.  5  c.  c.  of  hydrochloric  acid  are  again 
added ;  if  a  slight  color  develops,  it  is  discharged  by  adding  a 
few  drops  of  stannous-chloride  solution.  The  further  certainty 
that  the  reaction  is  complete  is  afforded  on  adding  a  few  drops  of 
mercuric-chloride  solution  to  a  small  quantity  of  the  cooled  solu- 
tion ;  if  no  turbidity  is  noticeable  there  is  no  excess  of  stannous 
chloride  present,  hence  a  little  of  the  latter  may  be  added  until 
a  faint  precipitate  of  mercurous  chloride  is  developed.  In  this 
case,  however,  there  must  be  deducted  0*05  c.  c.  from  the  quantity 
of  stannous-chloride  solution  used.  In  titrating  a  copper  solu- 
tion proceed  similarly.  Any  nitric  acid  present  must  be  evap- 
orated off  after  adding  an  excess  of  sulphuric  acid.  If  any  fer- 
ric salt  is  present,  it  will  be  reduced  with  the  cupric  chloride. 
In  such  a  case  precipitate  the  copper  in  a  second  portion  of  the 
solution  with  zinc  and  platinum  wire  in  the  heat,  determine  the 
ferrous  salt  with  potassium  permanganate  or  Chromate  (§  112), 
and  calculate  how  much  of  the  stannous-chloride  solution  had 
been  used  to  reduce  the  ferric  salt:  the  remainder  will  be  that 
used  up  for  the  cupric  chloride ;  or  wash  the  precipitated  cop- 
per, dissolve  it  in  sulphuric  acid,  and  then  reduce  it  with  stan- 
nous chloride.  The  test  analyses  cited  by  Weil  show  very  satis- 
factory results. 

e.  Schwarz  *  precipitates  cuprous  oxide  from  the  solution  of 
potassio-cupric  tartrate  by  heating  with  grape  sugar,  filters  off 
the  precipitate,  washes  it,  warms  it  with  ferric  chloride  and  hy- 
drochloric acid,  and,  according  to  the  equation  Cu.O  -f-  Fe,Cl,  + 
2HC1  =  2CuCl,  +  2FeCl,  +  H,0,  estimates  the  ferrous  chloride 
formed  by  means  of  potassium  permanganate,  f 


*  Annai  d.  Chem.  u.  Pharm  .  Lxxxrv,  84. 

f  Potassium  Chromate  is  not  eligible  for  use  because  tbe  cupric  chloride  im- 
pairs tue  distiDctness  of  the  end  reaction. 
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f.  E.  Fleischer  *  precipitates  tlic  copper  as  cuprous  sulpho- 
cyanate  (§119,  3,  £),  boils  the  waslied  precipitate  with  potassa 
Ije,  and  thus  obtains  cuprous  oxide ;  or  he  adds  stannous  chloride 
and  potassium  iodide  and  obtains  a  precipitate  of  cuprous  iodide. 
In  either  case  tlie  precipitate  is  brought  into  contact  with  ferric- 
sulphate  solution,  the'  ferrous  salt  formed  estimated,  and  from 
this  the  copper  calculated. 

g.  F.  Fjleitmann  f  precipitates  the  copper  with  zinc,  brings 
the  washed  precipitate  into  contact  with  ferric  chloride  and  hy- 
drocholoric  acid,  and  estimates  the  ferrous  chloride  formed 
(Cu  +  Fe.Cl.  =  CuCl,  +  2FeCl.). 

h,  H.  Schwarz  %  adds  potassium  xanthogenate  to  the  acetic- 
acid  solution  of  copper  until  no  further  precipitate  forms.  Since 
the  other  heavy  metals,  excepting  zinc,  are  also  precipitated  by 
the  reagent  from  acetic-acid  solutions,  the  copper  must  be  separated 
from  the  precipitate. 

As  noted,  the  methods  eioK  require  the  previous  precipita- 
tion or  isolation  of  the  copper  in  one  way  or  another ;  they  can- 
not therefore  be  preferred  to  gravimetric  methods,  excepting  in 
very  special  cases. 

§  120. 
6.  Bismuth. 

a.  SolvUon, 

Metallic  bismuth,  bismuth  trioxide,  and  all  other  compounds 
of  that  metal,  are  dissolved  best  in  nitric  acid  more  or  less  diluted. 
It  must  be  borne  in  mind  that  hydrochloric-acid  solutions  of  bis- 
muth, if  concentrated,  cannot  be  evaporated  without  loss  of 
bismuth  chloride. 

J.  Determination. 

Bismuth  is  weighed  in  the  form  of  trioxide^  Chromate^  mt" 
phide^  or  arsenate^  or  in  the  metaUic  state.  The  compounds  of  bis- 
muth are  converted  into  trioxide  by  ignition,  by  precipitation  as 
basic  carbonate,  or  by  repeated  evaporation  of  the  nitric-acid  solu- 


*Zeitiehr.f.  analyU  Ohem.,  ix,  2Ö5. 
t  AnncU.  d,  Ckem.  u.  Pharm.,  xcviii,  141. 

t  Dingl,  polyt  J<mrn,,  cxc.  220  and  295;  also  ZHUeht.  /.  analyt  Ohem., 
Yiiij  462. 


§  120.]  BISMUTH.  383 

tion.      These  are  sometimes  preceded  by  separation  as  sulphide. 
The  determination  as  metallic  bismuth  is  frequently  preceded  by 
precipitation  as  sulphide  or  as  basic  chloride. 
We  may  convert  into 

1.  Bismuth  teioxidb: 

a.  By  Precipitation  as  basic  Bismuth  Ca/rhonate,  All  com- 
pounds of  bismuth  which  dissolve  in  nitric  acid  to  nitrate,  no  other 
acid  remaining  in  the  solution. 

h.  By  Ignition. 

a.  Bismuth  salts  of  readily  volatile  oxygen  acids. 

ß.  Bismuth  salts  of  organic  acids. 

c.  By  Evaporation.     Bismuth  in  nitric-acid  solution. 

d.  By  Precipitation  as  Bismuth  Tristdphide.  All  compounds 
of  bismuth  without  exception. 

2.  Bismuth  Chromate.     All  compounds  named  in  1,  a. 

3.  Bismuth  tbisulphide.  The  compounds  of  bismuth  without 
exception. 

4.  Metallic  bismuth:  The  trioxide  and  oxygen  salts,  the 
sulphide,  the  basic  chloride,  in  which  latter  form  the  bismuth  may 
be  precipitated  out  of  all  its  solutions. 

1.  Determination  of  Bismuth  as  Trioxide. 

a.  By  Precipitation  as  Bism/uth  Carbonate. 

If  the  solution  is  concentrated  add  water,  taking  no  notice  of 
any  precipitate  of  basic  nitrate  that  may  be  formed.  Mix  with 
ammonium  carbonate  in  very  slight  excess,  and  heat  for  some  time 
nearly  to  boiling ;  filter,  dry  the  precipitate,  and  ignite  in  the  man- 
ner directed  §  116,  1  (Ignition  of  lead  carbonate) ;  the  process  of 
ignition  serves  to  convert  the  carbonate  into  bismuth  trioxide.  For 
the  properties  of  the  precipitate  and  residue,  see  §  86.  The  method 
gives  accurate  results,  though  generally  a  trifle  too  low,  owing  to 
the  circumstance  that  bismuth  carbonate  is  not  absolutely  insoluble 
in  ammonium  carbonate.  Were  you  to  attempt  to  precipitate 
bismuth,  by  means  of  ammonium  carbonate,  from  solutions  con- 
taining sulphuric  acid  or  hydrochloric  acid,  you  would  obtain 
incorrect  results,  since  with  the  basic  carbonate,  basic  sulphate  or 
basic  chloride  would  be  precipitated,  which  are  not  decomposed  by 
excess  of  ammonium  carbonate.  Were  you  to  filter  off  the  precipi- 
tate without  warming,  a  considerable  loss  would  be  sustained,  as 
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the  whole  of  the  basic  carbonate  would  not  have  been  separated 
(Expt.  No.  74). 

J.  By  Ignitiwi. 

a.  Compounds  like  bismuth  carbonate  or  nitrate  are  ignited  in 
a  porcelain  crucible  until  their  weight  remains  constant. 

ß.  Salts  of  organic  acids  are  treated  like  the  corresponding 
compounds  of  copper  (§  119,  1,  c). 

c.  By  Evaporation, 

The  solution  of  the  nitrate  is  evaporated,  in  a  porcelain  dish  on 
the  water-bath,  till  the  neutral  salt  remains  in  syrupy  solution; 
add  water,  loosen  the  white  crust  that  is  formed  with  a  glass  rod 
from  the  sides,  evaporate  again  on  a  water-bath,  reprecipitate  with 
water,  and  repeat  the  whole  operation  three  or  four  times.  After 
the  dry  mass  on  the  water-bath  has  ceased  to  smell  of  nitric  acid, 
it  is  allowed  to  cool  thoroughly,  and  then  treated  with  cold  water 
containing  a  little  ammonium  nitrate  (1  in  500) ;  after  the  residue 
and  fluid  have  been  a  short  time  together,  filter,  wash  with  the 
weak  solution  of  ammonium  nitrate,  dry  and  ignite  (§  53).  Results 
very  satisfactory  (J.  Löwe*). 

d.  By  Precipitation  as  BismtUh  Trisulphide. 

Dilute  the  solution  with  water  slightly  acidulated  with  acetic 
acid  (to  prevent  the  precipitation  of  a  basic  salt),  and  precipitate 
with  hydrogen  sulphide  wat^r  or  gas;  allow  the  precipitate  to 
subside,  and  test  a  portion  of  the  supernatant  fluid  with  hydrogen 
sulphide  water:  if  it  remains  clear,  which  is  a  sign  that  the 
bismuth  is  completely  precipitated,  filter  (the  filtrate  should  smell 
strongly  of  H,S),  and  wash  the  precipitate  with  water  containing 
hydrogen  sulphide.  Or  mix  with  ammonia  until  the  free  acid  is 
neutralized,  then  add  ammonium  sulphide  in  excess,  and  allow  to 
digest  for  some  time. 

The  washed  precipitate  may  now  be  weighed  in  three  different 
forms,  viz.,  as  trisulphide,  as  metal,  or  as  trioxide.  The  treatment 
in  the  two  former  cases  will  be  described  in  3  and  4 :  in  the  latter 
case  proceed  as  follows : 

Spread  the  filter  out  on  a  glass  plate  and  remove  the  precipitate 
to  a  vessel  by  means  of  a  jet  of  water  from  the  wash-bottle — or,  if 
this  is  not  practicable,  put  the  precipitate  and  filter  together  into 
the  vessel — and  heat  gently  with   moderately  strong  nitric  acid 

*  Joum.f,  prakt  Chem,,  lxxiv.  344. 
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until  complete  decomposition  i&  effected;  the  solution  is  then 
diluted  with  water  slightly  acidulate  with  acetic  or  nitric  acid, 
and  filtered,  the  filter  being  washed  with  the  acidulated  water;  the 
filtrate  is  then  finally  precipitated  as  directed  in  a. 

2.  Determ/ination  of  Bismuth  as  ChromcUe  (J.  Löwe*). 
Pour  the  solution  of  bismuth,  which  must  be  as  neutral  as 

possible,  and  must,  if  necessary,  be  first  freed  from  the  excess  of 
nitric  acid  by  evaporation  on  the  water-bath,  into  a  warm  solution 
of  pure  potassium  dichromate  in  a  porcelain  dish,  with  stirring, 
and  take  care  to  leave  the  alkali  Chromate  slightly  in  excess. 
Einse  the  vessel  which  contained  the  solution  of  bismuth  with 
water  containing  nitric  acid  into  the  porcelain  dish.  The  precipi- 
tate formed  must  be  orange-yellow,  and  dense  throughout ;  if  it  is 
flocculent,  and  has  the  color  of  the  yolk  of  an  egg,  this  is  a  sign 
that  there  is  a  deficiency  of  potassium  dichromate ;  in  which  case 
add  a  fresh  quantity  of  this  salt,  taking  care,  however,  to  guard 
against  too  great  an  excess,  and  boil  until  the  precipitate  presents 
the  proper  appearance.  Boil  the  contents  of  the  dish  for  ten 
minutes,  with  stirring  ;  then  wash  the  precipitate,  first  by  repeated 
boiling  with  water  and  decantation  on  to  a  weighed  filter,  at  last 
thoroughly  on  the  latter  with  boiling  water ;  dry  at  about  120°, 
and  weigh.  For  the  properties  and  composition  of  the  precipitate, 
see  §  86.     Eesults  very  satisfactory. 

3.  Determination  of  Bismuth  as  Trisvlphide. 
Precipitate  the  bismuth  as  trisulphide  according  to  1,  d.    If 

the  precipitate  contains  free  sulphur,  extract  the  latter  by  boiling 
with  solution  of  sodium  sulphite,  or  by  treatment  with  carbon 
disulphide  (compare  the  determination  of  mercury  as  sulphide, 
§  118,  3),  collect  on  a  weighed  filter,  dry  at  100°,  and  weigh. 

The  drying  must  be  conducted  with  caution.  At  first  the 
precipitate  loses  weight,  by  tlie  evaporation  of  water,  then  it  gains 
weight,  from  the  absorption  of  oxygen.  Hence  you  should  weigh 
every  half  hour,  and  take  the  lowest  weight  as  the  correct  one. 
Compare  Expt.  No.  52.    Properties  and  composition,  §  86,  g. 

The  bismuth  sulphide  cannot  be  conveniently  converted  into 
the  metallic  state  by  ignition  in  hydrogen,  as  its  complete  decom- 
position is  a  work  of  considerable  time.  As  regards  reduction 
with  potassium  cyanide,  see  4. 

-♦t7<wn*./rf>raA;<*  CÄW».,  Lxvii,  464  .   _ 
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4.  Determination  of  Bismuth  as  Metal. 

The  oxide,  Bnlphide,  or  basic  chloride  to  be  reduced  is  fused 
in  a  porcelain  crucible  with  five  times  its  quantity  of  ordi- 
nary potassium  cyanide.  The  crucible  must  be  large  enough 
In  the  case  of  oxide  and  basic  chloride,  the  reduction  is  completed 
in  a  short  time  at  a  gentle  heat ;  sulphide,  on  the  other  hand, 
requires  longer  fusion  and  a  higher  tempei*ature.  The  operation 
has  been  successful  if  on  treatment  with  water  metallic  grains  are 
obtained.  These  grains  are  first  washed  completely  and  rapidly 
with  water,  then  with  weak  and  lastly  with  strong  alcohol,  dried 
and  weighed.  If  you  have  been  reducing  the  sulphide,  and  on 
treating  the  fused  mass  with  water  a  black  powder  (a  mixture  of 
bismuth  with  bismuth  sulphide)  is  visible,  besides  the  metallic  grains, 
it  is  necessary  to  fuse  the  former  again  with  potassium  cyanide. 

It  sometimes  happens  that  the  crucible  is  attacked,  and  particles 
of  porcelain  are  found  mixed  with  the  metallic  bismuth ;  to  prevent 
this  from  spoiling  the  analysis,  weigh  the  crucible  together  with  a 
small  dried  filter  before  the  experiment,  collect  the  metal  on  the 
filter,  dry  and  weigh  the  crucible  with  the  filter  and  bismuth  again. 
Results  good  (H.  Rose*). 

The  precipitation  of  bismuth  as  basic  chloride,  and  the  reduc- 
tion of  the  latter  with  potassium  cyanide,  has  been  reconmiended 
by  H.  Ro8E.t  The  process  is  conducted  as  follows :  Nearly  neu- 
tralize any  large  excess  of  acid  that  may  be  present  with  potassa, 
soda,  or  ammonia,  add  ammonium  chloride  in  sufficient  quantity 
(if  hydrochloric  acid  is  not  already  present),  and  then  a  rather  large 
quantity  of  water.  After  allowing  to  stand  some  time,  test  whether 
a  portion  of  the  clear  supernatant  fluid  is  rendered  turbid  by  a 
further  addition  of  water ;  and  then,  if  required,  add  water  to  the 
whole  till  the  precipitation  is  complete.  Finally  filter,  wash  com- 
pletely with  cold  water,  dry  and  fuse  according  to  the  directions 
just  given  with  potassium  cyanide.  It  is  less  advisable  to  dry  the 
precipitate  at  100°,  weigh  and  calculate  the  metal  present  from  the 
formula  BiOCl,  as  washing  causes  a  slight  alteration  in  its  com- 
position (unless  a  little  hydrochloric  acid  is  added  to  tlie  wash- 
water,  which  is  inconvenient  when  the  precipitate  is  collected  on 
a  weighed  filter),  and  if  precipitated  in  the  presence  of  sulphuric, 
phosphoric  acids,  &c.,  it  is  liable  to  contain  small  quantities  of 
these  acids.     Results  accurate. 

*Pcgg.  AnruU.,  xci,  104,  and  ex,  186.  \lb.  ex,  425. 
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5.  Deterfnination  of  Bismuth  as  Arsenate. 
H.  Salkowski  *  recommends  the  determination  of  bismuth  as 
ai  arsenate  (BiAsO^.H.O)  which  is  dried  at  100**  to  120**,  the 
method  being  based  on  the  observation  by  Scheele  that  bismuth 
arsenate  is  perfectly  insoluble  in  nitric  acid.  The  solution  of 
bismuthic  nitrate  is  acidulated  with  nitric  acid(but  must  be  free  from 
other  acids),  precipitated  by  a  moderate  excess  of  arsenic  acid, 
and  stirred,  avoiding  touching  the  sides  of  the  beaker  with  the 
rod  (otherwise  the  crystalline  precipitate  will  adhere  fast  to  the 
parts  touched).  The  whole  is  then  allowed  to  stand,  without 
warming,  for  a  few  hours,  then  the  precipitate  is  collected  on  a 
filter  previously  dried  at  120^,  and  washed  until  the  washings 
begin  to  pass  slightly  turbid.  Then  dry  at  120**  and  weigh. 
Ignition  of  the  precipitate  is  not  advisable,  as  the  carbon  of  the 
filter  exercises  a  reducing  action  even  when  ammonium  nitrate  is 
used.  The  test  analyses  made  by  Salkowski  gave  99*88  to 
100-02  instead  of  100. 

§121. 

7.  Cadmium. 
a.  Solution. 

Cadmium,  its  oxide,  and  all  the  other  compounds  insoluble  in 
water,  are  dissolved  in  hydrochloric  acid  or  in  nitric  acid. 

J.  Determination. 

Cadmium  is  weighed  either  in  the  form  of  oxide^  or  in  tliat  of 
sidphide  (§  87).  It  may  also  be  weighed  as  svlphaie^  and  in  the 
absence  of  other  bases  precipitable  by  oxalic  acid,  it  may  be  esti- 
mated volumetrically. 

We  may  convert  into 

1.  Cadmium  oxide: 

a.  By  Precipitation.  The  compounds  of  cadmium  which  are 
soluble  in  water ;  the  insoluble  compounds,  the  acid  of  which  is 
removed  upon  solution  in  hydrochloric  acid;  cadmium  salts  of 
organic  acids. 

h.  By  Ignition.  Cadmium  salts  of  readily  volatile  or  easily 
decomposable  inorganic  oxygen  acids. 

2.  Cadmium  sulphide:  All  compounds  of  cadmiimi  without 
exception. 

•  Jowrn.  f.  prakL  Chmn.,  civ,  170;  Zeitichr,  /.  CMolyt.  Ch&m^,  viii,  205. 
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3.  Cadiouk  sulphate  :  All  compounds  of  cadmiam,  in  the 
absence  of  other  non-volatile  substances. 

1.  Determination  as  Cadmium  Oxide, 
a.  By  Precipitation. 

Precipitate  with  potassium  carbonate,  wash  the  precipitated 
cadmium  carbonate,  and  convert  it,  by  ignition,  into  oxide.  The 
precipitation  is  conducted  as  in  the  case  of  zinc,  §  108,  1,  a.  The 
cadmium  oxide  which  adheres  to  the  filter  may  easily  be  reduced 
and  volatilized ;  it  is  therefore  necessary  to  be  cautious.  In  the 
first  place  choose  a  thin  filter,  transfer  the  dried  precipitate  as  com- 
pletely as  possible  to  the  crucible,  replace  the  filter  in  the  funnel, 
and  moisten  it  with  ammonium  nitrate  solution,  allow  to  dry,  and 
then  bum  carefully  in  a  coil  of  platinum  wire.  Let  the  ash  fall 
into  the  crucible  containing  the  mass  of  the  precipitate,  ignite 
carefully,  avoiding  the  action  of  reducing  gases,  and  finally  weigh. 
It  is  difficult  to  remove  the  last  portions  of  carbonic  acid ;  you  must 
therefore  repeat  the  ignition  till  the  weight  remains  constant 
Properties  of  precipitate  and  residue,  §  87.  Results  generally  a 
little  too  low. 

h.  By  Ignition. 

Same  process  as  for  zinc,  §  108,  1,  c. 

2.  Detei^mhiation  as  Cadmium  Sulphide. 

It  is  best  to  precipitate  the  moderately  acid  solution  with  hydro- 
gen sulphide  water  or  gas,  which  must  be  used  in  sufficient  excess. 
The  presence  of  a  considerable  quantity  of  free  hydrochloric  or 
nitric  acid  may — especially  if  the  solution  is  not  enough  diluted — 
prevent  complete  precipitation,  hence  such  an  excess  should  be 
avoided,  and  the  clear  supernatant  fluid  should  in  all  cases  be  tested, 
by  the  addition  of  a  relatively  large  amount  of  hydrogen  sulphide 
water  to  a  portion,  before  being  filtered.  Alkaline  solutions  of 
cadmium  may  be  precipitated  with  ammonium  sulphide.  If  the 
cadmium  sulphide  is  free  from  admixed  sulphur,  it  may  be  at  once 
collected  on  a  weighed  filter,  washed  first  with  diluted  hydrogen 
sulphide  water  mixed  with  a  little  hydrochloric  acid,  then  with 
pure  water,  dried  at  100°,  and  weighed  ;  if,  on  the  contrary,  it  con- 
tains free  sulphur,  it  may  be  purified  by  boiling  with  a  solution  of 
sodium  sulphite,  or  by  treatment  with  carbon  disulphide  (see  Mer- 
curic Sulphide,  §  118,  3).  Results  accurate.  The  precipitation  of 
sulphur  may  occasionally  be  obviated  by  adding  to  the  cadmium 
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solution  potassium  cyanide  till  the  precipitate  first  formed  is  redis- 
solved,  and  then  precipitating  this  solution  with  hydrogen  sulphide. 
If  the  cadmium  sulphide  is  not  to  be  weighed  as  such,  warm  it, 
together  with  the  filter,  with  moderately  strong  hydrochloric  acid, 
till  the  precipitate  has  dissolved  and  the  odor  of  hydrogen  sulphide 
is  no  longer  perceptible,  filter  and  precipitate  the  solution  as  in 
1,  Ö,  after  having  removed  the  excess  of  free  acid  for  the  most  part 
by  evaporation. 

3.  Determination  as  Cadmium  Sulphate. 

Same  process  as  for  magnesium  (§  104, 1).  The  CdSO«  may 
be  rather  strongly  ignited  without  decomposition. 

4.  W.  OiBBS*  determines  cadmium  vdumstrioaUy  by  mixing 
the  concentrated  solution  of  the  sulphate,  nitrate,  or  chloride  with 
excess  of  oxalic  acid  and  a  quantity  of  strong  alcohol,  filtering, 
washing  with  alcohol,  dissolving  in  hot  hydrochloric  acid  and 
determining  the  oxalic  acid  with  permanganate  (§  137).  W.  G. 
LsisoNf  obtained  satisfactory  results  by  this  process. 

Supplement  to  the  Fifth  Oroup. 

§122. 

8.  Palladium. 

Palladium  is  converted,  for  the  purpose  of  estimation,  into  the 
m£taUio  state  ;  or — in  many  separations — into  potassium  paUadie 
chloride. 

1.  Determination  as  Palladium, 
a.  Neutralize  the  solution  of  palladious  chloride  almost  com-  • 
pletely  with  sodium  carbonate,  mix  with  solution  of  mercuric 
cyanide ;  and  heat  gently  for  some  time,  until  the  odor  of  hydro- 
cyanic acid  has  gone  off.  A  yellowish-white  precipitate  of  palladi- 
ous cyanide  will  subside ;  from  dilute  solutions,  only  after  the  lapse 
of  some  time.  Wash  first  by  decantation,  then  on  the  filter,  dry 
thoroughly,  ignite  cautiously,  finally  over  the  gas  blowpipe  till  the 
palladium  paracyanide  first  formed  is  decomposed,  then  ignite  in 
hydrogen,  since  the  palladium  has  been  slightly  oxidized.  As  soon 
as  the  lamp  is  removed,  stop  the  hydrogen  to  prevent  absorption, 
and  weigh  the  metal.  If  the  solution  contains  palladious  nitrate, 
evaporate  it  first  with  hydrochloric  acid  to  dryness ;  as  othei-wise 
♦  ZeiUehr.f.  analyt.  Chem,,  vii,  2ö9.  f  ^K  x,  348. 
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the  precipitate  obtained  deflagrates  upon  ignition  (Wollaston). 
Kesults  exact 

h.  Mix  the  solution  of  palladious  chloride  or  nitrate  with 
sodium  or  potassium  formate,  and  warm  until  no  more  carbonic 
acid  escapes.  The  palladium  precipitates  in  brilliant  scales  (Döbe- 
beineb). 

c.  Precipitate  the  acid  solution  of  palladium  with  hydrogen 
sulphide,  filter,  wash  with  boiling  water,  roast,  dissolve  in  hydro- 
chloric acid  and  nitric  acid,  and  precipitate  as  in  a. 

Exposed  to  a  moderate  red  heat  metallic  palladium  becomes 
covered  with  a  fibn  varying  from  violet  to  blue,  but  at  a  higher 
temperature  it  recovers  its  lustre,  which  it  keeps  after  being  sud- 
denly cooled,  for  instance,  with  cold  water.  This  tarnishing  and 
recovery  of  the  metallic  lustre  is  not  attended  with  any  percepti- 
ble difference  of  weight.  Palladium  which  has  taken  up  oxygen 
is  immediately  reduced  in  hydrogen ;  when  cooled  in  the  current 
of  gas,  it  retains  some  absorbed  hydrogen.  Palladium  requires  the 
very  highest  degree  of  heat  for  its  fusion.  It  dissolves  readily  in 
nitrohydrochloric  acid,  with  difficulty  in  pure  nitric  acid,  more 
easily  in  nitric  acid  containing  nitrous  acid,  with  difficulty  in  boil- 
ing concentrated  sulphuric  acid. 

2.  Determination  as  Potassium  PaUadic  Chloride, 
Evaporate  the  solution  of  palladic  chloride  with  potassium 
chloride  and  nitric  acid  to  dryness,  and  treat  the  mass  when  cold 
with  alcohol  of  0-833  sp.  gr.,  in  which  the  double  salt  is  insoluble. 
Collect  on  a  weighed  filter,  dry  at  100°,  and  weigh.  Results  a 
little  too  low,  as  traces  of  the  double  salt  pass  away  with  the  alcohol 
washings  (Berzelics).  Instead  of  weighing  the  double  salt  you 
may  ignite  in  hydrogen,  remove  tlie  potassium  chloride  with  water 
and  weigh  the  metal  obtained.  This  method  is  indeed  to  be  pre- 
ferred, as  it  prevents  any  potassium  chloride  in  the  precipitate  from 
aflFecting  the  result. 

Potassium  palladic  chloride  consists  of  microscopic  octa- 
hedra ;  it  presents  the  appearance  of  a  vermilion  or,  if  the  crystals 
are  somewhat  large,  of  a  brown  powder.  It  is  very  slightly  solu- 
ble in  cold  water ;  it  is  almost  insoluble  in  cold  alcohol  of  the  above 
strength.     It  contains  26-89  per  cent,  palladium. 
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Sixth  Group. 

GOLD — PLATINUM — ^ANTIMONY — ^TIN  IN    BTANNIO  COMPOUNDS — TIN    IN 

STANNOUS     OOMPOUND8 ^ABSENOUS     AND    AB8ENI0    ACIDS (mO-. 

LYBDIC  acid). 

§  123. 

1.  Gold. 

a.  Solution. 

Metallic  gold,  and  all  compounds  of  gold  insoluble  in  water, 
are  warmed  with  hydrochloric  acid,  and  nitric  acid  is  gradually 
added  until  complete  solution  is  effected ;  or  they  are  repeatedly 
digested  with  strong  chlorine  water.  The  latter  method  is  resorted 
to  more  especially  in  cases  where  the  quantity  of  gold  to  be  dis- 
solved is  small,  and  mixed  with  foreign  oxides  which  it  is  wished 
to  leave  undissolved.  According  to  W.  Sket*  tincture  of  iodine, 
or,  for  larger  quantities  of  gold,  bromine  water,  is  better  than  chlo- 
rine water.  They  give  solutions  freer  from  other  metals  than  the 
chlorine  water  gives. 

h.  I)eter7rivriatUm. 

Gold  is  always  weighed  in  the  metcUlio  state.  The  compounds 
are  brought  into  this  form,  either  by  ignition  or  by  precipitation, 
as  gold,  or  auric  sulphide. 

We  convert  into 

Metallic  gold  : 

a.  By  Ignition.  AU  compounds  of  gold  which  contain  no  fixed 
acid,  or  other  body. 

h.  By  Precipitation  as  metallic  gold.  All  compounds  of  gold 
without  exception  in  cases  where  a  is  inapplicable. 

c.  By  Precipitation  as  auric  sulphide.  This  method  serves  to 
effect  the  separation  of  gold  from  certain  other  metals  which  may 
be  mixed  with  it  in  a  solution. 

Determination  as  Metallic  Gold, 
a.  By  Ignition. 

Heat  the  compound,  in  a  covered  porcelain  crucible,  very  gently 
at  first,  but  finally  to  redness,  and  weigh  the  residuary  pure  gold. 
For  properties  of  the  residue,  see  §  88.  The  results  are  most 
accurate. 

*ZiiUehr.f,  afialyU  Chem.,  x,  221. 
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5.  By  Precipitation  as  Metallic  G(M. 

a.  The  solution  is  free  from  Nitric  Acid,  Mix  the  solution 
with  a  little  hydrocliloric  acid,  if  it  does  not  already  contain  some 
of  that  acid  in  the  free  state,  and  add  a  clear  solution  of  ferrous 
sulphate  in  excess ;  heat  gently  for  a  few  hours  until  the  precipi- 
tated fine  gold  powder  has  completely  subsided ;  filter,  wash,  dry, 
and  ignite  according  to  §  52.  A  porcelain  dish  is  a  more  appro- 
priate vessel  to  effect  the  precipitation  in  than  a  beaker,  as  the 
heavy  fine  gold  'powder  is  more  readily  rinsed  out  of  the  former 
than  out  of  the  latter.  There  are  no  sources  of  error  inherent  in 
the  method. 

ß.  The  solvation  of  Odd  contains  Nitric  Acid.  Evaporate  the 
solution,  on  a  water-bath,  to  the  consistence  of  syrup,  adding  from 
time  to  time  hydrochloric  acid ;  dissolve  the  residue  in  water  con- 
taining hydrochloric  acid,  and  treat  the  solution  as  directed  in  a. 
It  will  sometimes  happen  that  the  residue  does  not  dissolve  to  a 
clear  fluid,  in  consequence  of  a  partial  decomposition  of  auric  chlo- 
ride mto  aurous  chloride  and  metallic  gold ;  however,  this  is  a  mat- 
ter of  perfect  indifference. 

y.  In  cases  where  it  is  wished  to  avoid  the  presence  of  iron  in 
the  filtrate,  the  gold  may  be  reduced  by  means  of  oxalic  acid.  To 
this  end,  the  dilute  solution — freed  previously,  if  necessary,  from 
nitric  acid,  in  the  manner  directed  in  ß — ^is  mixed,  in  a  beaker, 
with  oxalic  add,  or  with  ammonium  oxalate  in  excess,  some  sul- 
phuric acid  added  (if  that  acid  is  not  already  present  in  the  free 
state),  and  the  vessel,  covered  with  a  glass  plate,  is  kept  standing 
for  two  days  in  a  moderately  warm  place.  At  the  end  of  that 
time,  the  whole  of  the  gold  will  be  found  to  have  separated  in 
small  yellow  scales,  which  are  collected  on  a  filter,  washed  first 
with  dilute  hydrochloric  acid,  then  with  water,  dried,  and  ignited. 
If  the  gold  solution  contains  a  large  excess  of  hydrochloric  acid, 
the  latter  should  be  for  the  most  part  evaporated,  before  the  solu- 
tion is  diluted  and  the  oxalic  acid  added.  If  the  gold  solution  con- 
tains chlorides  of  alkali  metals,  it  is  necessary  to  dilute  largely,  and 
allow  to  stand  for  a  long  time,  in  order  to  effect  complete  precipi- 
tation (H.  Rose). 

S.  The  gold  may  also  be  thrown  down  in  the  metallic  form  by 
chloral  hydrate  *  in  the  presence  of  potassa.    Warm  the  solution, 

*  Haoeb's  PluMrmae,  Centralhalle,  xi,  898. 
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add  the  chloral,  then  pure  potassa  in  excess,  and  boil  for  a  minnte 
or  so.     The  gold  is  precipitated  with  evolution  of  chloroform. 

€.  Finally,  gold  may  be  thrown  down  by  many  metals,  such  as 
zinc,  cadmium,  magnesium,  &c.  The  latter  has  been  recommended 
by  ScHsiBiJEB*  for  the  analysis  of  the  gold  salt«  of  organic  bases. 
The  precipitate  is  first  washed  with  hydrochloric  acid,  then  with 
water. 

c.  By  Precipitation  as  Ati/ric  Sulphide. 

Hydrogen  sulphide  gas  is  transmitted  in  excess  through  the 
dilute  solution  containing  some  free  acid ;  the  precipitate  formed 
is  speedily  filtered  off,  without  heating,  washed,  dried,  and  ignited 
in  a  porcelain  crucible.  For  the  properties  of  the  precipitate,  see 
§  88.    No  sources  of  error. 

§124. 

2.  Flatinuic. 

a.  Solution, 

Metallic  platinum,  and  the  compounds  of  platinum  which  are 
insoluble  in  water,  are  dissolved  by  digestion,  at  a  gentle  heat,  with 
nitrohydrochloric  add. 

J.  Determmation. 

Platinum  is  invariably  weighed  in  the  metallic  state,  to  which 
condition  its  compounds  are  brought,  either  by  precipitation  as 
ammonium  platinic  chloride,  potassium  platinic  chloride,  or  pla- 
tinic  sulphide,  or  by  ignition,  or  by  precipitation  with  reducing 
agents.  All  compounds  of  platinum,  without  exception,  may,  in 
most  cases,  ]ye  converted  into  platinum  by  either  of  these  methods. 
Which  is  the  most  advantageous  process  to  be  pursued  in  special 
instances,  depends  entirely  upon  the  circumstances.  The  reduc- 
tion to  the  metallic  state  by  simple  ignition  is  preferable  to  the 
other  methods,  in  all  cases  where  admissible..  The  precipitation  as 
platinic  sulphide  is  resorted  to  exclusively  to  effect  the  separation 
of  platinum  from  other  metals. 

Determination  as  Metallic  Platinum, 
a.  By  Precipitation  as  Ammxynium  Platinic  Chloride. 
The  solution  must  be  concentrated  if  necessary  by  evaporation 

*Ber,  dor  d&uUeh.  ehem.  OetelUeh.,  1869,  295. 
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on  a  water-bath.  Mix  in  a  beaker  with  ammonia  until  the  excess 
of  acid  (that  is,  supposing  an  excess  of  acid  to  be  present)  is  nearly 
saturated ;  add  ammonium  chloride  in  excess  and  mix  the  fluid 
with  a  pretty  large  quantity  of  strong  alcohol.  Cover  the  beaker 
now  with  a  glass  plate  and  let  it  stand  for  twenty-four  hours,  after 
which  collect  in  a  weighed  asbestos  filter,  or  in  an  unweighed 
paper  filter,  wash  the  precipitate  with  alcohol  of  about  80  per 
cent.,  till  the  substances  to  be  separated  are  removed,  dry  carefully, 
ignite  according  to  §  99,  2,  and  weigh.  In  the  case  of  large  quan- 
tities the  final  ignition  is  advantageously  conducted  in  a  stream  of 
hydrogen  (§  108,  Fig.  83),  in  order  to  be  quite  sure  of  eflfecting 
complete  decomposition.  For  the  properties  of  the  precipitate  and 
residue,  see  §  89.  The  results  are  satisfactory,  though  generally  a 
Httle  too  low,  as  the  ammonium  platinic  chloride  is  not  altogether 
insoluble  in  alcohol  of  the  above  strength  (Expt.  No.  16),  and  as 
the  fumes  of  ammonium  chloride  are  liable  to  carry  away  traces  of 
the  yet  undecomposed  double  chloride,  if  the  application  of  heat  is 
not  conducted  with  the  greatest  care. 

If  the  precipitated  ammonium  platinic  chloride  were  weighed 
in  that  form,  the  results  would  be  inaccurate,  since,  as  I  have  con- 
vinced myself  by  direct  experiments,  it  is  impossible  to  completely 
free  the  double  chloride,  by  washing  with  alcohol,  from  all  traces 
of  the  ammonium  chloride  thrown  down  with  it,  without  dissolving 
at  the  same  time  a  notable  portion  of  the  double  chloride.  As  a 
general  rule,  the  results  obtained  by  weighing  the  ammonium  pla- 
tinic chloride  in  that  fonn  are  one  or  two  per  cent,  too  high. 

J.  By  Precipitatuyn  as  Potassium  Platinic  Chloride, 
Mix  the  solution,  in  a  beaker,  with  potassa,  until  the  greater 
part  of  the  excess  of  acid  (if  there  be  any)  is  neutralized;  add 
potassium  chloride  slightly  in  excess,  and  finally  a  pretty  large 
quantity  of  strong  alcohol ;  should  your  solution  of  platinum  be 
very  dilute,  you  must  concentrate  it  previously  to  the  addition  of 
the  alcohol.  After  twenty-four  hours  collect  the  precipitate 
weighed  asbestos  filter,  wash  with  alcohol  of  80  per  cent. ,  dry 
thoroughly  at  100°,  convert  into  platinum  according  to  §  97,  4,  a, 
and  weigh.  For  the  properties  of  the  precipitate  and  residue, 
see  §  89. 

The  results  are  more  accurate  than  those  obtained  by  method  a, 
since,  on  the  one  hand,  the  potassium  platinic  chloride  is  more 
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insoluble  in  alcohol  than  the  corresponding  ammonium  salt ;  and, 
on  the  other  hand,  loss  of  substance  is  less  likely  to  occur  during 
ignition.  To  weigh  the  potassium  platinic  chloride  in  that  form 
would  not  be  practicable,  as  it  is  impossible  to  remove,  by  washing 
with  alcohol,  all  traces  of  the  potassium  chloride  thrown  down 
with  it,  without,  at  the  same  time,  dissolving  a  portion  of  the 
double  chloride. 

e.  By  Precipitation  as  Platinic  Sylphide. 

Precipitate  the  solution  with  hydrogen-sulphide  water  or  gas, 
according  to  circumstances,  heat  the  mixture  to  incipient  ebulli- 
tion, filter,  wash  the  precipitate,  dry,  and  ignite  according  to  §  52. 
For  the  properties  of  the  precipitate  and  residue,  see  §  89.  The 
results  arc  accurate. 

d.  By  Ignition. 

Same  process  as  for  gold,  §  123.  For  the  properties  of  the 
residue,  see  §  89.     The  results  are  most  accurate. 

€.  By  Precipitation  with*  Redv^ing  Agents. 

Various  reducing  agents  may  be  employed  to  precipitate  plati- 
num from  its  solutions  in  the  metallic  state.  The  reduction  is 
very  promptly  effected  by  ferrous  sulphate  and  potassa  or  soda 
(the  protosesquioxide  of  iron  being  removed  by  subsequent  addi- 
tion of  hydrochloric  acid,  Hempel),  or  by  pure  zinc  or  magnesium 
(the  excess  of  which  is  removed  by  hydrochloric  acid) ;  somewhat 
more  slowly,  and  only  with  application  of  heat,  by  alkali  formates. 
Mercurous  nitrate  also  precipitates  the  whole  of  the  platinum  from 
solution  of  platinic  chloride ;  upon  igniting  the  brown  precipitate 
obtained,  fumes  of  mercurous  chloride  escape,  and  metallic  plati- 
num remains. 

§125. 

3.  Antimony. 

a.  Solution. 

Antimonous  oxide,  and  the  compounds  of  antimony  which  are 
insoluble  in  water,  or  are  decomposed  by  that  agent,  are  dissolved 
in  more  or  less  concentrated  liydrochloric  acid.  Metallic  antimony 
is  dissolved  best  in  nitrohydrochloric  acid.  The  ebullition  of  a 
hydrochloric  acid  solution  of  antimonous  chloride  is  attended  with 
volatilization  of  traces  of  the  latter ;  the  concentration  of  a  solution 
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of  the  kind  by  evaporatfoii  involves  accordingly  lose  of  substance. 
Solutions  so  highly  "flilute  as  to  necessitate  a  recourse  to  evapora- 
tion must  therefore  previously  be  supersaturated  with  potassa. 
Solutions  of  antimonous  chloride,  which  it  is  intended  to  dilute 
with  water,  must  previously  be  mixed  with  tartaric  acid,  to  prevent 
the  separation  of  basic  salt.  In  diluting  an  acid  solution  of  anti- 
monic  acid  in  hydrochloric  acid,  the  water  must  not  be  added 
gradually  and  in  small  quantities  at  a  time,  which  would  make  the 
fluid  turbid,  but  in  sufficient  quantity  at  once,  which  will  leave  the 
fluid  clear. 

h.  Deterrwmation. 

Antimony  may  be  weighed  as  (mtvmofKms  mlphide  or  a/nU- 
mony  tetroa>ide:  in  separations  it  is  sometimes  weighed  as  metallic 
antimony;  or  it  is  estimated  volumetrically.  Antimony  oxides 
and  the  salts,  with  readUy  volatile  or  decomposable  oxygen  acids, 
may  be  converted  into  antimony  tetroxide  by  simple  ignition. 

Antimony  in  solution  is  almost  invariably  flrst  precipitated  as 
sulphide,  which  is  then,  with  the  view  of  estimation,  converted 
into  anhydrous  sulphide  or  determined  volumetrically. 

Of  the  volumetric  methods  the  flrst  two  are  applicable  only 
when  the  antimony  is  present  as  a  pure  tetroxide  or  as  anti* 
monouB  chloride. 

1.  PreoipitaUon  as  Antimonous  StUphide. 

Add  to  the  antimony  solution  hydrochloric  acid,  if  not  already 
present,  then  tartaric  acid,  and  dilute  with  water,  if  necessary. 
Introduce  the  clear  fluid  into  a  flask,  closed  with  a  doubly  perfo- 
rated cork;  through  one  of  the  perforations  passes  a  tube,  bent 
outside  at  a  right  angle,  which  nearly  extends  to  the  bottom  of  the 
flask ;  through  the  other  perforation  passes  another  tube,  bent  out- 
side twice  at  right  angles,  which  reaches  only  a  short  way  into  the 
flask ;  the  outer  end  of  this  tube  dips  slightly  under  water.  Con- 
duct through  the  flrst  tube  hydrogen  sulphide  gas,  until  it  pre- 
dominates strongly ;  put  the  flask  in  a  moderately  warm  place,  and 
after  some  time  conduct  carbon  dioxide  into  the  fluid,  until  the 
excess  of  the  other  gas  is  almost  completely  removed.  If  there  is 
no  reason  against  it,  from  the  presence  of  a  large  quantity  of 
hydrochloric  acid,  or  from  the  presence  of  nitric  acid,  it  is  well  to 
heat  the  solution  during  the  passing  of  the  gas,  finally  even  boiling. 
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The  precipitate  is  then  denser,  and  may  be  very  easily  washed 
(Shabples*). 

If  the  amount  of  the  precipitate  is  at  all  condd^aUe^  filter 
without  intermission  through  a  weighed  filter,  wash  rapidly  and 
thoroughly  with  water  mixed  with  a  few  drops  oif  hydrogen  sul- 
phide water,  dry  at  100°,  and  weigh.  The  precipitate  so  weighed 
always  retains  some  water,  and  may,  besides,  contain  free  sulphur ; 
in  fact,  it  always  contains  the  latter  in  cases  where  the  antimony 
solution,  besides  antimonous  salts^  oontuns  antimpnic  acid  or 
antimony  pentachloride,  since  the  precipitation  under  these  cir- 
cumstances is  preceded  by  a  reduction  of  antimonic  to  antimo- 
nous compounds,  accompanied  by  separation  of  sulphur  (H.  Ross). 
A  further  examination  of  the  precipitate  is  accordingly  indis- 
pensable. To  tliis  end  treat  a  sample  of  the  weighed  precipitate 
with  strong  hydrochloric  acid.     If 

a.  The  sample  dissolves  to  a  clear  fluid,  this  is  a  proof  that  the 
precipitate  only  contains  Sb,S, ;  but  if 

h.  Sulphur  separates,  this  shows  that  fi^^e  sulphur  is  present. 

In  case  a  (in  order  to  remove  the  'v^-ater  jret^ined  at  100°)  the 
greater  portion  of  the  dried  precipitate  is  weighed  in  a  porcelain 
boat,  which  is  then  inserted  into  a  glass  tube,  about  2  decimetres 
long ;  a  slow  current  of  dry  carbon  dioxide  is  transmitted  through 
the  latter,  and  the  boat  cautiously  heated  by  means  of  a  lamp, 
moved  to  and  fro  under  it,  until  the  orange  precipitate  becomes 
black.  Tlie  precipitate  is  then  allowed  to  cool  in  the  current  of 
carbon  dioxide,  and  weighed ;  from  the  amount  found,  the  total 
quantity  of  anhydrous  antimonous  sulphide  contained  in  the  entire 
precipitate  is  ascertained  by  a  simple  calculation.  The  results  are 
accurate.  Expt,  No.  75  gave  99*24  instead  of  100.  But  if  the 
precipitate  is  simply  dried  at  100°,  the  results  are  about  2  per 
cent,  too  high — see  the  same  experiment.  For  the  properties  of 
the  precipitate,  see  §  90. 

In  case  J,  the  precipitate  is  subjected  to  the  same  treatment  as 
in  a,  with  this  difference  only,  that  the  contents  of  the  boat  are 
heated  much  more  intensely,  and  the  process  is  continued  until  no 
more  sulphur  is  expelled.  This  removes  the  whole  of  the  admixed 
sulphur;  the  residue  consists  of  pure  antimonous  sulphide.  It 
must  be  completely  soluble  in  fuming  hydrochloric  acid  on  heating. 

•  ZeiUehr,  /.  analjft  Chem.,  x,  848. 
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If  the  cmiov/rU  of  tJie  precipitate  is  smdllj  collect  it  in  a  weighed 
asbestos  filtering  tube,  dry  in  a  slow  current  of  carbon  dioxide  at  a 
gentle  heat,  heat  finally  rather  more  strongly  till  the  sulphide  has 
turned  black  and  any  free  sulphur  present  has  volatilized,  allow  to 
cool,  replace  the  gas  in  the  tube  by  air,  and  weigh.  Results  quite 
satisfactory.* 

BuNSEN  recommends  converting  the  antimonous  sulphide  into 
antimony  tetroxide. 

For  the  method  of  estimating  the  antimony  in  the  sulphide 
volumetrically  and  indirectly,  see  3,  c. 

2.  DeterminaUon  as  Antimony  Tetroxide. 

a.  In  the  case  of  antimonous  oxide  or  a  compound  of  the  same 
with  an  easy  volatile  or  decomposable  oxygen  acid,  evaporate 
carefully  with  nitric  acid  and  ignite  finally  for  some  time  till  the 
weight  is  constant.  The  experiment  may  be  safely  made  in  a 
platinum  crucible.  With  antimonic  acid,  the  evaporation  with 
nitric  acid  is  unnecessary. 

b.  If  antimonous  sulphide  is  to  be  converted  into  anntimony 
tetroxide,  one  of  the  two  following  methods  given  by  Bunsen  f  is 
employed : 

a.  Moisten  the  dry  antimony  sulphide  with  a  few  drops  of 
nitric  acid  of  1*42  sp.  gr.,  then  treat,  in  a  weighed  porcelain 
crucible  with  concave  lid,  with  8-10  times  the  quantity  of 
fuming  nitric  acid,:]:  and  let  the  acid  gradually  evaporate  on  the 
water-bath.  The  sulphur  separates  at  first  as  a  fine  powder,  which, 
however,  is  readily  and  completely  oxidized  during  the  process  of 
evaporation.  The  white  residual  mass  in  the  crucible  consists  of 
antimonic  acid  and  sulphuric  acid,  and  may  by  ignition  be  con- 
verted without  loss  into  antimony  tetroxide.  If  the  antimony 
sulphide  contains  a  large  excess  of  free  sulphur,  this  must  be 
removed  by  washing  with  carbon  disulphide. 

ß.  Mix  the  antimony  sulphide  with  30-50  times  its  quantity 


*Zeitichr.f,  analyU  Chem.,  viii,  155. 

jAnnal.  d.  Chem,  u.  Pharm.,  cvi,  8. 

i  Nitric  acid  of  1*42  sp.  gr.  is  not  suitable  for  this  purpose,  as  its  boiling-point 
is  almost  10"*  above  the  fusing-point  of  sulphur,  whereas  fuming  nitric  acid  boils 
at  86°,  consequently  below  the  fusing-point  of  sulphur.  With  nitric  acid  of  1  *42 
sp.  gr.,  therefore,  the  separated  sulphur  fuses  and  forms  drops,  which  obstinately 
resist  oxidation. 
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of  pure  mercuric  oxide,*  and  heat  the  mixture  gradually  in  an 
open  porcelain  crucible.  As  soon  as  oxidation  begins,  which  may 
be  known  by  the  sudden  evolution  of  gray  mercurial  fumes, 
moderate  the  heat.  When  the  evolution  of  mercurial  fumes 
diminishes  raise  the  temperature  again,  always  taking  care,  how- 
ever, that  no  reducing  gases  come  in  contact  with  the  contents  of 
the  crucible.  Remove  the  last  traces  of  mercuric  oxide  over  the 
blast  gas-lamp,  then  weigh  the  residual  fine  white  powder  of  anti- 
mony tetroxide.  As  mercuric  oxide  generally  leaves  a  trifling  fixed 
residue  upon  ignition,  the  amount  of  this  should  be  determined 
once  for  all,  the  mercuric  oxide  added  approximately  weighed,  and 
the  corresponding  amount  of  fixed  residue  deducted  from  the 
antimony  tetroxide.  The  volatilization  of  the  oxide  of  mercury 
proceeds  much  more  rapidly  when  effected  in  a  platinum  crucible 
instead  of  a  porcelain  one.  But,  if  a  platinum  crucible  is  employed, 
it  must  be  eilectively  protected  from  the  action  of  antimony  upon 
it,  by  a  good  Ivning  of  mercuric  oxide. f  If  the  antimony  sulphide 
contains  free  sulphur,  this  must  first  be  removed  by  washing 
with  carbon  disulphide  before  the  oxidation  can  be  proceeded 
with,  since  otherwise  a  slight  deflagration  is  avoidable. 

According  to  later  experiments  made  by  Bunsen,:]:  it  is  some- 
what difficult  to  obtain  good  results  by  this  method,  because  a 
temperature  a  little  above  that  required  to  reduce  Sb,0,  to  Sb.O^ 
will  reduce  the  latter  Sb,0,.  Ignition  over  a  blast-lamp  in  a  very 
large  covered  platinum  or  rather  large  open  porcelain  crucible, 
keeping  only  the  bottom  at  a  full  red  heat,  is  recommended  as  a 

*  Prepared  by  precipitation  from  mercuric  chloride  bj  excess  of  soda  solution 
and  thorough  washing. 

t  This  is  effected  best,  according  to  Buivsbn,  in  the  foUowing  way:  Soften  the 
sealed  end  of  a  common  test-tube  before  the  glass-blower's  lamp ;  place  the 
softened  end  in  the  centre  of  the  platinum  crucible,  and  blow  into  it,  which  will 
cause  it  to  expand  and  assume  the  exact  form  of  the  interior  of  the  crucible. 
Crack  off  the  bottom  of  the  little  flask  so  formed,  and  smooth  the  sharp  edges 
cautiously  by  fusion.  A  glass  is  thus  obtained,  open  at  both  ends,  which  exactly 
fits  the  crucible.  To  effect  the  lining  by  means  of  this  instrument,  fill  the  crucible 
loosely  with  mercuric  oxide  up  to  the  brim,  then  force  the  glass  gradually  and 
slowly  down  to  the  bottom  of  the  crucible,  occasionally  shaking  out  the  oxide 
of  mercury  from  the  interior  of  the  glass.  The  inside  of  the  crucible  is  thus 
covered  with  a  layer  of  oxide  of  mercury  \ — 1  line  thick,  which,  after  the  removal 
of  the  glass,  adheres  with  sufficient  firmness,  even  upon  ignition. 

X  ZeiUchr,  f.  anal.  Chem.,  xvm,  268. 
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method  bj  which  it  is  possible  to  drive  off  just  one  atom  O  from 

Sb.O, 

3.    Volumetric  Methods. 

a.  Oxidation  of  Antimonous  Oxide  to  Antimonic  Oxide  by 
Iodine  (Fb.  Mohb  *). 

The  oxidation  is  effected  in  alkaline  solution  and  proceeds  as 
follows:  Sb.O.  +  41 +  4NaOH  =  Sb.O. +  4NaI  +  2H,0.  The 
method  gives  results  which  are  serviceable  only  under  very  defi- 
nite conditions,  because  the  antimonous  oxide  has  not  always  an 
equal  tendency  to  change  to  antimonic  oxide  in  alkaline  solution, 
but  this  tendency  is  greater  in  the  presence  of  much  alkali  car- 
bonate than  when  little  is  present,  and  becomes  constant  only  with 
a  certain  excess  of  carbonate.  According  to  my  investigations  it 
is  best   to  proceed  thus : 

Dissolve  a  quantity  of  the  compound  containing  about  0*1 
grm.  of  antimonous  oxide  in  about  10  c.  c.  of  an  aqueous 
solution  of  tartaric  acid,  then  add  sufiicient  sodium-carbonate 
solution  to  about  neutralize  the  liquid.  Add  now  20  c.  c.  of 
a  cold,  saturated  solution  of  sodium  bicarbonate  and  (the  liquid 
remaining  clear)  some  starch  paste,  then  titrate  with  iodine 
(§  146)  until  the  fluid  just  remains  blue  on  being  stirred.  The 
fact  that  the  blue  color  soon  disappears,  however,  must  not  induce 
the  operator  to  add  more  iodine.  4  eq.  of  iodine  corresponds  to 
1  eq.  of  antimonous  oxide. 

The  results  so  obtained  are  entirely  satisfactory  (Expt.  No.  76). 
I  cannot  recommend  the  use  of  sodium  carbonate  as  employed 
by  Fr.  Mohr  in  his  experiments,  because  it  itself  has  the  prop- 
erty of  fixing  a  considerable  quantity  of  iodine,  varying,  moreover, 
according  to  the  quantity  of  water  used  (Expt.  No.  77),  whereas 
this  is  not  the  case  with  sodium  bicarbonate  (Expt.  No.  78). 
Compare  also  §  127,  5,  a,  1,  and  Expt.  No.  79. 

a.  Conversion  of  Antiinonoua  Chloride  to  Antimonic  Odo- 
ride  hy  Hydrochloric  Add  and  Potassium  Chromate  or  Perman^ 
ganate. 

F.  KEssLER'sf  first  description  of  this  method  was  so  wanting 
in  precision,  that  it  could  not  be  depended  upon.  However,  he 
has  since:!:  determined  most  accurately  the  conditions  under  which 
antimony  in  acid  solution  may  be  satisfactorily  titrated  either  with 
potassium  Chromate  (the  excess  of  the  standard  solution  being 
determined  with  ferrous  sulphate)  or  with  potassium  permanganate. 

*  Lehrbuch  der  Tiirinnethode,  8.  Aufl.,  276.        f  Pogg.  Annal,,  xcv,  204. 
Xlb.,  cxviii,  17.  and  Zeitschr.f.  analyt  Chmn.,  ii.  883. 
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I.   Titration  with  Potctssium  DichromcUe. 

1.  Beqüisites. 

a.  Standard  Solution  of  Arsenovs  Acid.  Dissolve  exactly 
S  grm.  pure  arsenons  oxide  bj  the  aid  of  some  soda  solution,  add 
hydrochloric  acid  till  slightly  acid,  then  100  c.c.  more  of  hydro- 
chloric acid  of  1*12  sp.  gr.,  and  dilute  to  1000  c.c.  Eachcc.  con- 
tains 0-005  grm.  arsenous  oxide  and  corresponds  to  0-007293 
antimonous  oxide. 

ß.  Solution  of  Potassium  Dichromate,  Dissolve  about  2*5  grm. 
to  1  litre. 

Y*  Solution  of  Ferrous  Sulphate.  Dissolve  about  I'l  grm.  iron 
wire  in  20  e.c.  dilute  sulphuric  acid  (1  to  4),  filter,  and  dilute  to 
1  litre. 

<^.  Solution  of  Potassium  Ferricya/aide.  Should  be  tolerably 
dilute  and  freshly  prepared. 

2.  Determination  of  the  Solutions. 

a.  Helation  between  the  Solution  of  Chromate  and  the  Solution 
of  Ferrous  Sulphate,  Run  into  a  beaker  10  c.c.  of  the  Chromate 
solution  from  the  burette,  add  5  c.c.  of  hydrochloric  acid  and  50 
c.c.  water,  and  then  add  iron  solution  from  a  burette  till  the  fluid 
is  green.  Continue  adding  the  iron  solution,  a  c.c.  at  a  time,  test- 
ting  after  each  addition  whether  a  drop  of  the  fluid,  when  brought 
in  contact  with  a  drop  of  the  potassium  f erricyanide,  on  a  porcelain 
plate,  manifests  a  distinct  reaction  for  ferrous  iron.  As  soon  as 
this  point  is  attained,  add  0*5  c.c.  of  Chromate  solution  and  then  iron 
solution  two  drops  at  a  time,  till  the  blue  reaction  just  occurs. 
Now  read  off  both  burettes,  and  calculate  how  much  Chromate 
solution  corresponds  to  10  c.c.  of  iron  solution.  This  experiment 
is  to  be  repeated  before  every  fresh  series  of  analyses,  as  the  iron 
solution  gradually  oxidizes. 

ß.  Pelation  between  the  Chromaie  Solution  amd  the  Solution  of 
Arsenous  Add,  Transfer  10  c.c.  of  the  arsenous  solution  to  a 
beaker,  add  20  c.c.  hydrochloric  acid  of  1*2  sp.  gr.,  and  80 — 100 
C.C.*  water,  run  in  Chromate  solution  till  the  yellow  color  of  the 
fluid  shows  an  excess,  wait  a  few  minutes,  add  excess  of  iron  solu- 
tion, then  again  0*5  Chromate  solution,  and  finally  again  iron  solu- 
tion till  the  end-reaction  appears  (see  above).     Deduct  from  the 

*  The  water  must  be  measured,  for  the  action  of  chromic  acid  on  arsenous 
acid  (and  also  on  antimonous  chloride)  id  normal  only  if  the  fluid  contains  at 
least  one  sixth  of  its  volume  of  hydrochloric  acid  of  1  '12  sp.  gr. 
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total  quantity  of  Chromate  solution  employed,  the  amount  corre- 
eponding  to  the  iron  used,  and  from  the  datum  thus  afforded  calcu- 
late how  much  antimony  corresponds  to  100  c.c.  of  Chromate  solu- 
tion; in  other  words,  how  much  antimony  is  converted  by  the 
quantity  of  Chromate  mentioned  from  SbCl,  into  SbCl,. 

3.  The  Actual  Analysis. 
In  the  absence  of  organic  matter,  heavy  metallic  oxides,  and  other 
bodies  which  are  detrimental  to  the  reaction,  dissolve  the  antimo- 
nous  compound  at  once  in  hydrochloric  acid.  The  solution  should 
contain  not  less  than  ^  of  its  volume  of  hydrochloric  acid  of  1*12 
sp.  gr.  It  is  not  advisable,  on  the  other  hand,  that  it  should  con- 
tain more  than  i,  otherwise  the  end^reaction  with  potassium  f  erri- 
cyanide  is  slower  in  making  its  appearance  and  loses  its  nicety. 
Tartaric  acid  cannot  be  employed  as  a  solvent,  since  it  interferes 
with  the  action  of  chromic  acid  on  ferrous  salts.  Now  proceed  as 
directed  in  2.  If  the  direct  determination  of  antimony  in  the 
hydrochloric  acid  solution  is  not  practicable,  precipitate  it  with 
hydrogen  sulphide.  Wash  the  precipitate,  transfer  it,  together 
with  the  filter,  to  a  small  flask  ;  treat  it  with  a  sufficiency  of  hydro- 
chloric acid,  dissolve  by  digestion  on  the  water-bath,  add  a  suffi- 
cient quantity  of  a  nearly  saturated  solution  of  mercuric  chloride 
in  hydrochloric  acid  of  1'12  sp.  gr.  to  remove  the  hydrogen  sul- 
phide, and  then  proceed  as  directed. 

II.  Titration  with  Potassium  Perrnango/nate. 

Here  also  the  fluid  must  contain  at  least  ^  of  its  volume  of 
hydrochloric  acid  of  1.12  sp.  gr.  The  pennanganate  solution, 
which  may  contain  about  1*5  grm.  of  the  crystallized  salt  in  a  litre, 
is  added  to  permanent  reddening.  The  end-reaction  is  exact,  and 
the  conversion  of  antimonous  to  antimonic  chloride  goes  on  uni- 
formly, although  the  degree  of  dilution  may  vary,  provided  the 
above  relation  between  hydrochloric  acid  and  water  is  kept  up. 
It  is  not  well  that  the  hydrochloric  acid  should  exceed  -J  of  the 
volume  of  the  fluid,  as  in  that  case  the  end-reaction  would  be  too 
transitory.  Tartaric  acid,  at  least  in  the  proportion  to  antimony  in 
which  it  exists  in  tartar  emetic,  does  not  interfere  with  the  reac- 
tion. Hence  the  permanganate  may  be  standardized  by  the  aid  of 
solution  of  tartar  emetic  of  known  strength. 

If  you  have  to  analyze  antimonous  sulphide,  proceed  as  directed 
^.  3 ;  make  the  fluid  mixed  with  mercuric  chloride  up  to  a  certain 
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volume,  allow  to  settle,  and  use  a  measured  portion  of  the  perfectly 
dear  solution  for  the  experiment. 

My  own  experiments*  have  shown  that  Kesslee's  methods  are 
also  suitable  for  the  estimation  of  very  small  quantities  of  anti- 
mony. 

h.  Volm}iei/ric  Estimation  hy  d^termi/ning  the  Hydrogen  Sul- 
phide yielded  hy  the  Sulphide  (R.  Schnbidbr  f)« 

Both  antimonous  and  antimonic  sulphides  yield  under  the 
action  of  boiling  hydrochloric  acid  3  mol.  hydrogen  sulphide  for 
every  2  atoms  of  antimony.  Hence,  if  the  amount  of  the  gas 
evolved  under  such  circumstances  is  estimated,  the  amount  of  anti- 
mony is  known. 

For  decomposing  the  sulphide  and  absorbing  the  gas,  the  same 
apparatus  serves  as  Bunsen  employs  for  his  iodimetric  analyses 
(§  130).  The  size  of  the  boiling-flask  should  depend  on  the  quan- 
tity  of  sulphide ;  for  quantities  up  to  0*4  grm.  Sb,S, ,  a  flask  of  100 
c.c.  is  large  enough;  for  0*4 — 1  grm.,  use  a  200  c.c.  flask.  The 
body  of  the  flask  should  be  spherical,  the  neck  rather  narrow, 
long,  and  cylindrical.  If  the  sulphide  of  antimony  is  on  a  filter, 
put  both  together  into  the  flask.  The  hydrochloric  acid  should 
not  be  too  concentrated. 

The  determination  of  the  hydrogen  sulphide  is  best  conducted 
according  to  the  method  given  in  §  148,  J.  The  results  obtained 
by  Schneider  ^re  satisfactory.  If  the  precipitate  contains  anti- 
monious  chloride,  the  results  are  of  course  false,  and  this  would 
actually  be  the  case  if  on  precipitation  with  hydrogen  sulphide  the 
addition  of  the  tartaric  acid  were  omitted. 

§  126. 
4.  Tin  in  Stannous  Compounds,  and  5.  Tin  in  Stannic  Compounds. 

a.  Solution, 

In  dissolving  compounds  of  tin  soluble  in  water,  a  little  hydro- 
chloric acid  is  added  to  insure  a  clear  solution.  Nearly  all  the 
compounds  of  tin  insoluble  in  water  dissolve  in  hydrochloric  acid, 
or  in  aqua  regia.  The  hydrate  of  metastannic  acid  may  be  dissolved 
by  boiling  with  hydrochloric  acid,  decanting  the  fluid,  and  treating 
the  residue  with  a  large  proportion  of  water.    Ignited  stannic  oxide, 

*  Zeitsehr.  /.  analyt,  Chem.,  viii,  155.  f  P'^ff-  AnncU,,  ex,  684. 
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and  stannic  compounds  insoluble  in  acids,  are  prepared  for  solution 
in  hydrochloric  acid,  by  reducing  them  to  the  state  of  a  fine  pow- 
der, and  fusing  in  a  silver  crucible  with  potassium  or  sodium 
hydroxide,  in  excess.  Metallic  tin  is  dissolved  best  in  aqua  regia; 
the  solution  frequently  contains  metastannic  chloride  mixed  with 
the  stannic  chloride  (Th.  Sohekbbe*).  It  is  generally  determined, 
however,  by  converting  it  into  stannic  oxide,  without  previous 
solution.  Acid  solutions  of  stannic  salts,  which  contain  hydrochlo- 
ric acid,  or  a  chloride,  cannot  be  concentrated  by  evaporation,  not 
even  after  addition  of  nitric  acid  or  sulphuric  acid,  without  volatili- 
zation of  stannic  chloride  taking  place. 

h.  Determination. 

Tin  is  weighed  in  the  form  of  stannic  oxide,  into  which  it  is 
converted,  either  by  the  agency  of  nitric  acid,  or  by  precipitation 
as  stannic  (or  metastannic)  acid,  or  by  precipitation  as  sulphide.  A 
great  many  volumetric  methods  of  estimating  tin  have  been  pro- 
posed. They  all  depend  on  obtaining  the  tin  in  solution  in  the 
condition  of  stannous  chloride,  and  converting  this  into  stannic 
chloride  either  in  alkaline  or  acid  solution.  A  few  only  yield  satis- 
factory results. 

We  may  convert  into 

Stannic  oxide: 

a.  By  Treatment  vyith  Nitric  Acid,  Metallic  tin,  and  those 
compounds  of  tin  which  contain  no  fixed  acid,  provided  no  com- 
pounds of  chlorine  be  present. 

J.  By  Precijyitation  as  Stannic  {or  Metast<innic)  Acid.  All  tin 
salts  of  volatile  acids,  provided  no  non- volatile  organic  substances 
nor  ferric  salts  be  present. 

c.  By  Precipitation  as  Sulphide,  All  compounds  of  tin  with- 
out exception. 

In  methods  a  and  c,  it  is  quite  indifferent  whether  the  tin  is 
present  as  a  stannous  or  a  stannic  compound.  The  method  h 
requires  the  tin  to  be  present  as  a  stannic  salt.  The  volumetric 
methods  may  be  employed  in  all  cases ;  but  the  estimation  is  simple 
and  direct  only  where  the  tin  is  in  solution  as  stannous  chloride 
and  free  from  other  oxidizable  bodies,  or  can  readily  be  brought 
into  this  state.  For  the  methods  of  determining  stannous  and 
stannic  tin  in  presence  of  each  other,  I  refer  to  Section  V. 

*Joum,f,  prakt,  Chem.  If,  F,,  in,  472. 
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1.  Determination  of  Tin  as  Stannic  Oxide. 

a.  By  Treatment  with  Nitric  Acid, 

This  method  is  resorted  to  principally  to  convert  the  metallic 
tin  into  stannic  oxide.  For  this  purpose  the  finely-divided  metal 
is  put  into  a  capacious  flask,  and  moderately  concentrated  pure 
nitric  acid  (about  1-3  sp.  gr.)  gradually  poured  over  it ;  the  flask  is 
covered  with  a  watch  glass.  When  the  first  tumultuous  action  of 
the  acid  has  somewhat  abated,  a  gentle  heat  is  applied  until  the 
metastannic  acid  formed  appears  of  a  pure  white  color,  and  further 
action  of  the  acid  is  no  longer  perceptible.  The  contents  of  the 
flask  are  then  transferred  to  a  porcelain  dish  and  evaporated  on  a 
water-bath  nearly  to  dryness,  water  is  then  added,  and  the  precipi- 
tate is  collected  on  a  filter,  washed,  till  the  washings  scarcely  red- 
den litmus  paper,  dried,  ignited,  and  weighed.  The  ignition  is 
effected  best  in  a  small  porcelain  crucible,  according  to  §  53  ;  still 
a  platinum  crucible  may  also  be  used.  A  simple  red  heat  is  not 
sufficient  to  drive  off  all  the  water ;  the  ignition  must  therefore  be 
finished  over  a  gas  blowpipe.  Compounds  of  tin  which  contain  no 
fixed  substances  may  be  converted  into  stannic  oxide  by  treating 
them  in  a  porcelain  crucible  with  nitric  acid,  evaporating  to  dry- 
ness, and  igniting  the  residue.  If  sulphuric  acid  be  present,  the 
expulsion  of  that  acid  may  be  promoted,  in  the  last  stages  of  the 
process,  by  ammonium  carbonate,  as  in  the  case  of  acid  potassium 
sulphate  (§  97) ;  here  also  the  heat  must  be  increased  as  much  as 
possible  at  the  end.  For  the  properties  of  the  residue,  see  §  91. 
There  are  no  inherent  sources  of  error. 

h.  By  Precipitation  as  Stannic  {or  Metastannic)  Acid. 

The  application  of  this  method  presupposes  the  whole  of  the 
tin  to  be  present  in  the  state  of  stannic  salts.  Therefore,  if  a  solu- 
tion contains  stannous  salts,  either  mix  with  chlorine  water,  or  con- 
duct chlorine  gas  into  it,  or  heat  gently  with  chlorate  of  potassa, 
until  the  conversion  of  the  stannous  into  stannic  salts  is  effected. 
When  this  has  been  done,  add  ammonia  until  a  permanent  precipitate 
just  begins  to  form,  and  then  hydrochloric  acid,  drop  by  drop,  until 
this  precipitate  is  completely  redissolved ;  by  this  means  a  large 
excess  of  hydrochloric  acid  in  the  solution  will  be  avoided.  Add 
to  the  fluid  so  prepared  a  concentrated  solution  of  ammonium 
nitrate  (or  sodium  sulphate),  and  apply  heat  for  some  time,  where- 
upon the  whole  of  the  tin  will  precipitate  as  stannic  acid.  Decant 
three  times  on  to  a  filter,  then  collect  the  precipitate  on  the  latter. 
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wash  thoroughly,  dry,  and  ignite.  To  make  quite  sure  that  the 
whole  of  the  tin  has  separated,  you  need  simply,  tefore  proceeding 
to  filter,  add  a  few  drops  of  the  clear  supernatant  fluid  to  a  hot 
solution  of  ammonium  nitrate,  or  sodium  sulphate,  when  the  for- 
mation or  non-formation  of  a  precipitate  will  at  once  decide  the 
question.  The  tin  is  also  precipitated  from  metastannic  chloride 
by  the  above  reagents. 

This  method,  which  we  owe  to  J.  Löwenthal,  has  been  repeat 
edly  tested  by  him  in  my  own  laboratory,*  is  easy  and  convenient, 
and  gives  very  accurate  results.  The  decomposition  is  expressed 
by  the  equation,  SnCl,  +  4]Sra,S0,  +  3H,0  =  H,SnO,  +  4NaCl 
-f-  4NaHS0^,  or  in  precipitating  with  ammonium  nitrate :  SnCl^ 
+  4NH,N0.  +  3H,0  =  H,SnO.  +  4NH,C1  +4HN0,. 

Tin  may  also,  according  to  H.  RosB,t  be  completely  precipi- 
tated from  stannic  solutions  by  sulphuric  acid.  If  the  solution 
contains  metastannic  acid  or  metastannic  chloride,  the  precipitation 
is  effected  without  extraordinary  dilution ;  the  other  stannic  com- 
pounds, however,  require  very  considerable  dilution.  If  free 
hydrochloric  acid  is  absent,  the  precipitation  is  rapid ;  in  other 
cases  12  or  24  hours  at  least  are  required  for  perfect  precipitation. 
Allow  to  settle  thoroughly,  before  filtering,  wash  well  (if  hydro- 
chloric acid  was  present,  till  the  washings  give  no  turbidity  with 
silver  nitrate),  dry  and  ignite,  at  last  intensely  with  addition  of 
some  ammonium  carbonate.  The  results  obtained  by  Oesten,  and 
communicated  by  11.  Kose,  are  exact. 

c.  By  Precipitation  as  Stannous  or  Stannic  Sulphide, 

Precipitate  the  dilute  moderately  acid  solution  with  hydrogen 
sulphide  water  or  gas.  If  the  tin  was  present  in  the  solution  as  a 
stannous  salt,  and  the  precipitate  consists  accordingly  of  the  brown 
stannous  sulphide,  keep  the  solution,  supersaturated  with  hydrogen 
sulphide,  standing  for  half  an  hour  in  a  moderately  warm  place, 
and  then  filter.  If,  on  the  other  hand,  the  solution  contain  a  stan- 
nic salt,  or  metastannic  acid,  and  the  precipitate  is  yellow  and  consists 
of  stannic  sulphide  mixed  with  stannic  oxide,  or  yellowish  brown 
and  consists  of  hydrated  metastannic  sulphide  mixed  with  meta- 
stannic acid  (Babfoed,  Th.  Scheebeb  :|:),  put  the  fluid,  loosely 
covered,  in  a  warm  place,  until  the  odor  of  hydrogen  sulphide 

•«Tötim./.  prakt,  Chem,,  lvi.  366.  f  Po99'  Annal.,  cxii,  164. 

t  Joum.  /,  prakU  Cliem.  N.  F.,  in,  472. 
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has  nearly  gone  off,  and  then  Alter.  The  washing  of  the  stan- 
nic-sulphide precipitate,  which  has  a  great  inclination  to  pass 
through  the  filter,  is  best  effected  with  a  concentrated  solution  of 
sodium  chloride,  the  remains  of  the  latter  being  got  rid  of  by  a 
solution  of  ammonium  acetate  containing  a  small  excess  of  acetic 
acid.  If  there  is  no  objection  to  having  the  latter  salt  in  the  fil- 
trate, the  washing  may  be  entirely  effected  by  its  means  (Bünsbn*). 
Transfer  the  dry  precipitate  as  completely  as  possible  to  a  watch 
glass,  bum  the  filter  carefully  in  a  weighed  porcelain  crucible, 
moisten  the  ash  with  nitric  acid,  ignite,  allow  to  cool,  add  the  pre- 
cipitate, cover  the  crucible,  heat  gently  for  some  time  (slight  decrep- 
itation often  occurs),  remove  the  lid  and  heat  gently  with  access  of 
air,  till  sulphur  dioxide  has  almost  ceased  to  be  formed.  (K  too 
much  heat  is  applied  at  first,  stannic  sulphide  volatilizes,  the  fumes 
of  which  give  stannic  oxide.)  Now  heat  strongly,  allow  to  cool, 
and  heat  repeatedly  with  pieces  of  ammonium  carbonate  to  a  high 
degree,  to  drive  out  the  last  portions  of  sulphuric  acid.  When  the 
weight  remains  constant  the  experiment  is  ended  (H.  Hose).  For 
the  properties  of  the  precipitates,  see  §  91.  The  results  are  accu- 
rate. 

2.  Vohimetric  Methods. 

The  determination  of  tin  by  the  conversion  of  stannous  into 
stannic  chloride  with  the  aid  of  oxidizing  agents  (potassium  diehro- 
n[iate,iodine, potassium  permangaiiate,etc.)ofFers peculiar  difficulties, 
inasmuch  as  on  the  one  hand  the  stannous  chloride  takes  up  oxygen 
from  the  air  and  from  the  water  used  for  dilution,  with  more  or 
less  rapidity,  according  to  circumstances ;  and  on  the  other  hand, 
the  energy  of  the  oxidizing  agent  is  not  always  the  same,  being 
influenced  by  the  state  of  dilution  and  the  presence  of  a  larger  or 
smaller  excess  of  acid. 

In  the  following  methods,  these  sources  of  error  are  avoided  or 
limited  in  such  a  manner  as  to  render  the  results  satisfactory. 

*  AnncU,  d,  Chem,  u.  Pharm.,  cvi,  18. 
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1.  Determination  of  Stannous  Chloride  hy  Iodine  in 
Alkaline  Solution  {after  Lknssen  *). 
Dissolve  tlie  stannous  salt  or  the  metallic  tin  f  in  hydrochloric 
acid  (preferably  in  a  stream  of  carbon  dioxide),  add  sodium-potas- 
sium tartrate,  then  sodium  bicarbonate  in  excess.     To  the  clear 
slightly  alkaline  solution  thus  formed  add  some  starch-solution, 
and  afterwards  the  iodine  solution  of  §  146,  till  a  permanent  blue 
coloration  appears.    2  at.  free  iodine  used  corresponds  to  1  at.  tin. 
Lbnssen's  results  are  entirely  satisfactory. 

2.  Determination  of  Sta/nywus  Chloride  after  addition 
of  FerAc  Chloride, 

The  fact  that  stannous  chloride  in  acid  solution  can  be  far  more 
accurately  converted  into  stannic  by  oxidizing  agents  after  being 
mixed  with  feme  chloride  (or  even  with  cupric  chloride)  than 
without  this  addition,  was  first  settled  by  Lowenthal.  %  Sub- 
sequently Stbomeyeb  §  published  some  experiments  leading  to  the 
same  results,  together  with  practical  remarks  on  the  best  way  of 
carrying  out  the  method  in  different  cases.  The  processes  thus 
originated,  and  which  have  been  well  tested,  are  as  follows : 

a.  The  given  substance  is  a  stannous  salt.  Dissolve  in  pure 
ferric  chloride  (free  from  ferrous  chloride)  with  addition  of  hydro- 
chloric acid,  dilute  and  add  standard  permanganate  from  the 
burette.  Now  make  another  experiment  with  the  same  quantity 
of  water  similarly  colored  with  ferric  chloride  to  ascertain  how 
much  permanganate  is  required  to  tinge  the  liquid,  and  subtract 
the  quantity  so  used  from  the  amount  employed  in  the  actual 
analysis,  and  from  the  remainder  calculate  the  tin. 

The  reaction  between  the  tin  salt  and  the  iron  solution  is  SnCl, 
+  Fe,Cl.=SnCl^+2FeCl,.  The  solution  thus  contains  ferrous 
chloride  in  the  place  of  stannous  salt,  the  former  being,  as  is  well 
known,  far  less  susceptible  of  alteration  from  the  action  of  free 
oxygen  than  the  latter.     2  at.  iron  found  correspond  to  1  at.  tin. 

*  Jaum.  /.  prakU  Chem.,  lxxvui,  300 ;  Annal,  d.  Chem.  u.  Pharm.,  cxrr, 
118. 

t  The  solution  of  metallic  tin  is  much  assisted  by  the  presence  of  platinum 
foil,  which  is  accordingly  added.  Lensbsn  found  this  addition  of  platinum  to 
be  objectionable ;  but  no  other  experimenter  has  observed  that  it  interfere! 
With  the  accuracy  of  the  results. 

X  J&um.  /.  prakt.  Chem.,  lxxvi,  484. 

§  Annal  d,  Chem,  u.  Pharm.,  cxvii,  261. 
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It  mast  not  be  forgotten  that  the  titration  takes  place  in  presence 
of  hydrochloric  acid,  and  that  hence  the  inconveniences  mentioned 
nnder  §  112,  2,  yy  may  arise  and  impair  the  accuracy  of  the 
method.  The  results  cannot  be  considered  accurate  unless  the 
standardizing  of  the  permanganate  and  the  analysis  take  place 
under  similar  conditions  as  regards  dilution  and  amount  of  hydro- 
chloric add. 

b.  The  given  substance  is  metallic  tin.  Either  dissolve  in 
hydrochloric  acid — preferably  with  addition  of  platinum  and  in  an 
atmosphere  of  carbon  dioxide— and  treat  the  solution  according  to 
Ä,  or  place  the  substance  at  once  in  a  concentrated  solution  of  ferric 
chloride  mixed  with  a  little  hydrochloric  acid ;  under  these  cir- 
cumstances it  will,  if  finely  divided,  dissolve  quickly  even  in  the 
cold  and  without  evolution  of  hydrogen.  Gentle  warming  is 
unobjectionable.  Now  add  the  permanganate.  The  reaction  is 
Sn  +  2Fe,Cl,=SnCl,  +  4FeCl„  therefore  every  4  at.  iron  found 
reduced  correspond  to  1  at.  tin.  The  results  are  of  course  only 
correct  when  iron  is  not  present.  Where  this  is  the  case,  proceed 
with  the  impure  tin  solution  according  to  c. 

c.  The  given  substance  is  stannic  chloride  or  stannic  oxide,  or  a 
compound  of  tin  containing  iron.  Dissolve  in  water  with  addition 
of  hydrochloric  acid,  place  a  plate  of  zinc  in  the  solution  and  allow 
to  stand  twelve  hours,  then  remove  the  precipitated  tin  with  a 
brush,  wash  it,  dissolve  in  ferric  chloride,  and  proceed  as  in  ft. 

d.  The  given  substance  is  pure  stannic  sulphide,  precipitated 
out  of  an  acid  stannic  solution  containing  no  stannous  salt.  Mix 
with  ferric  chloride,  heat  gently,  filter  oflE  the  sulphur,  and  then 
add  the  permanganate.  4  at.  iron  correspond  to  1  at.  tin,  for 
SnS,  +  2re.Cl,  =  SnCl,  +  4FeCl,  +  2S.  The  results  obtained  by 
Stromeyeb  are  quite  satisfactory.  As  regards  the  precipitated 
stannic  sulphide,  see  Babfoed,  §  91,  o. 

§m. 

6.  Absenous  Aoid,  and  7.  Absenio  Acid. 

a.  Solution. 

The  compounds  of  arsenous  and  arsenic  acids  which  are  not 
soluble  in  water  are  dissolved  in  hydrochloric  acid  or  in  nitrohydro- 
chloric  acid.  Some  native  arsenates  require  fusing  with  sodium 
carbonate.    Metallic  arsenic,  arsenous  sulphide,  and  metallic  arson- 
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ides  are  dissolved  in  fuming  nitric  acid  or  nitrohydrocbloric  acid, 
or  a  solution  of  bromine  in  hydrochloric  acid ;  those  metallic 
arsenides  which  are  insoluble  in  these  menstrua  are  fused  with 
sodium  carbonate  and  potassium  nitrate,  by  which  means  they  are 
converted  into  soluble  alkali  arsenates  and  insoluble  metallic  oxides ; 
or  they  may  be  suspended  in  potassa  solution  and  treated  with 
chlorine  (§  164,  B,  7).  In  this  last  manner,  too,  arsenous  sul- 
phide dissolved  in  concentrated  potassa  may  be  very  easily  ren- 
dered soluble.  All  solutions  of  compounds  of  arsenic  which  have 
been  effected  by  long  heating  with  fuming  nitric  acid,  or  by  warm- 
ing with  excess  of  nitrohydrocbloric  acid,  or  chlorine,  contain 
arsenic  acid.  A  solution  of  arsenous  acid  in  hydrochloric  acid 
cannot  be  concentrated  by  evaporation,  since  arsenous  chloride 
would  escape  with  the  hydrochloric-acid  fumes.  This,  however, 
less  readily  takes  place  if  the  solution  contains  arsenic  acid ;  in 
fact,  it  only  occurs  in  the  presence  of  a  large  proportion  of  hydro- 
chloric acid  (for  instance,  half  the  volume  of  hydrochloric  acid  of 
1-12  sp.  gr.*).  It  is  therefore  advisable  in  most  cases  where  a 
hydrochloric-acid  solution  containing  arsenic  is  to  be  concentrated 
to  previously  render  the  solution  alkaline. 

h,  DetermirKition. 

Arsenic  is  weighed  as  lead  a/rsenate^  as  ammonium  magnesium 
arsenate^  as  ma^nesiu7n  pyroarsenate^  as  uranyl pyroa/rsenate^  or 
as  a/raenous  sulphide.  The  determination  as  ammonium  mag- 
nesium arsenate  is  sometimes  preceded  by  precipitation  as  am- 
monium arseno-molybdate.  The  method  recommended  by  Ber- 
THiER  and  modified  by  v.  Kobell,  of  separating  the  arsenic  as 
basic-ferric  arsenate,  is  only  used  in  separations.  Arsenic  may  be 
estimated  also  in  an  indirect  way^  and  by  volumetric  methods. 

We  may  convert  into 

1.  Lead  Arsenate:  Arsenous  and  arsenic  acids  in  aqueous  or 
nitric-acid  solution.  (Acids  or  halogens  forming  fixed  salts  with 
lead,  and  also  ammonium  salts,  must  not  be  present.) 

2.  Ammonium  Magnesium  Arsenate,  or  Magnesium  Pyro- 
arsenate  : 

a.  By  direct  Precipitation,  Arsenic  acid  in  all  solutions 
free  from  bases  or  acids  precipitable  by  magnesia  or  ammonia. 

*  ZeiUehr.f.  Ch&m„  i.  448. 
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5.  Preceded  by  Precipitation  as  Amvionium  Arseno-molyh- 
date.  Arsenic  acids  in  all  cases  where  no  phosphoric  acid  is 
present,  little  or  no  hydrochloric  acid,  nor  any  snbstance  which 
decomposes  molybdic  acid. 

3.  TJranyl  Ptboabsenate  :  Arsenic  acid  in  all  combinations 
soluble  in  water  and  acetic  acid. 

4.  Absenous  Sulphide:  All  compounds  of  arsenic  without 
exception. 

Arsenic  may  be  determined  volumetrically  in  a  simple  and 
exact  manner,  whether  present  in  the  form  of  arsenous  acid  or  an 
alkali  arsenite,  or  as  arsenic  acid  or  an  alkali  arsenate.  The  volu- 
metric methods  have  now  almost  entirely  superseded  the  indirect 
gravimetric  methods  formerly  employed  to  effect  the  determina- 
tion of  arsenous  acid. 

1.  Determination  as  Lead  Arsenate. 

a.  Arsenic  Acid  in  Aqueous  Solution. 

A  weighed  portion  of  the  solution  is  put  into  a  platinum  or 
porcelain  dish,  and  a  weighed  amount  of  recently  ignited  pure  lead 
oxide  added  (about  five  or  six  times  the  supposed  quantity  of  arse- 
nic acid  present) ;  the  mixture  is  cautiously  evaporated  to  dryness, 
and  the  residue  heated  to  gentle  redness,  and  maintained  some 
time  at  this  temperature.  The  residue  is  lead  arsenate  +  lead 
oxide.  The  quantity  of  arsenic  acid  is  now  readily  found  by  sub- 
tracting from  the  weight  of  the  residue  that  of  the  oxide  of  lead 
added.  For  the  properties  of  lead  arsenate,  see  §  92.  The  results 
are  accurate,  provided  the  residue  be  not  heated  beyond  gentle  red- 
ness. 

&.  Arsenous  Acid  in  Solution. 

Mix  the  solution  with  nitric  acid,  evaporate  to  a  small  bulk, 
add  a  weighed  quantity  of  lead  oxide  in  excess,  evaporate  to  dry- 
ness, and  ignite  the  residue  most  cautiously  in  a  covered  crucible, 
until  the  whole  of  the  lead  nitrate  is  decomposed.  The  residue 
consists  here  also  of  arsenic  acid  -f-  lead  oxide.  This  method 
requires  considerable  care  to  guard  against  loss  by  decrepitation 
upon  ignition  of  the  lead  nitrate. 
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2.  EBtimdUon  as  Ammorivwm,  Magnesium  Arsenate^  or 
Magnesium  PyroarsenMe. 

a.  By  direct  Precipitation. 

This  method,  which  was  first  recommended  by  Levol,  presup- 
poses the  whole  of  the  arsenic  in  the  form  of  arsenic  acid.  Where 
this  is  not  the  case,  the  solution  is  gently  heated,  in  a  capacious 
flask,  with  hydrochloric  acid,  and  potassium  chlorate  added  in 
small  portions,  until  the  fluid  emits  a  strong  smell  of  chlorous  acid ; 
it  is  then  allowed  to  stand  at  a  gentle  heat  until  the  odor  of  this 
gas  has  nearly  disappeared. 

The  arsenic-acid  solution  is  now  mixed  with  ammonia  in  ex- 
cess, which  must  not  produce  turbidity,  even  after  standing  some 
time ;  magnesia  mixture  is  then  added  (§  62,  6).  The  fluid,  which 
smells  strongly  of  ammonia,  is  allowed  to  stand  24  or  48  hours  in 
the  cold,  well  covered,  and  then  filtered  through  a  weighed  filter. 
The  precipitate  is  then  transferred  to  the  filter,  with  the  aid  of 
portions  of  the  filtrate,  so  as  to  use  no  tnore  washing  water  than 
necessary,  and  washed  with  small  quantities  of  a  mixture  of  three 
parts  water  and  one  part  ammonia,  till  the  washings,  on  being 
mixed  with  nitric  acid  and  silver  nitrate,  show  no  opalescence.  The 
precipitate  is  dried  at  102^  to  103®,  and  weighed.  It  has  the  for- 
mula (MgNH^A80^),+H,0.*  As  the  drying  of  ammonium  mag* 
nesium  arsenate  till  its  weight  is  constant,  requires  much  time  and 
repeated  weighings,  it  is  a  great  advantage  that  we  can  now  con- 
vert it  without  loss  of  arsenic  into  magnesium  pyroarsenate  (Mg, 
As,0,),  thanks  to  the  researches  of  H.  RqßE,t  Wittstbin:|:  and 
PüLLER.§  For  this  purpose  first  transfer  the  dried  precipitate  as 
completely  as  possible  to  a  watch-glass,  saturate  the  filter  with 
a  solution  of  ammonium  nitrate,  dry  and  bum  it  cautiously  in  a 
porcelain  crucible.  After  cooling,  transfer  the  precipitate  to  the 
crucible,  heat  in  an  air-bath  to  about  130°,  continue  heating  for  2 
hours  on  a  sand-bath,  then  heat  for  an  hour  or  two  on  an  ii*on  plate 
a  little  more  strongly,  and  when  the  ammonia  has  been  thus  entirely 

*  If  it  is  dried  In  a  water-bath,  the  drying  must  be  extremely  prolonged,  or 
otherwise  more  than  1  eq.  will  be  left.  After  brief  drying  in  the  water-bath 
the  compound  contains  between  1  and  8  eq.  water.  If  it  is  dried  between  105** 
and  110**  part  of  the  1  eq.  water  is  lost. 

t  Handbuch  der  anal.  Chem,  6.  Aufl.,  n,  890. 

XZHUehr.f,  anal  Chem,,  u,  19.  §Ib.,  z,  68. 
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expelled  ignite  strongly  for  ßome  time  over  the  lamp.  The  pro- 
cess may  be  shortened  by  conducting  the  heating  in  a  Rose's  cruci- 
ble in-  a  slow  current  of  oxygen.  The  ammonia  may  then  be 
driven  off  in  10  minutes,  and  after  the  precipitate  has  been  at  last 
etrongly  heated  it  will  be  ready  to  weigh.  For  the  properties  of 
the  ammofaium  magnesium  arsenate  and  magnesium  pyroarsenate, 
see  §  92.  The  method  yields  satisfactory  results,  since  the  small 
loss  of  precipitate  dissolved  in  the  filtrate  and  washings  is  coun- 
terbalanced by  the  presence  of  a  trace  of  basic  magnesium  sulphate 
(Puller).  Puller  with  a  quantity  of  0*37  grm.  ammonium  mag- 
nesium arsenate  lost  only  a  fraction  of  a  milligramme ;  on  the  ad- 
dition of  a  large  proportion  of  ammonium  chloride  the  loss  rose  to 
about  0*002  grm.  The  correction  for  the  solubility  of  the  pre- 
cipitate in  the  ammoniacal  filtrate  containing  excess  of  magnesia 
mixture  is  O'OOl  grm.  of  (MgNH^AsO,),  +  H,0  for  80  c.c. 

J.  Preceded  ly  Preoipitation  as  Ammormmh  Areeno-molyh^ 
date. 

Mix  the  acid  solution,  which  must  be  free  from  phosphoric  and 
silicic  acids,  with  an  excess  of  solution  of  ammonium  molybdate. 
The  ammonium  molybdate  solution  shonld  have  been  previously 
mixed  with  nitric  acid  in  excess,  and  the  whole  process  is  con- 
ducted exactly  as  in  the  case  of  phosphoric  acid — see  §  134,  5,  ß. 
After  dissolving  the  ammonium  arseho-molybdate  in  ammonia^ 
neutralize  the  latter  partially  with  hydrochloric  acid.  Treat  the 
ammonium  magnesium  arsenate  as  in  a.     Results  satisfactory. 

3.  Estimation  as  Uranyl  Pyroa/rsenate. 
This  method  was  first  proposed  by  Werther.*  It  has  been 
carefully  studied  by  PuLLERf  in  my  laboratory,  and  gives  thor. 
oughly  satisfactory  results.  Mix  the  arsenic  acid  solution  witl? 
potash  or  ammonia  in  excess,  and  then  a  good  excess  of  acetic  acid. 
(If  a  precipitate  of  ferric  or  aluminium  araenate  here  remaini^ 
insoluble,  the  method  would  be  inapplicable.)  Add  uranyl  acetate 
in  excess,  and  boil.  Wash  the  slimy  precipitate  of  uranyl  arsenate 
or  of  ammonium  uranyl  arsenate  by  decantation  with  boiling  water, 
and  then  transfer  to  a  filter.  The  addition  of  a  few  drops  of  chlo^ 
reform  to  the  partly  cool  fluid  will  hasten  the  deposition  of  the  prd 
cipitate.     Dry,  transfer  the  precipitate  to  a  watch-glass,  cleaning 

^Jowrn.f,  prakt.  Chem.,  xliii,  846.        jZeitsehr.f,  analyU  Chem.,  x,  72. 


414  DETEBMINATIOK.  [§  127. 

the  filter  as  much  as  possible ;  saturate  the  latter  with  ammonium 
nitrate,  dry  it,  incinerate  in  a  porcelain  crucible,  and  add  the  pre- 
cipitate. If  the  precipitate  contains  ammonium,  heat  very  cau- 
tiously, finally  adding  nitric  acid,  or  ignite  in  oxygen.  (See  2,  a,) 
If  the  precipitate  is  free  from  ammonium,  ignite  in  the  ordinary 
way.  Ammonium  salts  do  not  interfere.  Properties  of  the  pre- 
cipitate and  residue,  §  92,  e. 

4.  Eatlmatian  as  Arsenous  Sulphide, 
a.  In  solutions  of  Arsenovs  Add  or  Arsenites  free  from 
Arsenic  Add. 

The  solution  should  be  strongly  acid  with  hydrochloric  acid. 
Precipitate  with  hydrogen  sulphide  and  expel  the  excess  with  car- 
bon dioxide.  Pass  the  latter  through  the  solution  for  an  hour,  a 
longer  time  is  useless.  (See  §  125,  1.)  Wash  the  precipitate  thor- 
oughly and  dry  at  100°  till  the  weight  is  constant.  Particles  of 
the  precipitate  which  adhere  so  firmly  to  the  glass  that  they  can- 
not be  removed  mechanically  are  dissolved  in  ammonia  and  repre- 
cipitated  with  hydrochloric  acid.  Properties  of  the  precipitate, 
§  92.  Do  not  omit  to  test  a  weighed  portion  to  see  whether  it 
completely  volatilizes  on  heating.  If  a  residue  remains  it  is  to  be 
weighed  and  the  proportional  quantity  deducted  from  the  total 
weight  of  the  precipitate.     Eesults  accurate. 

If  the  solution  contains  any  substance  which  decomposes  hydro- 
gen sulphide,  such  as  ferric  chloride,  chromic  acid,  etc.,  the  precip- 
itate produced  in  the  cold  contains  an  admixture  of  finely  divided 
sulphur.  It  should  be  collected  in  the  same  manner  on  a  filter 
dried  at  100°,  and  weighed,  washed  and  dried.  Extract  the 
admixed  sulphur  with  purified  carbon  disulphide  (which  should 
leave  no  residue  on  evaporation),  continuing  till  the  fiuid  which 
runs  through  leaves  no  residue.  Dry  at  100°  till  the  weight  is 
constant.  From  experiments  made  in  my  laboratory  it  appears 
that  the  results  thus  obtained  are  quite  accurate,  even  when  the 
amount  of  admixed  sulphur  is  large  ;  but  the  precipitation  must 
have  been  effected  in  the  cold.  If,  on  the  contrary,  heat  is  used, 
the  sulphur  is  in  the  form  of  small  agglutinated  grains  and  cannot 
be  completely  extracted  by  cold  carbon  disulphide  on  the  filter. 
However,  it  may  be  extracted  by  removing  the  precipitate  from  the 
filter  and  repeatedly  digesting  it  with  the  disulphide  on  a  water- 
bath  (Puller*). 

♦  Zeitschr,  /.  analyt.  Chem,,  x,  46  et  seq. 
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Instead  of  purifying  the  arsenous  sulphide  you  may  estimate 
the  arsenic  in  the  mixture  of  the  sulphide  with  sulphur  as  follows : 
Dissolve  the  precipitate  in  strong  potassa,  and  pass  chlorine  into  the 
solution  (§  148,  II.  2,  b).  The  arsenic  and  the  sulphur  are  con- 
verted into  arsenic  and  sulphuric  adds  respectively ;  the  former 
may  be  estimated  according  to  2,  a,  or  the  latter  according  to  §  132. 
In  the  latter  case,  deduct  the  sulphur  found  from  the  weight  of  the 
arsenical  precipitate.  There  is  no  loss  of  arsenic  in  this  process 
from  volatilization  of  the  chloride,  as  the  solution  remains  alkaline. 
The  object  may  also  be  conveniently  attained  by  the  use  of  nitric 
acid.  A  very  strong  fuming  acid,  of  86®  boiling  point,  is 
employed ;  an  acid  of  1  -42  sp.  gr.  which  boils  at  a  higher  tempera- 
ture  does  not  answer  the  purpose,  as  the  separated  sulphur  would 
fuse,  and  its  oxidation  would  be  much  retarded.  The  well  dried 
precipitate  is  shaken  into  a  small  porcelain  dish,  treated  with  a  tol- 
erably large  excess  of  the  fuming  nitric  acid,  the  dish  immediately 
covered  with  a  watch-glass,  and  as  soon  as  the  turbulence  of  the 
first  action  has  somewhat  abated,  heated  on  a  water-bath  till  all  the 
sulphur  has  disappeared,  and  the  nitric  acid  has  evaporated  to  a 
small  volume.  The  filter  to  which  the  unremovable  traces  of 
arsenous  sulphide  adhere  is  treated  separately  in  the  same  manner, 
the  complete  destruction  of  the  organic  matter  being  finally  eflEected 
by  gently  warming  the  somewhat  dilute  solution  with  potassium 
chlorate  (Bunsen*).  Or  the  filter  may  instead  be  extracted  with 
ammonia,  the  solution  evaporated  in  a  separate  dish,  and  the  resid- 
ual sulphide  treated  as  above.  In  the  mixed  solution  the  arsenic 
acid  is  finally  precipitated  as  ammonium  magnesium  arsenate. 
(§  127,  2,  a).  Treatment  of  the  impure  precipitate  with  ammonia, 
whereby  the  sulphide  is  dissolved,  and  the  sulphur  is  supposed  to 
remain  behind,  only  gives  approximate  results,  as  the  ammoniacal 
solution  of  arsenous  sulphide  takes  up  a  little  sulphur. 

b.  In  solutions  of  Arsenic  Acidj  or  of  a  mixture  of  the  two 
Oxides  of  Arsenic. 

Heat  the  solution  in  a  flask  (preferably  on  an  iron  plate)  to 
about  70°,  and  conduct  hydrogen  sulphide  at  the  same  time  into 
the  fluid,  so  long  as  precipitation  takes  place.  The  precipitate 
formed  is  always  a  mixture  of  sulphur  and  arsenous  sulphide, 
since  the  arsenic  acid  is  first  reduced  to  arsenous  acid  with  separa- 

*  Annal.  d.  Ohem.  u.  Pharm ,  cvi,  10. 
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tion  of  snlphur,  and  then  the  latter  Ib  decomposed  (H.  Kose  *). 
Only  in  the  ease  when  a  Bulpho-salt  containing  pentaealphide  of 
arsenic  is  decomposed  with  an  acid,  is  the  precipitate  actually 
pentasnlphide,  and  not  merely  a  mixture  of  sulphur  with  arse- 
nous  sulphide  (A.  Fuchs  f).  To  convert  this  mixture  of  arsenous 
sulphide  and  granular  sulphur  into  pure  arsenous  sulphide 
suitable  for  weighing,  treat  it  as  follows :  Extract  the  washed  and 
still  moist  precipitate  on  the  filter  with  ammonia,  wash  the  resid- 
ual sulphur,  precipitate  the  solution  with  hydrochloric  acid  with- 
out heat,  filter,  dry,  extract  with  carbon  disulphide,  dry  at  100**, 
and  weigh.  Besults  accurate.  The  mixture  of  arsenous  sulphide 
and  sulphur  obtained  by  hot  precipitation  may,  of  course,  also  be 
estimated  directly  or  indirectly  after  one  of  the  other  methods 
in  4,  a. 

5.    Volumetric  Methods, 

«.  Method  which  presupposes  the  presence  of  Arsenous  Add. 

1.  Fb.  Mohr's  method. J  This  method  depends  upon  the 
principle  already  stated  under  Antimonous  Oxide,  §  125,  3,  a\ 
i.e.^  arsenous  acid  in  alkaline  solution  is  oxidized  by  iodine  to 
arsenic  add  (As.O,  +  4NaOH  +  41  +  =  As,0.+4NaI+  2H,0). 

If,  therefore,  you  have  an  aqueous  solution  of  arsenous  acid 
or  an  alkali  arsenite,  weigh  or  measure  off  a  quantity  that  will 
contain  about  0*1  grm.  As^O, ;  add  to  it  20  c.  c.  of  a  saturated 
solution  of  sodium  bicarbonate  (previously  purified  by  washing 
with  water),  then  add  a  little  thin  starch  paste,  and  finally  titrate 
with  standard  iodine  solution  (§  146)  until  the  starch-iodide  reac- 
tion appears ;  4  eq.  of  iodine  correspond  to  1  eq.  of  arsenous  acid. 
If  the  arsenous-acid  solution  is  acid,  neutralize  it  with  pure  sodium 
carbonate;  but,  on  the  other  hand,  if  alkaline,  neutralize  with 
hydrochloric  acid  before  adding  the  sodium  bicarbonate.  It  is  of 
course  understood  that  the  solution  contains  no  substances  (sul- 
phides or  thiosulphates)  that  will  act  upon  iodine.  The  results 
are  accurate.     Compare  Expt.  No.  79;  also  "Waitz.§ 

*Pogg.  Anndt,,  cvir,  186. 
f  Zeitsehr.f,  analyt.  Chem.,  i,  189. 
X  Lehrbuch  der  Türirmethode,  8.  Aufl.,  276. 

%2ieiiMehr,  f,  analyt.  Chem.,  x.  Iö2.  The  attempts  made  by  Waitz  to 
convert  the  arsenic  in  arsenous  sulphide  into  alkali  arsenite  were  unsuccessful. 
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2.  Kessler' s  method.*  This  method  depends  upon  the 
principle  stated  under  §  125,  3,  h;  i.e.,  the  oxidation  of  arsenous 
to  arsenic  acid  is  effected  in  hjdrochloric-acid  solution  by  the  use 
of  potassium  dichromate,t  and  is  carried  out  in  exactly  a  similar 
manner.  The  results  are  reliable  only  when  care  is  taken  that 
the  hydrochloric  acid  (sp.  gr.  1*12)  constitutes  at  least  one  sixth  of 
the  volume  of  the  liquid ;  it  should  not,  however,  exceed  one 
half  the  volume,  otherwise  the  end  reaction,  due  to  the  formation 
of  iron  ferricyanide,  sets  in  more  slowly  and  loses  in  sharpness. 

If  for  any  reason  the  direct  titration  of  the  hydrochloric- 
acid  solution  is  impracticable,  precipitate  with  hydrogen  sulphide 
(if  arsenic  acid  is  present,  at  70**),  wash  the  precipitate,  transfer  it 
together  with  the  filter  to  a  stoppered  flask,  and  treat  it  with  an 
almost  saturated  solution  of  mercuric  chloride  in  hydrochloric  acid 
(sp.  gr.  1*12),  stopper  tightly,  digest  at  a  gentle  warmth  until 
the  precipitate  has  become  white,  dilute  with  a  measured  quantity 
of  water  (so  that  the  proportion  of  hydrochloric  acid  of  sp.  gr, 
1*12  does  not  fall  below  one  sixth),  add  solution  of  potassium 
dichromate,  then  iron  solution,  etc.,  as  detailed  under  §  125,  3,  h. 
Results  good.     Compare  also  Waitz.:^ 

3.  Bunsen's  method.  §  This  method  is  based  upon  the  follow- 
ing facts : 

aa.  If  potassium  dichromate  is  boiled  with  concentrated  hydro- 
chloric acid,  6  at.  chlorine  are  disengaged  for  every  2  moL  chromic 
acid ;  2CrO,  +  12HC1  =  CrCl,  +  6H,0  +  6C1. 

hh.  But  if  arsenous  acid  is  present  (not  in  excess)  there  is  not 
the  quantity  of  chlorine  disengaged  corresponding  to  the  chromic 
acid,  but  so  much  less  of  that  element  as  is  required  to  convert 
the  arsenous  into  arsenic  acid  (H^AsO,  +  2C1  +  H,0  =  H^AsO^ 
+  2HC1).  Consequently  for  every  2  at,  chlorine  wanting  there 
is  to  be  reckoned  1  mol.  arsenous  acid. 

*Pogg.  Annal.,  xcv,  204;  cxiii,  134 ;  cxviii,  17;  ZeiUcfir.f,  analyi.  Chem,, 
n,  8S3. 

f  Oxidation  may  also  be  effected  hj  potasaium  permanganate,   an  ezeeas 
being  added,  and  this  latter  then  determined  with  iron.     The  estimation  is  inae- 
coxate  in  hydrochloric-acid  solution,  hence  the  permanganate  can  only  be  used  in 
sulphuric-acid  solution.     Compare  Waitz,  Zeitsehr.  /.  analyt,  Chem,,  X,  174. 
t  ZeiUehr.f.  analyt,  Chem.,  x,  16». 
%Annal.  d.  Ghem,  u.  Pharm.,  lxxxvi.  290. 
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cc.  The  quantity  of  chlorine  is  estimated  by  determining  the 
quantity  of  iodine  liberated  by  it  from  potassium  iodide.  • 

These  are  the  principles  of  Bunsen's  method.  For  the  man- 
ner of  execution  I  refer  to  the  Estimation  of  Chromic  Acid. 

h.  Method  which  presuppaaes  the  preeence  of  Arsenic  Add. 

This  method  depends  on  the  precipitation  of  the  arsenic  acid 
by  uranium  solution  and  the  recognition  of  the  end  of  the  reaction 
by  means  of  potassium  ferrocyanide.  It  is  therefore  the  same  as 
was  suggested  for  phosphoric  acid  by  Leoomte,  and  brought  into 
use  by  Neubaueb,*  and  afterwards  by  PiNcus-t 

BöDBKEB^  who  first  employed  the  process  for  arsenic  acid, 
recommends  the  employment  of  a  solution  of  uranyl  nitrate,  as 
this  is  more  permanent  than  the  hitherto  used  acetate,  which  is 
gradually  decomposed  by  the  action  of  light. 

The  uranium  solution  has  the  correct  degree  of  dilution,  if  it 
contains  about  20  grm.  of  uranium  in  1  litre.  It  should  contaiji 
as  little  free  acid  as  possible.  The  detei-mination  of  its  value  may 
be  effected  with  the  aid  of  pure  sodium  arsenate  or  by  means  of 
arsenous  acid — ^^the  latter  is  converted  into  arsenic  acid  by  boiling 
with  fuming  nitric  acid.  The  solution  is  rendered  strongly  alka- 
line with  ammonia,  and  then  distinctly  acid  with  acetic  acid.  The 
uranium  solution  is  now  run  in  from  the  burette  slowly,  the  liquid 
being  well  stirred  all  the  while,  till  a  drop  of  the  mixture  spread 
out  on  a  porcelain  plate,  gives  with  a  drop  of  potassium  ferrocya- 
nide placed  in  its  centre,  a  distinct  reddish-brown  line  where  the 
two  fluids  meet.  The  height  of  the  fluid  in  the  burette  is  now 
read  off,  the  level  of  the  mixture  in  the  beaker  is  marked  with  a 
strip  of  gummed  paper,  and  the  beaker  is  emptied  and  washed, 
filled  with  water  with  addition  of  about  as  much  ammonia  and 
acetic  acid  as  was  before  employed,  and  the  uranium  solution  is 
cautiously  dropped  in  from  the  burette,  till  a  drop  taken  out  of  the 
beaker  and  tested  as  above,  gives  an  equally  distinct  reaction.  The 
quantity  of  uranium  solution  used  in  this  last  experiment  is  the 
excess,  which  must  be  added  to  make  the  end-reaction  plain  for  the 
dilution  adopted.  This  amount  is  subtracted  from  that  used  in  the 
first  experiment,  and  we  then  know  the  exact  value  of  the  uranium 
solution  with  reference  to  arsenic  acid. 


*  Architfür  ttissenchaßliehe  Heilkunde,  IT,  228. 

\Joum,f,  prakt,  Chem,,  lxxvi,  104.   %  Annal,  de  Chem,  u.  Pharm,,  cxvii,  195, 
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In  an  actual  analysis,  the  arsenic  is  first  brought  into  the  form 
of  arsenic  acid,  a  clear  solution  is  obtained  containing  ammonium 
acetate  and  some  free  acetic  acid,*  and  the  process  is  conducted 
exactly  as  in  determining  the  value  of  the  standard  solution.  The 
experiment  to  ascertain  the  correction  must  not  be  omitted  here, 
otherwise  errors  are  sure  to  arise  from  the  different  degrees  of  dilu- 
tion of  the  arsenic  acid  solutions  used  in  the  determination  of  the 
value  of  the  standard  solution  and  in  the  actual  analyses.  The  results 
of  two  determinations  of  arsenic  given  by  Bödekeb  are  satisfactory. 
To  execute  the  method  well  requires  practice.  The  results  are  not 
exact  enough  unless  the  conditions  as  regards  amount  and  quality 
of  alkali  salts  are  nearly  similar  in  the  standardizing  of  the  uranium 
solution  and  in  its  use.     Compare  WArrz.t 

6.  Estirnation  of  Arsenovs  Acid  ly  Indirect  Crravimetr 
Ho  Analysis. 

a.  Eose's  method.  Add  to  the  hydrochloric  acid  solution,  in 
the  preparation  of  which  care  must  be  taken  to  exclude  oxidizing 
substances,  a  solution  of  sodium-  or  ammonium-auric  chloride  in 
excess,  and  digest  the  mixture  for  several  days,  in  the  cold,  or,  in 
the  case  of  dilute  solutions,  at  a  gentle  warmth ;  then  weigh  the 
separated  gold  as  directed  in  §  123.  Keep  the  filtrate  to  make 
quite  sure  that  no  more  gold  will  separate.  2  at.  gold  correspond 
to  3  mol.  arsenous  acid. 

h,  Vohl's:|:  method.  Mix  the  solution  with  a  weighed  quan- 
tity of  potassium  dichromate,  and  free  sulphuric  acid ;  estimate  the 
chromic  acid  still  present  by  the  method  given  in  §  130,  o,  and 
deduce  from  the  quantity  of  that  acid  consumed  in  the  process,  i.e.y 
reduced  by  the  arsenous  acid,  the  quantity  of  the  latter,  after  the 
fommla  3H, AsO,  +  2CrO,  =  SH.AsO,  +  Cr.O,. 

*  Alkalies,  alkali  earths,  and  zinc  oxide  may  be  present,  but  not  such  metals 
as  yield  colored  precipitates  with  potassium  ferrocyanide,  as,  for  instance, 
copi)er. 
1[  Zeitichr.  f.  ancU.  Cham,,  x,  182.  XAnntU.  de  Chsm.  u.  Pharm,,  xciv.  219. 
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Supplement  to  the  Sixth  Oroup. 

§  12S. 

8.  MoLYBDic  Acid. 

Molybdic  acid  is  converted,  for  the  purpose  of  its  determina- 
tion,  either  into  molybdenum  dioxide,  or  into  lead  moljbdate,  or 
into  molybdenum  disulphide. 

a.  Molybdic  anhydride  (MoO,),  and  also  ammonium  molybdate, 
may  be  reduced  to  dioxide  by  heating  in  a  current  of  hydrogen  gas. 
This  may  be  done  either  in  a  porcelain  boat,  placed  in  a  wide  glass 
tube,  or  in  a  platinum  or  porcelain  crucible  with  perforated  cover 
(§108,  Fig.  83).  The  operation  is  continued  till  the  weight  remains 
constant.  The  temperature  must  not  exceed  a  gentle  redness, 
otherwise  the  dioxide  itself  might  lose  oxygen  and  become  partially 
converted  into  metal.  In  the  case  of  ammonium  molybdate  the 
heat  must  be  very  low  at  first  on  account  of  the  frothing.  If  you 
have  a  platinum  tube  it  is  safer  to  ignite  the  molybdic  acid  in  this 
for  2  or  3  hours  in  a  slow  current  of  hydrogen,  thus  reducing  it  to 
the  metallic  state.  When  reducing  to  dioxide  the  contents  of  the 
crucible  are  frequently  gray  below,  and  brown  above  (Rammels- 

BEBG*). 

J.  The  following  is  the  best  method  of  precipitating  molybdic 
acid  from  an  alkaline  solution :  Dilute  the  solution,  if  necessary, 
neutralize  the  free  alkali  with  nitric  acid,  and  allow  the  carbonic 
acid,  which  may  be  liberated  in  the  process,  to  escape,  then  add 
neutral  mercurous  nitrate.  The  yellow  precipitate  formed  appears 
at  first  bulky,  but  after  several  hours'  standing  it  shrinks ;  it  is 
insoluble  in  the  fluid,  which  contains  an  excess  of  mercurous 
nitrate.  Collect  on  a  filter,  and  wash  with  a  dilute  solution  of  mer- 
curous nitrate,  as  it  is  slightly  soluble  in  pure  water.  Dry,  remove 
the  precipitate  as  completely  as  practicable  from  the  filter,  and  deter- 
mine the  molybdenum  in  it  as  directed  in  a  (H.  Rose)  ;  or  mix  the 
precipitate,  together  with  the  filter-ash,  with  a  weighed  quantity 
of  ignited  lead  oxide,  and  ignite  until  all  the  mercury  is  expelled  ; 
then  add  some  ammonium  nitrate,  ignite  again  and  weigh.  The 
excess  obtained,  over  and  above  the  weight  of  the  lead  oxide  used, 
is  molybdenum  trioxide  (SELiosoHNf). 

♦  Pogg,  Annal.,  cxxvii,  281;  Zeitsehr,/.  analyt,  Chem.,  v,  208. 
\  Joum,  f.  praM,  Chem.,  lxvii,  472. 
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c.  Chatakd*  recommends  estimating  molybdic  acid  in  the  ßoln- 
tion  of  its  alkali  salts  bj  adding  lead  acetate  in  slight  excess  to  the 
boiling  solution  and  boiling  for  a  few  minutes.  The  precipitate 
which  is  at  first  milky  becomes  granular,  deposits  well,  and  may  be 
easily  washed  with  hot  water.  It  is  dried,  removed  from  the  filter 
as  much  as  possible,  ignited  and  weighed  as  PbMoO^.  The  method 
is  only  applicable  for  solutions  of  pure  alkali  molybdates. 

d.  The  precipitation  of  molybdenum  as  sulphide  is  always  a 
difficult  operation.  If  the  acid  solution  is  supei^saturated  with 
hydrogen  sulphide,  warmed,  and  filtered,  the  filtrate  and  washings 
are  generally  still  colored.  They  must,  accordingly,  be  warmed, 
and  hydrogen  sulphide  again  added,  and  the  operation  must  after- 
wards, if  necessary,  be  repeated  until  the  washings  appear  almost 
colorless.  The  precipitation  succeeds  better  when  the  molybdenum 
sulphide  is  dissolved  in  a  relatively  large  excess  of  ammonium  sul- 
phide, and,  after  the  fluid  has  acquired  a  reddish-yellow  tint,  precipi- 
tated with  hydrochloric  acid.  ZENKERf  advises  then  to  boil,  until 
the  hydrogen  sulphide  is  expelled,  and  to  wash  with  hot  water,  at 
first  slightly  acidified.  To  make  quite  sure  that  all  the  molyb- 
deiinin  is  precipitated,  treat  the  filtrate  and  washings  again  with 
hydrogen  sulphide  and  allow  to  stand  for  some  time.  The  brown 
molybdenum  sulphide  is  collected  on  a  weighed  filter,  and  the 
molybdenum  determined  in  an  aliquot  part  of  it,  by  gentle  ignition 
in  a  current  of  hydrogen  gas,  as  in  a.  The  brown  molybdenum 
sulphide  changes  in  this  process  to  the  gray  disulphide  (H.  Rose). 

e.  F.  PisANi:]:  gives  the  following  method  for  estimating  molyb- 
dic acid  volumetrically:  Digest  the  molybdic  acid  with  hydro- 
chloric acid  and  zinc,  dissolving  any  precipitate  which  may  form 
from  want  of  acid  and  also  the  excess  of  zinc.  The  molybdic  acid 
is  thus  reduced  to  a  molybdenum  salt  corresponding  to  molybdenum 
sesquioxide.  Convert  the  molybdenum  in  this  solution  again  into 
molybdic  acid  by  standard  potaesmm  permanganate.  The  brown 
color  of  the  solution  turns  first  green,  and  then  disappears.  Bam- 
H£L8B£R6§  confirms  the  statements  of  Pisani. 

*8iü.  Amer,  Joum,  (8),  i,  416.  f/oum./.  prakt.  Ohem.,  Lvm,  269. 

t  Oompt,  Rend.,  lix,  801. 

%Pogg.  Annal,,  cxzvii,  281;  ZeUichr.f.  anaiyU  Chem.,  v,  208. 
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n.  DETERMINATION  OP  ACIDS  IN  COMPOUNDS  CONTAINING 
ONLY  ONE  ACID,  FREE  OR  COMBINED;— AND  SEPARATION 
OP  ACID  FROM  BASIC  RADICALS. 

First  Group. 

FIBBT     DIVISION. 

Absbnous  Aoid— Absenic  Acid— -Chbomio  Aoid— {Selenons 
Add,  SnlphtironB  and  Hypoealphnrous  Acids,  Iodic  Acid). 

§129. 

1.  Absbnous  and  Absenio  Aoidb. 

These  have  been  already  treated  of  among  the  bases  (§  127)  on 
accoant  of  their  behavior  with  hydrogen  sulphide ;  they  are  merely 
mentioned  here  to  indicate  the  place  to  which  they  properly  be- 
long. The  methods  of  separating  them  from  the  bases  will  be 
found  in  Section  V. 

§130. 
2.  Chbomio  Aom. 

I.  Deteemination. 

Chromic  acid  is  determined  either  as  chromic  oxide  or  lead 
chroTTbote.  But  it  may  be  estimated  also  from  the  quantity  of  car- 
bon dioxide  disengaged  by  its  action  upon  oxalic  acid  in  excess, 
and  also  by  volumetric  analysis.  In  employing  the  first  method 
it  must  be  borne  in  mind  that  1  mol.  chromic  oxide  corresponds  to 
2  mol.  chromic  acid. 

a.  Determination  as  Chromic  Oxide. 

a.  The  chromic  acid  is  reduced  to  the  state  of  a  chromic  salt 
and  the  amount  of  chromimn  in  the  latter  determined  (§  106).  The 
reduction  is  effected  either  by  heating  the  solution  with  hydro- 
chloric acid  and  alcohol ;  or  by  mixing  hydrochloric  acid  with  the 
solution,  and  conducting  hydrogen  sulphide  into  the  mixture ;  or 
by  adding  a  strong  solution  of  sulphurous  acid,  and  applying  a  gen- 
tle heat.  With  concentrated  solutions  the  first  method  is  gener- 
ally resorted  to,  with  dilute  solutions  one  of  the  two  latter.  With 
respect  to  the  first  method,  I  have  to  remark  that  tlie  alcohol  must 
be  expelled  before  the  chromium  can  be  precipitated  as  hydroxide 


§130.]  CHROMIC   ACID.  423 

by  ammonia ;  and  with  respect  to  the  second,  that  the  solution 
supersaturated  with  hydrogen  sulphide  must  be  allowed  to  stand  in 
a  moderately  warm  place,  until  the  separated  sulphur  has  com- 
pletely subsided.  The  results  are  accurate,  unless  the  weighed  pre- 
cipitate contains  silica  and  lime,  which  is  always  the  case  if  the  pre- 
cipitation is  effected  in  glass  vessels. 

ß.  The  neutral  or  slightly  acid  (nitric  acid)  solution  is  precipi* 
tated  with  mercurous  nitrate,  after  long  standing  the  red  precipitate 
of  mercurous  Chromate  is  filtered  off,  washed  with  a  dilute  solution 
of  mercurous  nitrate,  dried,  ignited,  and  the  residuary  chromic 
oxide  weighed  (H.  Rose).    Results  accurate. 

h.  Determination  as  Lead  Chrof)iate. 

The  solution  is  mixed  with  sodium  acetate  in  excess,  and  acetic 
acid  added  until  the  reaction  is  strongly  acid ;  the  solution  is  then 
precipitated  with  neutral  lead  acetate.  The  washed  precipitate  is 
either  collected  on  a  weighed  filter,  dried  in  the  water-bath,  and 
weighed;  or  it  is  gently  ignited  as  directed  §  53,  and  then 
weighed.  For  the  properties  of  the  precipitate,  see  §  93,  2.  Results 
accurate. 

c.  Determination  as  Bariv/m,  Chromate. 

Moderately  acidulate  the  alkali-chromate  solution  with  acetic 
acid,  add  a  slight  excess  of  barium  chloride,  allow  the  fine  pre- 
cipitate to  stand  12  hours,  wash  it  with  a  solution  of  ammonium 
acetate  so  far  as  possible  by  decantation,  displacing  the  last  por- 
tion of  the  solution  with  ammonium  nitrate  (or  the  Chromate  may 
be  partially  reduced  on  ignition),  dry  the  precipitate,  and  ignite  it 
after  removal,  so  far  as  is  possible,  from  the  filter. 

Properties  and  composition  of  the  barium  Chromate  are  given 
under  §  93,  2,  o  (H.  Rose  ;  Peabson  *).  The  test  analyses  given 
by  Pearson  are  satisfactory. 

d.  Determination  by  m^ans  of  Oxalic  Acid  (after  Vohl). 
When  chromic  acid  and  oxalic  acid  are  brought  together  in 

the  presence  of  water  and  excess  of  sulphuric  acid,  chromic 
sulphate  and  carbon  dioxide  are  formed,  SH.C.O^  -|-  2H,CrO^  + 
3H,S0,  =  6C0,  +  Cr.(SO,).  +  8H.0.  Accordingly  the  amount 
of  chromic  acid  can  be  calculated  from  the  weight  of  carbon 
dioxide  evolved.  The  process  is  the  same  as  in  the  analysis  of 
manganese  ores  (§  230).     1   part  of  chromic  acid    requires  2^ 

*  Amer.  Jaurn.  of  Science  [2],  XLV.  298;  ZeiUchr,/»  analyt.  Chem,,  ix,  108. 
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parts  of  sodium  oxalate.     If  it  is  intended  to  determine  potas- 
sium or  sodium  in  the  residue,  ammonium  oxalate  is  used. 
e.  Determination  hy  Volumetric  Analysis. 
a.  Schwarz' 8  method. 

The  principle  of  this  very  accurate  method  is  identical  with 
that  upon  which  Penny's  method  of  determining  iron  is  based 
(§  112,  2,  li).  The  execution  is  simple:  Acidify  the  not  too 
dilute  solution  of  the  Chromate  with  sulphuric  acid,  add  in  excess 
a  measured  quantity  of  solution  of  a  ferrous  salt,  the  strength  of 
which  you  have  previously  ascertained  according  to  the  direc- 
tions of  §  112,  2,  a,  or  J,  or  the  solution  of  a  weighed  quantity 
of  ammonium-ferrous  sulphate,  free  from  ferric  salt,  and  then 
determine  in  the  manner  directed  in  §  112,  2  a,,  or  J,  the  quan- 
tity of  ferrous  iron  remaining.  The  difference  shows  the  amount 
of  iron  that  has  been  converted  by  the  chromic  acid  from  a 
ferrous  to  a  ferric  salt.  1  gnn.  of  iron  corresponds  to  0"59(>9  of 
chromic  anhydride  (CrO,).  To  determine  the  chromic  acid  in 
lead  Chromate,  the  latter  is,  after  addition  of  the  ammonium 
ferrous  sulphate,  most  thoroughly  triturated  with  hydrochloric 
.acid,  water  added,  and  the  analysis  then  proceeded  with. 
ß.  Bunskn's  method,^ 

If  a  Chromate  is  boiled  with  an  excess  of  fuming  hydrochloric 
acid,  there  are  disengaged  for  every  atom  of  chromium  3  at. 
chlorine ;  for  instance,  K,Cr,0,  +  14HC1  =  2KC1  +  2CrCl,  + 
6C1  -[-  7H,0.  If  the  escaping  gas  is  conducted  into  a  solution 
of  potassium  iodide  in  excess,  the  3  at.  chlorine  set  free  3  at. 
iodine.  The  liberated  iodine  may  next  be  determined  as  de- 
scribed in  §  146.  380*55  of  iodine  corresponds  to  lOO'l  of 
chromic  anhydride  (CrO,). 

The  analytical  process  is  conducted  as  follows :  Put  the  weighed 
sample  of  the  Chromate  (say  0*3  to  0*4  grm.)into  the  little  flask  d^ 
Fig.  89  (blown  before  the  lamp,  and  holding  only  from  36  to  40 
c.  c),  and  fill  the  flask  two- thirds  with  pure  fuming  hydrochloric 
acid  free  from  CI  and  SO,),  and  add  a  compact  lump  of  magnesite 
to  keep  up  a  constant  current  of  gas  and  prevent  the  fluid  from 
receding«     Connect  the  bulbed  evolution  tube  a  with  the  neck 

*  Annal.  d,  Chem,  u,  PTuirm.,  lxxxvi,  279. 
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of  the  flask  by  means  of  a  stout  india-rubber  tube  c.  As 
shown  in  the  engraving,  a  is  a  bent  pipette,  drawn  out  at  the 
lower  end  into  an  upturned  point.  A  loss  of  chlorine  need  not  be 
apprehended  on  adding  the  hydrochloric  acid,  as  the  disengage- 


Pig.  89. 


ment  of  that  gas  begins  only  upon  the  application  of  heat.  Insert 
the  evolution  tube  into  the  neck  of  the  retort,  which  is  one-third 
filled  with  solution  of  potassium  iodide«*  This  retort  holds  about 
160  c.c.  Tiie  neck  pi'eseuts  two  bujail  expansions,  blown  before 
the  lamp,  and  intended,  the  lower  one,  to  receive  the  liquid  which 
is  forced  up  during  the  operation,  the  upper  one  to  serve  as  an 
additional  guard  against  spirting.  Apply  heat  now,  cautiously,  to 
the  little  flask.  After,  two  or  three  minutes  ebullition  the  whole 
of  the  chlorine  has  passed  over,  and  liberated  its  equivalent  quan- 
tity of  iodine  in  the  potassium  iodide  solution.  When  the  ebulli- 
tion is  at  an  end,  take  hold  of  the  caoutchouc  tube  c  with  the  left 
hand,  and,  whilst  steadily  holding  the  lamp  under  the  flask  with 
the  right,  lift  a  so  far  put  of  the  retort  that  the  curved  point  is  in 
the  bulb  h.  Now  remove  first  the  lamp,  then  the  flask,  dip  the 
retort  in  cold  water  to  cool  it,  and  shake  the  fluid  in  it  about  to  eflEect 
the  complete  solution  of  the  separated  iodine  in  the  excess  of  potas- 
sium iodide  solution.  When  the  fluid  is  quite  cold,  transfer  it  to  a 
beaker,  rinsing  the  retort  into  the  beaker,  and  proceed  as  directed 
§  146.  The  method  gives  very  satisfactory  results.  The  apparatus 
here  recommended  differs  slightly  from  that  used  by  Bünsen,  the 
retort  of  the  latter  having  only  one  bulb  in  the  neck,  and  the  evo- 
lution tube  no  bulb,  being  closed  instead,  at  the  lower  end,  by  a 
glass  or  caoutchouc  valve,  which  permits  the  exit  of  the  gas  from 

*  1  part  of  pure  potassium  iodide,  free  from  iodic  acid,  dissolved  in  10  parts 
of  water.  The  fluid  must  show  no  brown  tint  immediately  after  addition  of 
dilute  sulphuric  acid. 
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the  tube,  but  opposes  the  entrance  of  the  fluid  into  it.  I  think  the 
modifications  which  I  have  made  in  Bünsen's  apparatus  are  calcu- 
lated to  facilitate  the  success  of  the  operation.  Instead  of  this  ap- 
paratus, that  described  in  §  142  may  also  be  very  conreniently  used. 
y.  There  need  be  only  mention  made  here  regarding  the 
method  by  Bube,*  which  is  based  on  the  equation  2CrO,  -f 
6K,Fe(CN),+12HCl  =  6KC1+  2CrCl.+3K.Fe.(CN)„+6H,Oi 
and  also  regarding  the  method  devised  by  Zulkowskt,!  which  ik 
based  on  the  direct  {i.e.,  without  distillation)  estimation  of  the 
iodine  separated  by  chromic  acid,  and  which  is  carried  out  ex- 
actly as  detailed  under  §  113,  >9,  in  estimating  iron. 

II.  Sepabation  of  Chbomio  Aom   fbom   the  Basio 
Badicals. 
a.  Of  the  First  Cfroup. 

a.  Reduce  the  chromic  acid  to  a  chromic  salt,  as  directed  in  I., 
and  separate  the  chromium  from  the  alkalies  as  directed  in  §  155. 

ß.  Mix  the  potassium  or  sodium  Chromate  with  about  5  parts 
of  dry  pulverized  ammonium  chloride,  and  heat  the  mixture  cau- 
tiously. The  residue  contains  the  chlorides  of  the  alkali  metals 
and  chromic  oxide,  which  may  be  separated  by  means  of  water. 

y.  Precipitate  the  chromic  acid  according  to  I.,  a,  /5,  and  sep- 
arate the  mercury  and  alkali  metals  in  the  filtrate  by  §  162. 

b.  Of  the  Second  Grmip. 

a.  Fuse  the  compound  with  4  parts  of  sodium  and  potassium 
carbonates,  and  treat  the  fused  mass  with  hot  water,  which  dis- 
solves the  chromic  acid  in  the  form  of  an  alkali  Chromate.  The 
residue  contains  the  alkali  earth  metals  in  the  form  of  carbonates ; 
but  as  they  contain  alkali,  they  cannot  be  weighed  directly.  The 
chromic  acid  in  the  solution  is  determined  as  in  I.  Strontium  and 
calcium  Chromates  may  be  decomposed  by  boiling  with  potassium 
or  sodium  carbonate.  Barium  Chromate  may  also  be  decomposed 
in  the  same  way,  but  the  boiling  must  be  repeated  a  second  time 
with  fresh  solution  of  alkali  carbonate  (H.  Rose). 

*Joum.f,  prakt,  Chem,^  xcv,  58;  ZeiUehr.f.  analyt,  Chem.,  iv,  444. 
\J<mm,f.  prakt.  Chem.,  cm,  851;  ZeUsehr.f,  anaiyU  Chwn,,  vin,  74. 
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ß,  Dieeolve  in  hydrochloric  acid,  reduce  the  chromic  acid 
according  to  I.,  a^  and  separate  the  chromium  from  the  alkali 
earth  metals  according  to  §  156. 

Y>  Magnesium  Chromate,  as  well  as  other  Chromates  of  the 
alkali  earth  metals  soluble  in  water,  may  be  easily  decomposed  also, 
by  determining  the  chromic  acid  according  to  I.,  a,  ß^  or  I.,  i,  and 
separating  the  magnesium,  etc.,  in  the  filtrate  from  the  excess  of 
the  salt  of  mercury  or  lead  as  directed  §  162. 

6.  Barium  strontium  and  calcium  Chromates  may  also  be 
decomposed  by  the  method  described  II.,  a,  ß.  Compare  Bahb, 
Analysis  of  barium  and  calcium  dichromates,  etc.* 

H.  EosB  recommends  using  5  parts  of  ammonium  chloride  to 
1  part  of  the  very  finely  powdered  substance.  One  single  igni- 
tion of  the  mixture  usually  suffices  for  complete  decomposition, 
but  it  is  safer  to  repeat  the  ignition  with  ammonium  chloride,  to 
make  sure  that  the  weight  remains  constant,  before  washing  out 
the  barium  chloride  from  the  residue« 

c.  Of  the  Third  Or(mp. 

of.  From,  Alv/mvnium, 

If  you  have  chromic  acid  to  separate  from  aluminium  in  acid 
solution,  precipitate  the  aluminium  with  ammonia  or  ammonium 
carbonate  (§  105,  a),  and  determine  the  chromic  acid  in  the  filtrate 
according  to  I.  If  the  washed  aluminium  hydroxide  has  a  yellow 
color,  treat  on  the  filter  with  ammonia,  and  wash  with  boiling 
water ;  this  will  remove  the  last  traces  of  chromic  acid.  However, 
a  little  aluminium  hydroxide  dissolves  in  the  ammonia,  therefore 
heat  the  aminoniacal  fiuid  in  a  platinum  dish  till  it  has  almost  lost 
its  alkaline  reaction,  and  collect  on  a  filter  the  fiocks  of  aluminium 
hydroxide  which  separate,  and  add  them  to  the  principal  precip- 
itate. 

ß.  From  Chromivmn. 

aa.  Determine  in  one  portion  the  quantity  of  the  chromic  acid 
according  to  I.,  rf,  or  I.,  ^,  nr,  or  >tf,  and  in  another  portion  the 
total  amount  of  the  chromium,  by  converting  it  into  sesquioxide 
by  cautious  ignition  with  ammonium  chloride,  or  by  I.,  a,  or  by 
converting  it  entirely  into  chromic  acid  by  §  106,  2. 

hh.  In  many  cases  the  chromic  acid  may  be  precipitated  accord- 

^Joum.f.  prakt,  Ohem,,  LX,  60. 
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in^  to  I.,  a,  ßy  or  I.,  h.     The  chromium  and  mercuiy,  or  lead,  in 
the  filtrate,  are  separated  as  directed  §  162. 

C€.  The  hydrated  compounds  of  sesquioxide  of  chromium  with 
chromium  trioxide,  or  chromic  Chromates,  such  as  are  obtained  by 
precipitating  a  solution  of  chromic  salt  with  potassium  Chromate, 
etc.,  may  also  be  analyzed  by  ignition  in  a  stream  of  dry  air,  in  a 
bulb  tube,  to  which  a  calcium  chloride  tube  is  attached  (Fig.  44, 
§  36).  The  loss  of  weight  represents  the  joint  amount  of  oxygen 
and  water  that  have  escaped.  If  the  increment  of  the  CaCl,  tube 
is  deducted,  we  shall  have  the  oxygen.  Now  every  3  at.  oxygen 
correspond  to  2  mol.  CrO,.  The  amount  of  the  latter  being  thus 
calculated,  we  have  only  to  subtract  its  equivalent  quantity  of  ses- 
quioxide from  the  weight  of  residue  after  the  ignition,  and  the 
remainder  is  the  quantity  of  sesquioxide  originally  present.  Yogel* 
and  also  Stober  and  ELLioTf  have  employed  this  method. 

d.  Of  the  Fourth  Group. 

a.  Proceed  as  directed  in  &,  a.  Upon  treating  the  fused  mass 
with  hot  water,  oxides  of  the  basic  metals  are  left.  In  the  case  of 
manganese  the  fusion  must  be  effected  in  an  atmosphere  of  carbon 
dioxide.     Apparatus,  Fig.  83  in  §  108. 

ß,  Eeduce  the  chromic  acid  as  directed  in  I.,  a,  and  separate 
the  chromium  from  the  metals  in  question,  ajs  directed  in  §  160. 

e.  Of  the  Fifth  and  Sixth  Grroupa. 

a.  Acidify  the  solution,  and  precipitate,  either  at  once  or  after 
reduction  of  the  chromic  acid  by  sulphurous  acid,  with  hydrogen 
sulphide.  The  metals  of  the  fifth  and  sixth  groups  precipitate  in 
conjunction  with  free  sulphur  (§§  115  to  127),  the  chromic  acid  is 
reduced.  Filter  and  determine  the  chromium  in  the  filtrate,  as 
directed  in  I.,  a. 

ß.  Lead  Chromate  may  be  conveniently  decomposed  by  heating 

with  hydrochloric  acid  and  some  alcohol ;  the  lead  chloride  and 

chromic  chloride  fonned  are  subsequently  separated  by  means  of 

alcohol  (compare  §  162).    The  alcoholic  solution  ought  always  to  be 

tested  with  sulphuric  acid ;  should  a  precipitate  of  lead  sulphate 

form,  this  must  be  filtered  oflE,  weighed,  and  taken  into  account. 

Compare  also  §  130,  1,  rf. 

-  — —  1 
♦  Jowm,  /.  praki,  Chem,,  Lxxni,  484. 
f  Proceedings  of  the  American  Academy,  v,  198. 
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Supplement  to  ths  First  Dwieion. 

§  131. 
1.  Selenoüs  Aoid. 

From  aqueooB  or  hydrochloric-acid  solutions  of  selenoiiB  acid, 
the  selenium  is  precipitated  by  sulphurous  acid  gas,  or,  in  presence 
of  an  excess  of  acid,  by  sodium  sulphite,  or  ammonium  sulphite. 
The  liquid  containing  the  precipitate  is  heated  to  boiling  for  J  hour, 
which  changes  the  precipitate  from  its  original  red  color  to  black, 
and  makes  it  dense  and  heavy.  The  liquid  is  tested  by  a  further 
addition  of  the  reagent  to  see  whether  any  more  selenium  will  sep- 
arate ;  the  precipitate  is  finally  collected  on  a  weighed  filter,  dried 
at  a  temperature  somewhat  below  100°,  and  weighed.  Since  H. 
KosK'^  has  shown  that  the  presence  of  hydrochloric  acid  is  an  essen- 
tial condition  to  the  complete  reduction  of  selenous  acid,  the  for- 
mer acid  must  be  added,  if  not  already  present.  To  make  quite 
sure  that  all  the  selenium  has  been  removed,  the  filtrate  is  evapo- 
rated to  a  small  volume,  with  addition  of  potassium  or  sodium  chlo- 
ride, boiled  with  strong  hydrochloric  acid,  so  as  to  reduce  any  sele- 
nic  acid  to  selenous  acid,  and  tested  once  more  with  sulphurous 
acid.  If  the  solution  contains  nitric  acid  it  must  be  evaporated 
repeatedly  with  hydrochloric  acid,  with  addition  of  sodium  or 
potassium  chloride.  If  the  latter  were  omitted  there  would  be 
considerable  loss  of  selenous  acid  (Bathke  f ). 

As  regards  the  separation  of  selenous  acid  from  basic  radicals, 
the  following  brief  directions  will  suffice : 

a.  If  the  basic  radicals  are  not  liable  to  be  altered  by  the  action 
of  sulphurous  acid  and  hydrochloric  acid,  the  selenium  may  be  at 
once  precipitated  in  the  way  just  given ;  the  filtrate,  when  evap- 
orated witli  sulphuric  acid,  yields  the  base  as  sulphate. 

b.  From  basic  metals  which  are  not  thrown  down  from  acid  solu- 
tion by  hydrogen  sulphide,  the  selenous  acid  may  be  separated  by 
precipitation  with  that  reagent.  The  precipitate  (according  to 
Bathkb,:|:  a  mixture  of  SeS, ,  Se,8  and  S)  contains  2  at.  sulphur  to 
1  at.  selenium.    If  it  is  dried  at  or  a  little  below  100°,  the  weight 

♦  ZeiUehr,  /.  analyU  Chem.,  i,  78. 

jjourn.  f,  praki,  Chem,,  cvm,  249;  ZeiUehr.  f,  analyU  Chem.,  ix,  484. 

XJ<mrfh/f,  praki,  C/iem.,  cviu,  262. 
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of  the  selenium  may  be  accurately  aficertained.  Should,  however, 
extra  sulphur  be  mixed  with  the  precipitate,  the  latter  is  oxidized 
while  still  moist  with  hydrochloric  acid  and  potassium  chlorate,  or 
by  treatment  with  potassa  solution  with  simultaneous  heating  and 
transmission  of  chlorine.  It  is  necessary  here  to  oxidize  the  sul- 
phur completely,  as  it  may  enclose  selenium.  The  solution  now 
containing  selenic  acid  is  heated  till  it  smells  no  longer  of  chlorine, 
hydrochloric  acid  is  added,  and  the  mixture  is  reheated.  The  sele- 
nic acid  is  hereby  reduced  to  selenous  acid,  and  when  the  solution 
has  again  ceased  to  smell  of  chlorine,  the  selenium  is  precip- 
itated with  sulphurous  acid.  Instead  of  this  process  you  may  digest 
the  precipitate  of  sulphur  and  selenium  for  some  hours  with  con- 
centrated potassium  cyanide,  which  will  completely  dissolve  it,  and 
then  throw  down  the  selenium  from  the  dilute  solution  with  hydro- 
chloric acid  as  in  0  (Rathke,  loc.  oit). 

c.  In  many  selenites  or  selenates  the  selenium  may  also  be 
determined  by  converting  first  into  potassium  selenocyanate,  and 
precipitating  the  aqueous  solution  of  the  latter  with  hydrochloric 
acid  (Oppenheim*).  To  this  end  the  substance  is  mixed  with  7  or 
8  times  its  quantity  of  ordinary  potassium  cyanide  (containing 
cyanic  acid),  the  mixture  is  put  into  a  long-necked  flask,  or  a  porce- 
lain crucible,  covered  with  a  layer  of  potassium  cyanide,  and  fused 
in  a  stream  of  hydrogen.  The  temperature  is  kept  so  low  that 
the  glass  or  porcelain  is  not  attacked,  and  while  cooling  care  must 
be  taken  to  exclude  atmospheric  air.  When  cold,  the  brown  mass 
is  treated  with  water,  and  the  colorless  solution  filtered,  if  neces- 
sary. The  liquid  should  be  somewhat  but  not  immoderately 
diluted.  Now  boil  some  time  (in  order  to  convert  the  small  quan- 
tity of  potassium  selenide  that  may  be  present  into  potassium  sele- 
nocyanate, by  the  excess  of  potassium  cyanide,  allow  to  cool,  super- 
saturate with  hydrochloric  acid,  and  heat  again  for  some  time.  At 
the  end  of  12  or  24  hours  all  selenium  will  have  separated,  filter, 
dry  at  100°,  and  weigh.  The  results  obtained  by  tliis  process  are 
accurate  (H.  KosEf ).  If  the  selenium  agglomerates  togetlier  on 
heating,  it  may  enclose  salts.  In  such  cases,  by  way  of  control,  it 
should  be  redissolved  in  nitric  acid,  and,  after  addition  of  Lydi-o- 
chloric  acid,  precipitated  with  sulphurous  acid.  The  fluid  filtered 
from  the  selenium  precipitate  is,  as  a  rule,  free  from  selenium  ;  it 

*Joum.f.  praki.  Ghem.,  lxxi.  280.  ^Znischr,/,  analyt.  Chsm,,  i,  75. 
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is,  however,  always  well  to  satisfy  one's  self  on  this  point  by  the 
addition  of  sulphurous  acid. 

d.  From  many  basic  radicals  selenous  acid  (and  also  selenic 
acid)  may  be  separated  by  fusing  the  compound  with  2  parts  of 
sodium  carbonate  and  one  part  of  potassium  nitrate,  extracting  the 
fused  mass  thoroughly  by  boiling  with  water,  saturating  the  filtrate, 
if  necessary,  with  carbonic  acid,  to  free  it  from  lead  which  it  might 
contain,  then  boiling  down  with  hydrochloric  acid  in  excess  (to 
reduce  the  selenic  add  and  drive  off  the  nitric  acid),  and  precipi- 
tating finally  with  sulphurous  acid. 

Selenium,  if  pure,  must  volatilize  without  residue  when  heated 
in  a  tube. 

2.  SüLPHUEous  Acid. 

To  estimate  free  sulphurous  acid  in  a  fluid  which  may  contain 
also  other  acids  (sulphuric  acid,  hydrochloric  acid,  acetic  acid),  a 
weighed  quantity  of  the  fluid  is  diluted  with  water,  absolutely  free 
from  air,*  until  the  diluted  liquid  contains  not  more  than  0*05  per 
cent,  by  weight  of  sulphurous  acid,  the  solution  is  poured  with 
stirring  into  an  excess  of  standard  solution  of  iodine,  the  free 
iodine  remaining  is  titrated  with  sodium  thiosulphate,  and  the 
iodine  used  for  the  conviersion  of  sulphurous  into  sulphuric  acid  is 
thus  found.  The  reaction  is  expressed  by  the  equation,  SO,  +  21 
+  2H.0  =  H,SO,  +  2HI.  According  to  Fihkeneb, f  if  the  iodine 
is  added  to  the  sulphurous  acid  the  reaction  is  not  quite  normal. 
Anyhow  this  method  of  operating  prevents  any  loss  of  sulphurous 
acid.  For  the  details,  see  §  146.  In  case  of  sulphites  soluble  in 
water  or  acids,  water  perfectly  free  from  air  is  poured  over  the 
substance,  in  sufficient  quantity  to  attain  the  degree  of  dilution 
stated  above,  sulphuric  or  hydrochloric  acid  is  added  in  excess,  and 
then  the  titration  is  effected  as  above.  The  greatest  care  must  be 
taken  in  this  method,  to  use,  for  the  purpose  of  dilution,  water 
absolutely  free  from  air. 

Sulphurous  acid  may  also  be  determined  in  the  gravimetric  way, 
by  conversion  into  sulphuric  acid,  and  precipitation  of  the  latter 
with  barium  chloride,  according  to  §  132.  This  method  is  espe- 
cially applicable  in  the  case  of  sulphites  quite  free  from  sulphuric 
acid.     The  conversion  of  the  sulphurous  into  sulphuric  acid   is 

*  Prepared  bj  long-continned  boiling  and  subsequent  cooling  with  exclusion 
of  air. 

\  Handb.  der  analpi.  Ohem.  von  H.  Rose,  6.  Aufl.  von  Finkener,  u,  987. 
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effected  in  the  wet  way,  best  by  pouring  the  dilnte  solution  with 
stirring  into  excess  of  chlorine  or  bromine  water.  Suiphites  insolu- 
ble in  water  are  decomposed  by  boiling  with  sodium  carbonate,  and 
the  solution  of  sodium  sulphite  is  treated  as  directed.  After  driv- 
ing off  the  excess  of  chlorine  or  bromine  by  heating,  the  moderately 
acid  solution  is  precipitated  with  barium  chloride.  Sulphites  may 
be  oxidized  in  the  dry  way  by  heating  in  a  platinum  crucible,  with 
4  parts  of  a  mixture  of  equal  parts  sodium  carbonate  and  potassium 
nitrate. 

3.  Thiosulphubio  Acid. 

Thiosulphuric  acid,  in  form  of  soluble  thiosulphates,  may  be 
determined  by  means  of  iodine,  in  a  similar  way  to  sulphurous 
acid.  The  reaction  is  represented  by  the  equation,  2!N'a,S,0,  +  21 
=  2NaI  +  Na,S^O,.  The  salt  under  examination  is  dissolved  in  a 
large  amount  of  water,  starch-paste  added,  and  then  the  neutral 
solution  is  titrated  with  iodine.  That  this  method  can  give  correct 
results  only  in  cases  where  no  other  substances  acting  upon  iodine 
are  present,  need  hardly  be  mentioned,  Thiosulphuric  acid  may, 
like  sulphurous  acid,  be  converted  into  sulphuric  add  by  means 
of  chlorine  or  bromine  water,  and  then  determined. 

4.  Iodic  Acid. 

Iodic  acid  may  be  determined  by  the  following  easy  method : — 
Distil  the  free  acid  or  iodate  with  an  excess  of  pure  fuming  hydro- 
chloric acid,  in  the  apparatus  described  in  §130,  e^  ß  (chromic  acid), 
receive  the  disengaged  chlorine  in  solution  of  potassium  iodide,  and 
determine  the  separated  iodine  as  directed  in  §  1 30,  I,  ^,  ß.  The 
decomposition  of  iodic  acid  by  hydrochloric  acid  is  represented  by 
the  equation,  HIO,  +  5HC1  =  ICl  +  4C1  +  3H,0.  Since  the  4 
at.  CI  set  free  4  at.  I,  the  amount  of  iodic  acid  or  iodic  anhydride 
can  be  calculated  from  the  weight  of  the  latter  ;  1014-8  iodine  cor- 
respond to  333-7  iodic  anhydride  (1,0,)  (Btjnsen*).  The  following 
method  also  yields  good  results.  Mix  the  solution  with  dilute  sul- 
phuric acid,  add  potassium  iodide  in  excess,  and  determine  the 
amount  of  liberated  iodine,  after  §  146.  One  sixth  of  the  iodine 
thus  formed  is  derived  from  the  iodic  acid  (HIO,  -f  5HI  =  3H,0 

+  I,).       See  RAMMELSBERG.f 

*  Annal  d.  Chem,  «.  Pharm,,  lxxxvi,  285. 

\Pogg,  AnnaL,  cxxxv,  498;  ZeiUchr.f.  analyU  Chem,,  vm,  456. 
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5.  NiTKouB  Acid. 

The  nitrous  acid  in  nitrites  which  are  free  from  nitrates  may 
be  estimated  by  converting  the  nitrogen  into  ammonia  and  deter- 
mining the  latter,  or  by  determining  the  oxidizing  action  on  ferrous 
salt.  This  method  is  conducted  exactly  as  described  under  nitric 
acid  (§  149).  When  nitric  acid  is  also  present,  nitrous  acid  may  be 
determined  very  satisfactorily  with  a  solution  of  pure  potassium 
permanganate,  provided  the  fluid  be  suflSciently  diluted  to  prevent 
the  nitrous  acid,  which  is  liberated  by  the  addition  of  a  stronger 
acid,  being  decomposed  by  water  with  formation  of  nitric  acid 
and  nitric  oxide.  For  1  part  of  nitrous  anhydride  at  least  5000 
parts  of  water  should  be  present.  The  decomposition  is  repre- 
sented by  the  foUowing-equation :  5HN0,  -|-  K,Mn,Og  +  3H,S0^ 
=  5HNO,-fK,SO,  +  2MnSO,-f  3H,0.  If  the  permanganate 
be  standardized  with  iron,  4  at.  iron  correspond  to  1  mol.  N,0„ 
since  both  of  these  require  2  at.  oxygen.  Nitrites  are  dissolved  in 
veyn/  sligktly  acidulated  water,  the  permanganate  is  added  till  the 
oxidation  of  the  nitrous  acid  is  nearly  completed,  the  solution  is 
tlien  made  strongly  acid,  and  finally  permanganate  is  added  to  light- 
red  coloration. 

To  determine  nitrogen  tetroxide  N.O^  in  red  fuming  nitric  acid, 
transfer  a  few  c.c.  to  about  500  c.c.  cold  pure  distilled  water  with 
stirring,  and  determine  the  nitrous  acid  produced.  1  mol.  nitrous 
anhydride  found  corresponds  to  2  mol.  nitrogen  tetroxide,  for  the 
latter — when  mixed  with  such  a  large  quantity  of  water  as  is indi- 
cated above — is  decomposed  in  accordance  with  the  following  equa- 
tion :— N,0,  +  H,0  =  HISrO,  +  imO,  (SiG.  Feldhaüs*). 

Nitrous  acid  and  nitrogen  tetroxide  in  presence  of  nitric  acid 
may  also  be  estimated  by  the  reduction  of  chromic  acid.  An 
excess  of  standard  potassium  dichromate  is  added,  and  the  unde- 
composed  residue  of  chromic  acid  is  estimated  with  standard  solu- 
tion of  ferrous  salt  (Fr.  MoHiif). 

As  regards  the  estimation  of  nitrous  acid  with  lead  dioxide, 
comp.  Feldhaus,  loc.  dt.  p.  431,  also  Lang:}:  and  J.  Löwenthal. § 

Eegarding  the  estimation  of  nitrous  acid  in  water,  see  §  205. 

^ZeiUehr.f,  analyt  Chem.,  i,426. 

j  Lehrbuch  der  TUrmneihode,  8.  Aufl.,  286. 

XZeiUehr.f.  cmalyt.  Chem.,  i,  485.  §  Ib.,  m,  176. 
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Second  Dwisum  of  the  First  Qroup  of  the  Adds. 

SuLPHumo  Aom ;  (Hydroflnodlicic  Acid). 

§  132. 

SuiJ»HUBio  Acid. 

I.  Detebmination. 
Sulphuric  acid  is  usually  determined  in  the  gravimetric  way  as 
ha/rium  svlphcUe.  The  acid  may,  however,  be  estimated  also  by 
the  acidimetric  method  (§  216),  and  by  certain  volumetric  methods, 
based  upon  the  insolubility  of  the  barium  sulphate  (and  lead  sul- 
phate). 

1.  Gravimetric  Method. 

The  exact  estimation  of  sulphuric  acid  as  barium  sulphate  is  by 
no  means  so  simple  and  easy  as  it  was  formerly  supposed  to  be,  but 
requires,  on  the  contrary,  great  care  and  attention.  This  arises 
from  three  causes  (§  71,  a):  First,  the  barium  sulphate  is  found 
to  be  far  more  soluble  than  was  imagined  in  solutions  of  free  acids 
and  of  mi^ny  salts;  secondly,  it  is  extremely  liable  to  carry  down 
with  it  foreign  salts,  which  are  of  themselves  soluble  in  water; 
thirdly,  when  the  precipitate  has  once  separated  in  an  impure 
state,  it  is  often  very  difficult  to  purify  it  completely. 

The  solution  should  contain  but  little  free  hydrochloric  acid, 
and  no  nitric  or  chloric  acid.  If  either  of  the  two  last  are  present, 
evaporate  repeatedly,  on  the  water-bath  with  pure  hydrochloric 
acid.  Dilute  considerably,  heat  nearly  to  boiling,  add  barium  chlo- 
ride in  moderate  excess,  and  allow  to  settle  for  a  long  time  at  a 
gentle  heat.  Decant  the  clear  fluid  through  a  filter,  treat  the  pre- 
cipitate with  boiling  water,  allow  to  settle,  decant  again,  and  so  on, 
till  the  washings  are  free  from  chlorine.  Finally  transfer  the  pre- 
cipitate to  the  filter,  dry  and  treat  according  to  §  53,  using  only  a 
moderate  red  heat. 

After  the  precipitate  has  been  weighed  it  is  well  to  warm  it  for 
some  time  with  dilute  hydrochloric  acid  on  the  water-bath.  Then 
pour  off  the  hydrochloric  acid  through  a  small  filter,  wash  the  pre- 
cipitate by  decantation  with  boiling  water  without  removing  it  to 
the  filter,  evaporate  the  filtrate  and  washings  nearly  to  dryness  in 
a  platinum  or  porcelain  dish,  add  water,  collect  the  minute  amount 
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of  barium  sulphate  here  left  undiBsolved  upon  the  small  filter, 
wash,  dry,  incinerate,  add  the  ash  to  the  bulk  of  the  precipitate, 
ignite  again,  and  weigh.  If  the  precipitate  has  lost  weight,  this 
shows  that  it  at  first  contained  foreign  salts. 

This  method  of  purification  sometimes  fails  when  the  precipi- 
tate contains  ferric  oxide  or  platinum  (Claus*),  and  it  invariably 
fails  when  the  solution  contained  any  notable  quantity  o^  nitric 
acid.f  In  such  cases  there  is  only  one  resource,  namely,  to  fuse 
with  about  four  parts  of  sodium  carbonate,  warm  with  water,  filter, 
wash  with  boiling  water,  acidify  the  filtrate  slightly  with  hydro- 
chloricacid,  and  determine  the  sulphuric  acid  again. 

The  results  are  thoroughly  satisfactory  if  these  directions  are 
attended  to ;  if  not,  the  result  may  be  two  or  three  per  cent,  too 
high  or  too  low. 

2.  Volumetric  JHetJiodB. 
a.  After  Cabl  Mohb.:^  We  require  a  normal  solution  of 
barium  chloride,  containing  122*166  grm.  of  the  pure  crystallized 
salt  in  1  liti'e,  and  also  nonnal  nitric  or  hydrochloric  acid  and 
normal  soda  (§  215).  Add  to  the  fluid  to  be  examined  for 
sulphuric  acid — which,  should  it  contain  much  free  acid,  is  previ- 
ously to  be  nearly  neutralized  with  pure  sodium  carbonate — a  meas- 
ured quantity  of  barium  chloride  solution,  best  a  round  number 
of  cubic  centimetres,  in  more  than  sufficient  proportion  to  precipi- 
tate the  sulphuric  acid,  but  not  in  too  great  excess.  Digest  the 
mixture  for  some  time  in  a  wann  place,  then  precipitate,  without 
previous  filtration,  the  excess  of  barium  chloride  with  ammonium 
carbonate  and  a  little  ammonia,  filter  off  the  barium  sulphate  and 
carbonate,  wash  until  the  water  running  off  acts  no  longer  upon 
red  litmus  paper,  and  then  determine  the  barium  carbonate  by  the 
alkalimetric  method  given  in  §  328.  Deduct  the  c.c.  of  normal 
acid  used  from  the  c.c.  of  barium  chloride,  and  the  remainder  will 
be  the  c.c.  of  barium  chloride  corresponding  to  the  sulphuric  acid 
present.  The  results  of  this  method  are  quite  satisfactory,  if  the 
solution  does  not  contain  too  much  free  acid ;  but  in  presence  of  a 
large  excess  of  free  acid,  the  action  of  the  salt  of  ammonia  will 
retain  barium  carbonate  in  solution,  which,  of  course,  will  make 

*Jahre8ber,  von  Kopp  und  Will,  1861,  828,'  note. 

t  Compare  my  paper  in  Zeitachr,  f.  analyi,  Chem.,  ix,  69. 

X  Ann.  der  Chem-  u.  Pharm.,  xc,  165. 
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the  amonnt  of  sulphnric  acid  appear  higher  than  is  really  the 
ease.  It  need  hardly  be  mentioned  that  this  method  is  altogether 
inapplicable  in  presence  of  phosphoric  acid,  oxalic  acid,  or  any 
other  acid  precipitating  barium  salt  from  neutral  solutions,  and  that 
no  basic  radicals  except  the  alkalies  may  be  present. 

h.  After  Ad.  Clemm.*  In  order  to  render  C.  Mohb's  method 
more  expeditious,  and  hence  better  adapted  for  the  use  of  manu- 
facturers, Clemm  has  modified  it.  In  it,  also,  the  absence  is 
required  of  all  other  acids  which  yield  insoluble  barium  salts ;  all 
bases  except  the  alkalies  must  also  be  absent.  In  addition  to  the 
standard  solutions  mentioned  under  a,  there  is  also  required  a 
normal  solution  of  pure  sodium  carbonate  (53*45  grm.  anhydrous 
salt  contained  in  1  litre).  Add  a  little  litmus  tincture  to  the 
solution  contained  in  a  measuring  flask,  and  if  necessary  exactly 
neutralize  with  carbonate- free  NaOH  solution  or  hydrochloric  acid. 
Add  now  a  measured  excess  of  barium-chloride  solution  to  pre- 
cipitate all  the  sulphuric  acid  present,  and  then  add  a  volume  of 
normal  sodium-carbonate  solution  equal  to  that  of  the  barium- 
chloride  solution  used,  fill  with  water  to  the  mark,  shake,  filter, 
and  in  an  aliquot  portion  of  the  filtrate  (about  one  half)  determine 
the  sodium  carbonate  according  to  §  220.  The  acid  required  to 
neutralize  the  residual  sodium  carbonate  is,  of  course,  the  equiva- 
lent of  the  sulphuric  acid  present:  K,SO,  +  2BaCl,  =  BaSO,  + 
2KC1  +  BaCl, ;  and  BaSO,  +  KCl  +  BaCl,  +  .2Na,C0,  =  BaSO, 
-f  KCl  +  BaCO,  +  2NaCl  +  Na,CO..  In  dilute  solution  the  slight 
excess  of  sodium  carbonate  has  no  action  on  the  barium  sulphate, 
hence  no  error  will  arise  on  this  score.  The  results  are  suffi- 
ciently accurate  for  technical  purposes. 

c.  After  E.  BoHLio.f  This  method,  which  is  also  adapted 
for  technical  purposes,  depends  upon  the  fact  that  the  sulphates 
of  alkalies  are  completely  decomposed  by  precipitated  barium  car- 
bonate in  the  presence  of  an  excess  of  carbonic  acid  and  at  100^, 
barium  sulphate  and  an  alkali  bicarbonate  being  formed;  the 
heating  prevents  the  solution  of  any  notable  quantity  of  barium 
carbonate  because  of  the  presence  of  free  carbonic  acid.  The 
alkali  which  has  combined  with  the  carbonic  acid  corresponds 


♦  Zntschr  f.  analfft,  Chem.  ix,  122. 
fiJ.,  IX,  810. 
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to  the  sulphuric  acid  originally  present  as  sulphate.     Begarding 
the  details  see  the  original  paper. 

d.  After  B.  Wijj>en8TEIn  (first  method  *).  The  principle  of 
tliis  method  depends  upon  precipitating  the  sulphuric  vrith  barium 
chloride  and  estimating  the  excess  of  barium  chloride,  using 
potassium  Chromate.  If  the  solution  is  neutral,  the  Chromate  is 
added  directly ;  if  acid,  after  previous  addition  of  ammonia  free 
from  carbonate  in  slight  excess.  There  are  required :  1.  Barium- 
chloride  solution,  1  c.  c.  of  which  should  correspond  to  0*02  grm. 
sulphuric  anhydride,  SO,,  and  prepared  by  dissolving  61*03 
grm.  of  pure  crystaUized  barium  cUoride,  BaCl«  +  2H,0,  to 
make  one  litre.  2.  Potassium-chromate  solution,  of  which 
2  c.  c.  should  precipitate  1  c.  c.  of  the  barium-chloride  solu- 
tion. It  is  prepared  by  dissolving  18*3853  grm.  potassium  bi- 
chromate in  some  water,  adding  ammonia  until  the  reddish- 
yellow  color  has  given  place  to  a  pale-yellow,  and  then  diluting 
to  measure  1  litre.     The  solution  should  be  neutral. 

The  two  solutions  must  first  be  tested,  to  see  whether  they 
correspond  properly.  For  this  purpose  dilute  10  c.  c.  of  the 
barium-chloride  solution  with  about  50  c.  c.  of  water,  boil,  and 
add  20*4  c.  c.  of  the  potassium-chromate  solution.  The  precipi- 
tate rapidly  subsides,  and  the  supernatant  liquid  must  be  yellow- 
ish. On  now  adding  barium-chloride  solution  by  drops,  exactly 
0*2  c.  c.  of  the  solution  must  be  required  to  effect  complete 
decomposition — ^in  all,  therefore,  10*2  c.  c.  To  carry  out  the 
sulphuric-acid  determination,  dissolve  the  substance  in  about 
50  c.  c.  of  water,  heat  to  boiling  in  a  200  c.  c.  flask,  and  run  in 
barium-chloride  solution  until  perfectly  certain  that  all  the  sul- 
phuric acid  has  been  precipitated,  yet  avoiding  too  great  an  excess. 
Boil  then  for  one-half  to  one  minute,  and  if  acid  neutralize 
with  ammonia  free  from  carbonate,  then  add  to  the  hot  liquid, 
whether  turbid  or  not,  potassium-chromate  solution  in  quantities 
of  0*5  c.  c.  The  liquid  rapidly  clears  up  on  gently  agitating,  so 
that  the  appearance  of  the  yellow  color,  when  tlie  Chromate  begins 
to  be  present  in  excess,  may  be  readily  observed.  When  this  point 
arrives,  add  barium-chloride  solution  slowly  drop  by  drop  until 

*Z6it8ehr.f,  analj/t.  Chem.,  i,  828. 
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complete  disoolorization  is  just  effected,  for  which  pnrpoee  a  few 
drops,  and  at  most  0*4  c.  c,  are  required.  Half  the  number  of 
c.  c.  of  potafidnm-chromate  solution  used  is  deducted  from  the 
entire  number  of  c.  c.  of  barium-chloride  solution  used,  and  from 
the  difference  calculate  the  sulphuric  acid.     Besults  good. 

In  applying  this  method  to  the  sulphates  of  magnesium,  zinc, 
or  cadmium,  dissolve  the  sulphate  in  ammonia  with  the  addition 
of  ammonium  chloride,  heat  with  a  little   calcium  chloride  in 
order  to  remove  any  carbonate  that  may  be  present,  then  add 
barium  chloride,  and  finally  the  potassium  Chromate  (Fleisohbr  *). 
e.  After  R.  Wildenstein  (second  method  t). 
Of  all  the  jiethods  for  the  volumetric  estimation  of  sulphuric 
acid,  the  simplest,  and  that  which  is  capable  of  the  most  general 
application,  is  to  drop  into  the  solution  containing  excess  of  hydro- 
chloric acid,  standard  barium-chloride  solution,  till 
the  exact  point  is  reached  when  no  more  precipita- 
tion takes  place.    This  point  is  di£9cult  to  hit,  and 
hence  the  method  has  only  found  a  very  limited  use. 
Wildenstein  has  given  this  method  a  practical 
form,  which  renders   it   possible   to  complete   an 
analysis  in  about  half  an  hour,  and  at  the  same  time 
to  obtain   satisfactory   results.      He  employs   the 
apparatus.  Fig.  90.      ^  is  a  bottle  of  white  glass, 
«.    ^  the  bottom  of  which  has  been  removed ;  it  holds 

XN/w  on  ' 

900  to  950  c.  c.  -ß  is  a  strong  funnel-tube  with 
bell-shaped  funnel,  and  bent  as  shown,  provided  below  with  a  piece 
of  india-rubber  tubing,  a  screw  compression-cock,  and  a  small  piece 
of  tubing  not  drawn  out.  The  length  from  o  to  dh  about  7^-8, 
from  dtoe  about  12,  cm.  The  opening  of  the  funnel- tube  f, 
which  should  have  a  diameter  of  2*5  to  3  cm.,  is  covered  as  fol- 
lows :  Take  a  piece  of  fine  new  calico  or  muslin  free  from  sul- 
phuric acid  and  about  6  cm.  square,  lay  on  it  two  pieces  of 
Swedish  paper  of  the  same  size  and  then  another  piece  of  stuff 
like  the  first,  now  bind  these  all  together  over  the  opening/*,  care- 
fully and  without  injuring  the  paper,  by  means  of  a  strong  linen 

^Journ.f.  prakt.  Chem.,  N.  F.  v,  818.  Here  also  a  modification  is  given  by 
wbicli  the  excess  of  ammoniam  Chromate  maybe  detected  in  colored  liquids,  bat 
unfortunately  the  process  is  far  less  simple. 

t  ZdUehr.f,  ancUyt  Chsm.,  i,  482. 
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thread  which  has  been  drawn  a  few  times  over  wax,  and  cut  it  off 
even  all  round.  We  have  now  a  small  siphon-filter,  which 
enables  us  to  filter  off  a  portion  of  fluid  contained  in  A^  and 
turbid  from  barium  sulphate,  clear  and  with  comparative  rapidity. 

On  gradually  adding  barium  chloride  to  the  dilute  acid  solution 
of  a  sulphate  a  point  occurs  which  may  be  compared  with  the  neutral 
point  in  precipitating  silver  with  sodium  chloride  (see  §  115,  5,  h) ; 
i.e. ,  there  is  a  certain  moment  when  a  portion  filtered  off  will  give 
a  turbidity  both  with  sulphuric  acid  and  barium  chloride  after  the 
lapse  of  a  few  minutes.  On  this  account  we  must  either  proceed 
on  the  principle  recommended  for  the  estimation  of  silver,  i.e.,  dis- 
regai*ding  the  quantity  of  barium  chloride  in  the  solution,  to  stand- 
ardize it  by  adding  it  to  a  known  amount  of  sulphate,  till  a  pre- 
cipitate ceases  to  be  formed ;  or  else  we  must — ^and  Wildenstein 
recommeüds  this  latter  course — consider  as  the  end-point  of  the 
reaction  the  point  at  which  barium  chloride  ceases  to  produce  a 
distinctly  visible  precipitation  in  the  clear  filtrate  after  a  lapse  of 
two  minutes. 

The  barium  chloride  solution  is  prepared  so  that  1  c.c.  corre- 
sponds to  0*02  sulphuric  anhydride  by  making  a  solution  contain- 
ing the  requisite  calculated  and  carefully  weighed  amount  of  the 
pure  salt  per  litre. — A  solution  of  sulphuric  acid  containing  0'02 
grm.  SO,  per  c.c.  may  also  be  required.   The  process  is  as  follows : 

First  prepare  the  solution  of  the  sulphate  to  be  analyzed  (using 
about  3  or  4  grm.),  then  fill  A  with  hot  water,  open  the  cock  with 
the  screw  or  by  the  aid  of  a  glass  rod,  and  wait  till  the  syphon  B 
is  quite  full  of  water.  If  the  water  runs  down  the  tube  c  e  with- 
out filling  it  entirely,  close  and  open  the  cock  a  few  times,  and  this 
inconvenience  will  be  removed.  (It  is  not  allowable  to  suck  at  e, 
or  to  fill  the  syphon  with  the  wash-bottle  at  e,  as  either  proceeding 
would  inevitably  lead  to  injuring  the  filter.)  Now  close  the  cock 
and  pour  out  the  hot  water,  replace  it  by  400  c.c.  of  boiling  water, 
add  the  ready-prepared  solution  of  the  sulphate,  and  a  small  quan- 
tity of  hydrochloric  acid,  if  necessary,  and  run  in  the  barium  chlo- 
ride solution,  at  first  in  rather  large  portions,  at  last  in  |  c.c. 
Before  each  fresh  addition  of  barium  chloride  open  the  cock  and' 
allow  rather  more  liquid  to  fiow  into  a  beaker  than  corresponds  to 
the  contents  of  the  syphon.  This  quantity  should  be  previously 
ascertained,  and  a  mark  indicating  it  made  on  the  beaker.     Now 
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cloee  the  cook  and  pour  the  filtrate  without  loes  back  into  A.  (As 
the  beaker  is  used  orer  and  over  again  for  the  same  pnrpoee,  it 
need  not  be  rinsed  out.)  Now  run  some  of  tlie  fluid  into  a  test- 
tube,  so  as  to  one  third  fill  it,  add  to  the  clear  fiuid  2  drops  of 
barium  chloride  from  the  burette  and  shake.  If  a  precipitate  or 
turbidity  is  produced,  return  the  portion  to  the  main  quantity.  The 
experiment  is  finished  when  the  last  portion  tested  shows  after  the 
lapse  of  exactly  two  minutes  no  distinctly  visible  turbidity.  The 
drops  of  barium  chloride  used  for  the  last  testing  are  of  course  not 
reckoned.  The  slight  error  involved  from  the  fact  that  the  small 
quantity  of  fiuid  in  the  syphon  is  finally  unacted  on,  is  too  small 
to  be  noticed.  During  the  experiment  the  filter  must  not  be 
injured  by  the  stirring.  In  case  the  end  reaction  has  been  over- 
stepped, add  1  C.C.  of  dilute  sulphuric  acid  (equivalent  to  the  barium 
chloride)  to  J.,  and  endeavor  to  hit  it  again.  Here  1  c.c  will 
have  to  be  subtracted  from  the  c.c.  of  barium  chloride  used. 

The  results  obtained  by  Wildenstein  are  of  sufficient  accuracy 
for  technical  purposes.  Some  experiments  made  in  my  own  labo- 
ratory were  also  quite  satisfactory. 

/.  The  metliods  of  Levol,*  rAPPENHEiM,t  Sohwabz,:|:  etc,, 
depending  on  the  precipitation  of  the  sulphuric  acid  with  stand- 
ard lead  solution,  are  only  of  limited  application,  because  chlo- 
rides, hydrochloric  acid,  and  ammonium  salts  cause  disturbances 
in  the  reactions. 

II.  Separation  of  Sulphuric  Acid  from  the  Basic 
Badicals. 

a.  In  Sidphates  which  a/re  soluble  in  Water  or  Hydrochloric 
Acid, 

The  solution  should  be  free  from  nitric  acid.  Precipitate  the 
sulphuric  acid  according  to  I.  by  barium  chloride  (or  barium  ace- 
tate). The  filtrate  contains  the  excess  of  barium  chloride,  together 
with  the  chlorides  of  the  metals  present ;  separate  barium  from  the 
latter  by  methods  given  in  the  fifth  section.  The  fiuid  obtained  by 
treating  the  ignited  barium  sulphate  with  hydrochloric  acid,  evap- 

*  Bulletin  de  la  BoeieU  d'Eneowrag,,  Avril,  1868;  Joum.  f.  prakt,  Chem., 
LZ,884. 

tMoHR'B  Lehrbuch  der  Türirmeihade,  8.  Aufl.,  411. 
tZeiUehr.f.  analjft.  öhem,,  u,  892. 
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orating  and  filtering  from  the  small  amount  of  barium  sulphate, 
must  be  added  to  the  first  solution  before  separating  barium 
from  it. 

If  the  barium  sulphate,  after  treatment  with  hydrochloric 
acid,  still  contains  foreign  bases,  dissolve  the  barium  sniphate  in 
sulphuric  acid  with  heat,  pour  the  solution  carefully  into  cold 
water,  and  filter  off  the  precipitated  barium  sulphate.  The  foreign 
bases  will  remain  in  solution. 

h.  In.  Sidphatea  which  are  insolvMe  or  difficuUly  liable  m 
WcUer  or  in  Hydrochloric  Add. 

a.  From  barium^  strontitmi  and  calcium :  Fuse  the  finely  pul- 
verized substance  in  a  platinum  crucible,  with  5  parts  of  mixed 
sodium  and  potassium  carbonates.  Put  the  crucible,  with  its  con- 
tents, into  a  beaker,  or  into  a  platinum  or  porcelain  dish,  pour 
water  over  it,  and  apply  heat  until  the  alkali  sulphates  and  carbon- 
ates are  completely  dissolved ;  filter  the  hot  solution  from  the  resid- 
uary alkali-earth  carbonates,  wash  the  latter  thoroughly  with  water, 
to  which  a  little  ammonia  and  ammonium  carbonate  has  been  added, 
and  determine  according  to  §§  101  to  103.  If  the  precipitates  have 
been  well  washed,  it  is  perfectly  admissible  to  ignite  and  weigh  at 
once.  Precipitate  the  sulphuric  acid  from  the  filtrate,  as  in  I., 
after  acidifying  with  hydrochloric  acid.  Finely  pulverized  calcium 
and  strontium  sulphates  may  be  completely  decomposed  also  by 
boiling  with  a  solution  of  potassium  carbonate.* 

This  process  will  also  answer  for  barium  sulphate,  but  is  far 
more  difficult,  and  effective  only  on  repeatedly  boiling  the  pre- 
cipitate with  excess  of  alkali-carbonate  solution,  after  decanting 
the  liquid  (H.  EosEf).    EosEf). 

ß.  From  lead:  The  simplest  way  of  effecting  the  decomposi- 
tion of  lead  sulphate  consists  in  digesting  it,  at  the  common  tem- 
perature, with  a  solution  of  hydrogen-sodium  or  hydrogen -potas- 
sium carbonate,  filtering,  washing  the  precipitate,  determining  the 
sulphuric  acid  in  the  filtrate  as  in  I.,  dissolving  the  precipitate, 
which  contains  alkali,  in  nitric  or  acetic  acid,  and  detennining  the 
lead  in  the  solution,  by  one  of  the  methods  given  in  §  162. 

Presence  of  strontium  and  calcium  necessitates  no  alteration  in 
this  method ;  but  if  barium  also  is  present,  and  it  is  accordingly 

*  Sodium  carbonate  does  not  answer  so  well, 
f/ottm./.  prcJci.  Chem.f  lxiv,  882;  lxv,  816. 
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necessary  to  ignite*  the  mixture  with  alkali  carbonates,  a  small 
portion  of  lead  always  remains  in  solution  in  the  alkaline  fluid ;  this 
must  be  precipitated  by  passing  through  it  carbon  dioxide  before 
filtering. 

y.  From  mercury  m  m^rcurous  sulphate :  Mercurous  sulphate 
is  best  dissolved  by  warming  with  dilute  hydrochloric  acid  with 
addition  of  potassium  chlorate  or  bromine,  and  the  solution  is 
treated  according  to  a.  If  the  salt  is  boiled  with  solution  of  potas- 
sium carbonate,  the  mercurous  carbonate  first  formed  is  decom- 
posed, and  the  residue  contains  metallic  mercury  and  mercuric 
oxide ;  a  small  part  of  the  latter  passes  into  the  filtrate. 

III.  Estimation  of  Fbee  Sülphüeio  Aoid  ik  the 
Pbesekge  of  Sulphates. 
"We  have  occasionally  to  estimate  the  free  acid  in  presence  of 
sulphates,  as,  for  instance,  in  vinegar,  wine,  etc  According  to  A. 
GiRARDf  the  following  is  the  only  direct  method  which  can  be 
relied  on :  Evaporate  on  the  water-bath  to  dryness  and  exhaust  the 
residue  with  absolute  alcohol ;  determine  the  combined  acid  in  the 
residue,  and  the  free  acid  in  the  alcoholic  extract,  after  mixing  with 
water  and  evaporating  oflf  the  alcohol.  It  has  been  said  that  the 
object  may  be  obtained  by  the  use  of  barium  carbonate,  which  is 
supposed  to  throw  down  the  free  acid  only,  but  this  is  erroneous, 
since  alkali  sulphates  in  aqueous  solution  are  partially  decomposed 
at  the  ordinary  temperature  by  barium  carbonate.  In  some  cases 
the  amount  of  free  sulphuric  acid  present  may  be  calculated  after 
having  determined  the  total  amount  of  basic  and  acid  radicals 
present.  When  no  other  free  acid  is  present,  free  sulphuric  acid 
may  be  determined  by  the  acidimetric  process. 

SvppleTnent  to  the  Second  Diviaion. 

§133. 

Hydbofluosilicio  Acm. 

If  you  have  hydrofluosilicic  acid  in  solution,  add  solution  of 
potassium  chloride,  then  a  volume  of  strong  alcohol  equal  to  the 
fluid  present,  collect  the  precipitated  potassium  silicofluoride  on  a 

*  This  is  best  done  in  a  porcelain  crucible. 

^  Campt.  Bend.,  Lzxxvni,  515;  ZHtsehr.f.  analpt.  Chem.,  rv,  819. 
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weighed  filter,  and  wash  with  a  mixture  of  equal  volumeB  of  alco* 
hoi  and  water.  Dry  the  washed  precipitate  at  lOO*',  and  weigh. 
Mix  the  alcoholic  filtrate  with  hydrochloric  acid,  evaporate  to  dry- 
ness, and  treat  the  residue  with  hydrochloric  acid  and  water.  If 
this  leaves  an  undissolved  residue  of  silicic  acid,  this  is  a  sign  that 
the  examined  acid  contained  an  excess  of  silicic  acid  ;  the  weight 
of  the  residue  shows  the  amount  of  excess.  Potassium  silicofluor- 
idc  dried  at  100"^  has  the  fonnula  (KF),  SiF^ ;  for  its  properties, 
see  §  68.  Instead  of  weighing  it,  it  may  be  estimated  volumetric- 
ally  according  to  §  97,  5.  The  analysis  of  metallic  silicofluorides  is 
best  effected  by  heating  in  platinum  vessels,  with  concentrated  sul- 
phuric acid ;  silicon  fluoride  and  hydrofluoric  acid  volatilize,  the  basic 
metals  are  left  behind  in  the  form  of  sulphates,  and  may,  in  many 
cases,  after  volatilization  of  the  excess  of  sulphuric  acid,  be  weighed 
as  such.  If  the  metallic  silicofluorides  to  be  analyzed  contain  water, 
the  latter  cannot  be  estimated  by  mere  ignition,  since  silicon  fluoride 
would  escape  with  the  water.  H.  Hose  recommends  the  following 
method :  Mix  them  most  intimately  with  6  parts  of  recently  ignited 
lead  oxide,  cover  the  mixture  in  a  small  retort,  with  a  layer  of 
pure  lead  oxide,  weigh  the  retort,  heat  cautiously  until  the  contents 
begin  to  fuse  together,  remove  the  aqueous  vapor  still  remaining 
in  the  vessel  by  suction,  and  weigh  the  retort  again  when  cold. 
The  diminution  of  weight  shows  the  quantity  of  water  expelled. 
Do  not  neglect  testing  the  drops  of  th^  escaping  water  with 
litmus  paper;  the  result  is  9^C3urate  only  if  they  have  no  acid 
reaction. 

F.  Stolba*  proposes  the  following  process,  at  least  for  com- 
pounds soluble  in  water :  Put  into  a  crucible  doul)le  as  much  mag- 
nesia as  is  necessary  to  decompose  the  silicofluoride  to  be  analyzed, 
ignite  it  as  strongly  as  possible,  allow  to  cool,  and  weigh.  Add  water 
to  form  a  thick  paste,  and  then  the  weighed  silicofluoride ;  if  the 
amount  of  water  present  is  not  enough  to  dissolve  the  compouLd, 
add  some  more,  mix  with  a  platinum  wire  which  must  afterwards 
be  wiped  off  clean,  dry,  ignite,  and  weigh.  The  increase  in  weight 
shows  the  amount  of  anhydrous  silicofluoride,  provided  no  oxide  is 
present  which  takes  up  oxygen. 

•ZeiUehr,/.  analst.  Chmn.,  vii,  08. 
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Third  Division  of  the  First  Oroup  of  the  Acids. 

PHOePHOBIO    AOID— BOBIO  ACID — OXALIO  ACID— HYDBOFLUOBIG 

Acm. 
§134. 
1.  Phobphobio  Acm. 

I.  Detebmination. 

Orthophoephoric  acid  may  be  determined  in  a  great  variety  of 
ways.  The  formB  in  which  this  determination  may  be  effected 
have  been  given  already  in  §  93,  4.  The  moßt  appropriate  forma 
for  the  purpose,  however,  are  magnesium  pyrophosphate  and  uror 
nyl  pyrophosphate.  The  determination  as  magnesium  pyrophos- 
phate is  frequently  preceded  by  precipitation  in  another  way, 
especially  as  ammonium  phospho-molybdate,  occasionally  as  stannic 
phosphate  or  mercurous  phosphate.  The  other  forms  in  which 
phosphoric  acid  may  be  determined  give  also,  in  part,  very  good 
results,  but  admit  only  of  a  more  limited  application.  With 
respect  to  volumetric  methods,  those  which  depend  upon  the  use 
of  standard  solution  of  uranium  are  the  best. 

With  regard  to  meta-  and  pyrophoi^)horic  acids,  I  have  simply 
to  remark  here  that  these  acids  cannot  be  determined  by  any  of  the 
methods  given  below.  The  best  way  to  effect  their  determination 
is  to  convert  them  into  orthophosporic  acid,  as  follows : 

a.  In  the  dry  way.  By  protracted  fusion  with  from  4  to  6 
parts  of  mixed  sodium  and  potassium  carbonates.  This  method  is, 
however,  applicable  only  in  the  case  of  alkali  metsr  and  pyrophos- 
phates, and  of  those  metallic  meta-  or  pyrophosphates  which  are 
completely  decomposed  by  fusion  with  alkali  carbonates  ;  it  fails, 
accordingly,  for  instance,  with  the  salts  of  the  alkali-earth  metals, 
magnesium  excepted. 

ß.  In  the  wet  way.  The  salt  is  heated  for  some  time  with  a 
strong  acid,  best  with  concentrated  sulphuric  acid  (Wbbeb*).  This 
method  leads  only  to  the  attainment  of  approximate  results,  in  the 
case  of  all  salts  whose  basic  radicals  form  soluble  salts  of  the  acid 
added,  since  in  these  cases  the  meta-  or  pyrophosphoric  acid  is 
never  completely  liberated  ;  but  the  desired  result  may  be  fully 
attained  by  the  use  of  any  acid  which  forms  insoluble  salts  compounds 
yf\fh  the  basic  radicals  present.  Respecting  the  partial  conversion 
*  Pogg.  AnncU.,  Lzxni,  187. 
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in  the  former  case,  I  have  found  that  it  approaches  the  nearer  to 
completeness  the  greater  the  quantity  of  freeudd  added,*  and  that 
the  ebullition  must  be  long  continued.     Compare  Expt.  No.  82. 

Bunoe's  statement^t  that  phosphoric  acid  volatilizes  when  a 
phosphate  is  evaporated  to  dryness  with  hydrochloric  or  nitric  acid 
and  the  residue  heated  a  little,  is  qtdte  erroneous  (compare  my 
paper  on  the  subject,  in  Annal.  der  Ckem.  wid  Pha/rm.^  lxxxvi, 
216).  But,  on  the  other  hand,  H  must  be  borne  in  mind  that 
orthophosphoric  acid  under  these  circumstances  changes,  not  indeed 
pt  too**,  but  at  a  temperature  still  below  160°,  to  pyrophosphoric 
acid;  thus,  for  instance,  upon  evaporating  common  hydrogen 
sodium  phosphate  with  hydrochloric  acid  in  excess,  and  drying 
the  residue  at  150^,  we  obtain  2NaCl  +  Na,H,P,0,. 

a.  Deterrrimation  as  Lead  Phospluvte, 

Proceed  as  with  arsenic  acid,  §  127,  1,  a — Le,^  evaporate  with 
a  weighed  quantity  of  oxide  of  lead,  and  ignite.  This  method  pre- 
supposes that  no  other  acid  is  present  in  the  aqueous  or  nitric  acid 
solution ;  it  has  this  great  advantage,  that  it  gives  correct  results, 
no  matter  whether  ortho-,  meta-,  or  pyrophosphoric  acid  is  present. 

J.  Detennination  as  Magnesium  Pyrophosphate, 

a.  Direct  determination.  Suitable  in  all  cases  in  which  it  is 
quite  certain  that  the  acid  present  is  orthophosphoric,  either  free 
or  combined  as  an  alkali  phosphate. 

The  solution  should  be  nentral,  or  only  moderately  ammoniacal. 
Add  ammonium  chloride,  and  then  the  usual  magnesia  mixture 
(§  62,  6),  or  still  better,  a  mixture  of  magnesium  chloride,  am- 
inoniam  chloride,  and  ammonia, :(  in  sufficient  but  not  too  ex- 
cessive quantity  (see  §  62,  6);  10  c.c.  of  the  mixture  will  pre- 
cipitate 0*24  grm.  P.O,.  The  precipitate  being  under  these 
conditions  somewhat  slowly  formed,  appears  distinctly  crystalline. 

*  There  are,  however,  other  conBiderations  which  forbid  going  too  far  in  this 
respect. 

^Smim,  Jaurn.,  May,  1851,  405. 

X  This  mixture  deserves  the  preference  because  it  can  be  employed  with 
greater  certainty  than  the  sulphate  solutiop  (as  when  the  latter  is  not  quite  cor- 
rectly used  the  precipitate  is  apt  to  contain  some  basic  magnesium  sulphate) 
and  gives  accurate  results.  It  is  made  as  follows :  Dissolve  88  grm.  crystal- 
lized magnesium  sulphate  in  boiling  water,  add  5  c.c.  hydrochloric  acid,  then 
an  aqueous  solution  of  82  grm.  crystallized  barium  chloride,  boil,  decant, 
filter,  and  test  with  sulphuric  acid  (no  precipitate  should  form).  Mix  the  fil- 
trate and  washings,  concentrate,  cool,  transfer  to  a  litre  flask,  add  186  grm. 
pure  ammonium  chloride,  260  c.c.  ammonia,  and  water  to  1  litre.  Set  aside 
for  a  few  days  and  filter  if  necessary.  This  solution  contains  the  same  quan- 
tity of  magnesia  as  the  mixture  given  under  §  62,  6. 
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After  some  time  add  ammonia  gradnally  to  the  amount  of  one- 
third  of  the  fluid.  Allow  to  stand  12  hours  in  a  well-covered 
vessel  in  the  cold,  filter,  test  the  filtrate  with  magnesia  mixture 
and  ammonia,  and  wash  the  precipitate  with  ammonia  diluted  with 
3  volumes  of  water  till  the  washings,  when  acidified  with  nitric 
acid  and  tested  with  silver  nitrate,  are  no  longer  rendered  turbid ; 
proceed  according  to  §  104,  2.  The  precipitate  is  not  abso* 
lutely  insoluble  in  ammoniated  water,  therefore  it  is  well  to 
wash  by  suction,  as  this  reduces  the  necessary  amount  of  wash- 
water  to  a  minimum.  The  results  are  accurate  (Expt.  Ko.  80 ; 
also  Kissel*).  If  there  is  reason  to  suspect  the  purity  of 
the  precipitate,  dissolve  it  in  hydrochloric  acid  and  throw 
down  again  with  ammonia,  adding  some  magnesia  mixture.  If  the 
magnesia  mixture  is  omitted,  the  solution,  being  free  from  magnesia, 
will  dissolve  some  of  the  precipitate.  Compare  Kissel,  he.  cit. 
For  properties  of  the  precipitate  and  residue,  see  §  74.  If  the 
solution  contains  pyrophosphoric  acid,  the  precipitate  is  floccnient 
and  dissolves  to  a  notable  degree  in  ammoniated  water  (Weber). 

ß.  Indirect  determination^  with  previous  precipitation  as  am/mo- 
nium pJwsphomolyhdatej  after  SoNNENscHEiN.f 

Applicable  in  all  cases  in  which  the  phosphoric  acid  pi'esent  is 
orthopho8phoriCy  even  in  presence  of  salts  of  the  alkali-earth  metals, 
aluminium,  ferric  iron,  &c.  Tartaric  acid,  however,  and  similarly 
acting  organic  substances  must  be  absent.  No  considerable  quan- 
tity of  free  hydrochloric  acid  may  be  present.  Large  quantities  of 
ammonium  chloride,  and  of  metallic  chlorides  generally,  also  of 
certain  ammonium  salts,  especially  the  oxalate  and  citrate  (König)  j:, 
are  to  be  avoided.  Ammonium  nitrate  assists  the  precipitation  and 
neutralizes  the  injurious  action  of  very  large  quantities  of  nitrates 
and  sulphates  (E.  IIightebs)§.  The  molybdenum  solution  described 
^^Qual.  Anal.,"  §  62,  is  employed  as  the  precipitant.  It  con- 
tains 6  per  cent,  of  molybdic  acid.  The  fluid  to  be  examined 
for  phosphoric  acid  should  be  concentrated;  it  may  contain 
free  nitric  or  free  sulphuric  acid.  Transfer  to  a  beaker 
and  add  a  considerable  quantity  of  the  molybdenum  solu- 
tion. About  40  parts  molybdic  acid  must  be  added  for 
every  1  part  phosphoric  anhydride,  therefore  80  c.c.  of  the 
molybdic  solution  for  0*1  grm.  Stir  without  touching  the 
sides,  and  keep  covered  12  hours  at  about  40°;  then  remove 
a  portion  of  the  clear  supernatant  fluid   with   a  pipette,    mix 

*Zeitsehr.f.  analyt.  Chem.,  viii,  170.       ^Joum.f.  prakt.  Chem.,  Liii,  848. 
tZeiUehr.f.  anaiyt  Chem.,  x,  805.  %lh.  x.  469. 
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it  with  an  equal  yolome  of  molybdennm  eolation,  and  allow  it  to 
stand  some  time  at  40°.  If  a  further  precipitation  takes  place, 
return  the  portion  to  the  main  quantity,  add  more  molybdenum 
solution,  allow  to  stand  again  12  hours,  and  test  again.  When 
complete  precipitation  has  been  effected  pour  the  fluid  off  through 
a  small  filter  and  wash  the  precipitate  entirely  by  decantation, 
using  a  mixture  of  100  parts  molybdate  solution,  20  parts  nitric 
acid  of  1'2  sp.  gr.,  and  80  parts  water.*  The  washing  must  be 
thorough,  and  the  last  runnings  must  not  be  precipitated  by  excess 
of  ammonia,  even  if  lime,  iron,  &c.,  was  present  in  the  solution. 
Now  dissolve  the  precipitate  in  the  least  quantity  of  ammonia, 
pour  the  fluid  through  the  small  filter,  when  the  minute  amount  of 
precipitate  thereon  will  be  dissolved,  wash  the  filter  with  ammonia 
diluted  with  three  volumes  of  water,  mix  the  filtrate  and  washings, 
and  add  hydrochloric  acid  carefully  till  the  precipitate  produced, 
instead  of  redissolving  instantly,  takes  a  little  time  to  disappear ; 
finally  throw  down  with  magnesia  mixture  (compare  a).  If  the 
ammonia  leaves  a  small  amount  of  the  precipitate  undissolved, 
treat  the  residue  with  nitric  add  and  test  the  filtrate  with  molybdic 
solution  in  order  to  save  any  phosphoric  acid.  Results  accuratcf 
As  this  method  requires  so  large  a  quantity  of  molybdic  acid,  it 
is  usually  resorted  to  only  in  cases  where  methods  i,  a,  and  c  are 
inapplicable ;  and  the  phosphoric  acid  in  the  quantity  of  substance 
taken  is  not  allowed  to  exceed  0'3  grm.  Arsenic  acid  and  silicic 
acid,:^  if  present,  must  first  be  removed.  Of  all  the  methods  for 
determining  phosphoric  acid  which  are  admissible  in  the  presence 
of  ferric  and  aluminium  salts,  this  is  the  best  in  my  opinion,  espe- 
cially for  the  estimation  of  small  quantities  of  the  acid  in  presence 
of  large  quantities  of  these  salts. 

*  According  to  E.  Richters  (Ziit$ehr.f.  analifi.  Ohem.,  x,  471)  you  may  also 
wash  with  a  solution  of  ammonium  nitrate  containing  16  grm.  in  100  c.o.  ilightly 
acidified  with  nitric  acid  and  containing  a  few  per  cents  of  molybdic-acid 
solution. 

t  Zeitichr.  /.  analjfi.  Chem,,  m,  446,  and  vi,  408. 

X  Silicic  acid  may  also  be  thrown  down,  in  form  of  a  yellow  precipitate,  by 
acid  solution  of  ammonium  molybdate,  especially  in  presence  of  mueh  ammo- 
nium chloride  (W.  Knop,  Ohmn,  Oentralbl,,  1857,  601).  Mr.  Grundkann,  who 
repeated  Knop's  experiments  in  my  laboratory,  obtained  the  same  results.  The 
precipitate  dissolves  in  ammonia.  If  ihe  solution,  after  addition  of  some  ammo- 
nium chloride,  is  allowed  to  stand  for  some  time,  the  silicic  acid  separates,  and 
the  phosphoric  acid  may  then  be  precipitated  from  the  filtrate  with  magnesia 
mixture;  it  is,  however,  always  the  safer  way  to  remoye  silioic  add  first. 
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y.  Indirect  detenmTiationy  with  previous  precipitation  as  mer- 
curoiLS  phosphate^  after  H,  Eose.* 

Applicable  for  the  separation  of  phosphoric  acid  (also  of  pyro- 
and  metaphosphoric  acid)  from  all  basic  radicals,  except  aluminium. 
Comp.  §  135,  k. 

Dissolve  the  phosphate  in  neither  too  large  nor  too  small  a 
quantity  of  nitric  acid,  in  a  porcelain  dish,  add  pure  metallic  mer- 
cury in  suflScient  quantity  to  leave  a  portion,  even  though  only  a 
small  one,  undissolved  by  the  free  acid.  Evaporate  on  the  water- 
bath  to  dryness.  If  the  warm  mass  still  evolves  an  odor  of  nitric 
acid,  moisten  it  with  water,  and  heat  again  on  the  water-bath,  until 
it  smells  no  longer  of  nitric  acid.  Add  now  hot  water,  pass  through 
a  small  filter,  and  wash  until  the  washings  leave  no  longer  a  fixed 
residue  upon  platinum.  Dry  the  filter,  which,  besides  mercurous 
phosphate,  contains  also  basic  mercurous  nitrate  and  free  mercury, 
mix  its  contents,  in  a  platinum  crucible,  with  mixed  sodium  and 
potassium  carbonates  in  excess,  roll  the  filter  into  the  shape  of  a 
ball,  place  it  in  a  hollow  made  in  the  mixture,  and  cover  the  whole 
with  a  layer  of  the  mixed  carbonates.  Expose  the  crucible,  under 
a  chimney  with  good  draught,  for  about  half  an  hour  to  a  moderate 
heat,  80  that  it  does  not  get  red-hot.  At  this  temperature,  the 
mercurous  nitrate  and  the  metallic  mercury  volatilize.  Heat  now 
over  the  lamp  to  bright  redness,  and  treat  the  residue  with  hot 
water,  which  will  dissolve  it  completely,  if  no  ferric  oxide  be 
present,  and  if  no  oxide  of  platinum  has  been  fonned.  The  latter 
may  occur  on  account  of  too  rapid  heating,  which  might  produce 
sodium  nitrate,  which  would  act  upon  the  platinum.  Supersatu- 
rate the  clear  (if  necessary,  filtered)  solution  with  hydrochloric 
acid,  add  ammonia  and  magnesia  mixture,  and  proceed  as  in  a.f 

d.  Indirect  determination^  with  previous  precipitation  as 
stcmnic  pJwsphate, 

aa.  After  W.  Keissig.J     Dissolve  the  substance,  which  must 

*  Pogg.  Annal.,  JjXXVI,  218. 

f  If  ferric  oxide  is  present  to  any  extent,  it  may  easily  retain  some  phos- 
phoric acid.  (Compare  §  185,  g,  a.)  Rosb's  modification,  to  be  employed 
when  alumina  is  present,  is  given  in  §  186,  K,  y. 

XAnnaL  d.  Chem.  u.  Pharm,,  xcviii,  889.  The  method  is  a  serviceable 
modification  of  Rkywoso'b  process  (Journ,  /.  prakt.  Ckem.,  Liv,  261),  which, 
though  free  from  errors  in  principle,  yet  presents  certain  difilculties,  particularly 
the  fact  that  the  slight  impurities  in  the  tin  are  a  source  of  considerable  error, 
since  at  least  8  times  as  much  tin  must  be  taken  as  the  quantity  of  phosphoric 
acid  present.  These  statements  of  Rcissig  fully  coincide  with  my  own  investi- 
gations 
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be  free  from  chlorides,  in  concentrated  nitric  acid,  add  at  least 
eight  times  as  much  of  the  purest  tin  (in  the  form  of  foil  or 
grains)  as  there  is  phosphoric  acid  present,  and  warm  for  5  to  6 
hours,  until  the  precipitate  has  completely  subsided.  (If  alumina 
or  ferric  oxide  is  present,  some  portion  of  these  is  carried 
down  in  the  precipitate.  Girabd.)  Wash  bj  decantation  and 
filtration,  rinse  into  a  platinum  dish,  and  digest  with  a  small 
quantity  of  very  concentrated  potassa  solution.  These  form  both 
potassium  metastannate  and  phosphate,  which,  on  adding  hot 
water,  yield  a  clear  solution,  dissolving  with  great  readiness  if  not 
too  much  potassa  has  been  used.  Any  traces  of  precipitate  re- 
maining adhering  to  the  filter  are  similarly  dissolved.  The  total 
alkaline  fluid  is  transferred  to  a  tared  litre  flask,  diluted  to  weigh 
900  grm.  and  saturated  with  hydrogen  sulphide;  some  ammonium 
pentasulphide  and  acetic  acid  arc  then  added  until  the  tin  sulphide 
is  precipitated  and  tlie  liquid  is  weakly  acid.  Now  add  water  to 
make  the  contents  weigh  1000  grm.  again  (or  some  other  round 
number),  shake,  let  stand  12  to  16  hours,  filter  off  the  superna- 
tant clear  liquid  into  a  porcelain  dish,  and  again  weigh  the  flask, 
which  now  contains  the  rest  of  the  fluid  and  the  tin  sulphide. 
The  difference  between  the  two  weights  gives  the  weight  of  the 
filtrate  in  which  the  phosphoric  acid  is  to  be  determined.  The 
proportion  which  this  weight  bears  to  the  total  quantity  of  fluid, 
i.6.,  1000  grm.  minus  the  weight  of  the  tin  sulphide  (which  may 
be  calculated  with  sufficient  accuracy  from  the  quantity  of  tin 
originally  taken,  or  which  may  be  directly  estimated),  is  readily 
found. 

Evaporate  to  a  small  volume  the  filtrate  mixed  with  the  wash- 
ings of  the  filter,  and  in  this  determine  the  phosphoric  acid  accord- 
ing to  hj  a.  The  above  method  of  separating  the  phosphoric-acid 
liquid  from  the  tin  sulphide  must  be  resorted  to,  because  in 
filtering  off  and  washing  the  sulphide  small  quantities  of  tin  are 
dissolved  out,  no  matter  whether  pure  water  or  hydrogen-sulphide 
water  is  used.     Besults  accurate. 

hh.  After  GiRARD.*  In  order  to  render  the  method,  origi- 
nally based  on  the  separation  of  phosphoric  acid  as  stannic  phos- 

*  Campt.  Bend.,  lAv,  468;   Zeitschr,/,  analyt  Ch&m,,  i,  860. 
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phate,  applicable  also  in  the  presence  of  alumina  and  ferric  oxide, 
OiRABD  employs  the  following  method :  Dissolve  the  substance  in 
highly  concentrated  nitric  acid,  remove  all  chlorine  either  by  pre- 
cipitation with  silver  nitrate  or  by  repeated  evaporation  with 
nitric  acid,  add  8  times  as  much  tinfoil  as  there  is  phosphoric 
acid  present,  and  warm  the  mixture  5  or  6  hours,  until 
the  precipitate  has  completely  subsided,  leaving  the  super- 
natant fluid  clear.  Wash  with  hot  water  by  decantation 
and  finally  by  filtration.  The  precipitate  consists  of  meta- 
stannic  acid  and  stannic  phosphate,  together  with  a  little  ferric 
and  aluminium  phosphates.  Heat  it  either  at  first  with  a  small 
quantity  of  aqua  regia,  and  then  with  ammonia  and  ammonium 
sulphide,  or  immediately  with  ammonium  sulphide  in  excess.  The 
latter  process  is  recommended  by  O.  Bäbbb,*  on  the  ground  that 
the  former  leaves  a  little  phosphoric  acid  in  the  precipitate.  The 
whole  is  digested  about  two  hours  and  then  filtered ;  the  precipi- 
tate, consisting  of  ferrous  sulphide  and  aluminium  hydroxide,  ia 
washed  with  warm  ammonium  sulphide,  then  with  water  contain- 
ing a  little  ammonium  sulphide  dissolved  in  nitric  acid,  and  the 
solution  thus  formed  mixed  with  the  filtrate  from  the  tin  precipi- 
tate which  contains  the  principal  quantity  of  the  basic  metals. 
From  the  ammonium-sulphide  filtrate,  which  contains  stannic  sul- 
phide and  ammonium  phosphate,  the  phosphoric  acid  is  at  once 
precipitated  by  magnesia  mixture.  I  may  add  that  Girabd  con- 
siders 4  to  5  parts  tin  sufficient  for  1  part  P,0..  The  resulta 
afforded  by  his  test  analyses  are  unexceptionable.  According  to 
jAN0V8KY,t  at  least  6  parts  of  tin  must  be  used.  The  tin  should 
be  free  from  arsenic.  If  the  tin  contains  arsenic,  direct  precipi- 
tation with  magnesia  mixture  will  give,  besides  ammonium -mag- 
nesium phosphate,  some  ammonium-magnesium  arsenate  also, 
and  consequently  the  results  would  be  too  high.  In  such  a  case 
the  ammonium-sulphide  solution  is  best  treated  as  in  aa. 

e.  Indirect  determination  after  previous  precipitation  as  his- 
muthic  pJioyphate, 

This  method  was  proposed  by  Chancel  %  and  modified  by 

*  Zeit9chr.f.  die  gesammUn  Natur msaerisch,,  1864,  ^8. 
t  Zeitschr.  f.  analyt  CJiem.,  xi,  157. 

J  Ckmpt  Bond,,  l.  416;  Chom,  Centralbl.,  1860,  272 ;  CompL  Bend.,  m,  882  ; 
Ghem.  Centralbl.,  1861,  221. 


$184.]  PHOSPHORIC  ACID.  461 

BiBNBAüM  and  Chojnaju.*  It  is  not  applicable  in  the  pres- 
ence of  sulphuric  or  hydrochloric  acid,  nor  can  it  lay  claim 
to  rapidity  or  accuracy.f 

c.  DeUrmi/nation  <is  Uranyl  Pyrophosphate. 

After  Lkoontb,  A.  Abbndt,  andW.  KNOP.it  (Very  suitable 
in  presence  of  alkali  and  alkali-earth  metals,  but  not  in  pres- 
l  ence  of  any  notable  amount  of  aluminium ;  in  presence  of  ferric 
iron,  the  method  can  be  applied  only  with  certain  modifications.)  ^ 
Where  it  is  possible,  prepare  an  acetic-acid  solution  of  the  com- 
pound. If  you  have  a  nitric-  or  hydrochloric-acid  solution,  re- 
move the  greater  portion  of  the  free  .acid  by  evaporation,  add 
ammonia  until  red  litmus  paper  dipped  into  it  turns  very  dis- 
tinctly blue,  and  then  redissolve  the  preciptate  formed  in  acetic 
acid.  If  mineral  acids  were  present,  add  also  some  ammonium 
acetate ;  this  addition,  is  beneficial  under  any  circumstances.  Mix 
the  fluid  now  with  solution  of  uranyl  acetate  and  heat  the  mix- 
ture to  boiling,  which  will  cause  the  phosphoric  acid  to  separate 
in  form  of  pale  greenish-yellow  ammonium  uranyl  phosphate. 

Wash  the  precipitate,  first  by  decantation,  boiling  up  each 
time,  then  by  filtration ;  tiie  operation  may  be  materially  f acili* 
tated  by  adding  a  few  per  cents  of  ammonium  nitrate  to  the 
water.  Dry  the  precipitate  and  ignite  as  directed  in  §  53.  It  is 
advisable  to  evaporate  small  quantities  of  nitric  acid  on  the  ignited 
precipitate  repeatedly  and  to  reignite.  The  residue  must  have 
the  color  of  the  yolk  of  an  egg.  For  the  properties  of  the  pre- 
cipitate and  residue,  see  §  98,  4,  e.  Should  it  be  necessary  to 
dissolve  the  ignited  residue  again,  for  the  purpose  of  reprecipitat- 
ing  it,  this  can  be  done  only  after  fusing  it  with  a  large  excess  of 

•  Zeitichr.  f.  analyi,  Chem.,  ix,  208. 

f  Compare  Holzbbbobr,  Archiv,  d&r  Pharm. ,  (2),  cxvt,  87 ;  B2bbr, 
Zeitsehr.  f,  d  get.  Naturv>m.y  1864,  298  ;  Qirard.  C<mpU  rend.,  lht,  468; 
Fresenius,  Neubauer,  and  Luck,  Z«it9ehr.  f.  analyi.  Chsm.,  x,  185 ;  Adri- 
AANSZ,  ib.,  X,  478. 

X  Leconte  was  the  first  to  recommend  the  method  of  precipitating  phos- 
phoric acid  from  acetic-acid  solutions  by  means  of  a  salt  of  uranium  {Jahresb,  von 
LiBBiG  und  Kopf,   für  1858,  642);  A.  Arendt  and  W.  Knop  have  subse- 
quently subjected  it  tu  a  careful  and  searching  examination  {Cham.  CeninUbl. 
1856,  769,  808  ;  and  1857,  177). 

§  Chem.  CenWaWl.,  1857,  182. 
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mixed  sodium  and  potafifiiuni  carbonates,  and  thereby  converting 
the  pyrophosphoric  into  orthophosphoric  acic .  Results  accurate. 
Compare  the  test  analyses  given  by  the  authors,  Expt.  No.  81, 
and  Kissel's  experiments.^ 

d.  Determination  as  Basic  Ferric  Phosphaie, 

at.  Mix  the  acid  fluid  containing  the  phosphoric  acid  with  an 
excess  of  solution  of  ferric  chloride  of  known  strength,  add,  if 
necessary,  sufficient  ammonia  to  neutralize  the  greater  portion  of 
tlie  free  acid,  mix  with  ammonium  acetate  in  not  too  large  ex- 
cess, and  boil.  If  the  quantity  of  solution  of  ferric  chloride 
added  was  sufficient,  the  precipitate  must  be  brownish-red.  This 
precipitate  consists  of  basic-ferric  phosphate  and  basic-ferric  ace- 
tate, and  contains  the  whole  of  the  phosphoric  acid  and  of  the 
ferric  iron.  Filter  off  boiling,  wash  with  boiling  water  mixed  with 
some  ammonium  acetate,  and  dry  carefully.  [Detach  the  greater 
part  of  the  precipitate  from  the  filter,  incinerate  the  filter,  trans- 
fer to  the  crucible  the  main  part  of  the  precipitate,  moisten  with 
strong  nitric  acid,  dry,  moisten  again  with  nitric  acid,  and  dry 
and  ignite  in  a  platinum  crucible  with  access  of  air  (§  53).  With- 
out these  precautions  reduction  of  ferric  oxide  to  magnetic  oxide 
is  liable  to  occur.]  If  the  weight  of  the  residue  has  been  in- 
creased by  this  operation,  which  is  not  the  case,  however,  as  a 
rule,  the  procedure  must  be  repeated  until  the  weight  is  constant- 
Deduct  from  the  weight  of  the  residue  that  ferric  oxide  produced 
from  the  solution  added ;  the  difference  is  the  P,0,. 

[This  modification  of  Schulzens  method  was  first  recommended 
by  A.  Müller;!  it  has  been  adopted  also  by  Way  and  Ogston, 
in  their  analyses  of  ashes,  j:  Müller's  improvement  consists  in 
the  use  of  a  solution  of  ferric  chloride  of  known  strength,  whereby 
the  determination  of  iron  in  the  residue  (as  given  in  §  113,  3)  is 
dispensed  with.] 

ß,  J.  Weeren's  method,  suitable  for  the  estimation  of  the  phos- 
phoric acid  in  phosphates  of  the  alkali  and  alkali-earth  metals.  § 

*  Zettschr  /.  analpt.  Chem.,  viii,  167. 

t  J<mm,f,  prakt,  Chem.,  xlvii,  341. 

t  Journal  of  the  Royal  Agricultural  Society,  viii,  part  I. 

§  Joum,  /.  jyrakt.  Chem.,  Lxvir,  8. 
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Hix  the  nitric  acid  solution  of  the  phosphate  under  examination, 
which  must  contain  no  other  strong  acid,  with  a  solution  of  ferric 
nitrate,  of  known  strength,  in  sufficient  proportion  to  insure  the 
formation  of  a  basic  salt  (3  or  4  parts  of  iron  should  be  present  for 
1  part  P,0,) ;  evaporate  to  dryness,  heat  the  residue  to  160°,  until 
no  more  nitric  acid  fumes  escape,  treat  with  hot  water  containing 
ammonium  nitrate  until  all  nitrates  of  the  alkali  and  alkali-earth 
metals  are  removed,  collect  the  yellow-ochreous  precipitate  on  a 
filter,  dry,  ignite  (see  §  53),  weigh,  and  deduct  from  the  weight 
the  quantity  of  iron  added  reckoned  as  ferric  oxide.  Latsohinow* 
recommends  heating  the  residue  to  200°,  warming  with  water  and 
a  few  drops  of  sulphuric  acid,  adding  ammonia  and  then  treating 
with  hot  solution  of  ammonium  nitrate.  He  says  that  the  phos- 
phoric acid  is  thus  more  completely  separated,  and  the  precipitate 
may  be  more  readily  filtered  off. 

e.  DeterminaMon    as  Normal    Magnemmi  Phmphate   Mg, 

(POO, 

(Fb.  Sohülze's  method,  suitable  more  particularly  to  effect  the 
separation  of  phosphoric  acid  from  the  alkalies,  f) 

Mix  the  solution  of  the  alkali  phosphate,  which  contains  ammo- 
nium chloride,  with  a  weighed  excess  of  pure  magnesium  oxide, 
evaporate  to  dryness,  ignite  the  residue  until  the  ammonium  chlo- 
ride is  expelled,  and  separate  the  magnesium,  which  is  still  present 
in  fonn  of  magnesium  chloride,  by  means  of  mercuric  oxide  (§  104. 
3,  J).  Treat  the  ignited  residue  with  water,  filter  the  solution  of 
the  chlorides  of  the  alkali  metals,  wash  the  precipitate,  dry,  ignite, 
and  weigh.  The  excess  of  weight  over  that  of  the  magnesium 
oxide  used  shows  the  quantity  of  the  P,Oj.     Eesults  satisfactory. 

f.  Sohlösing's  method  %  does  not  appear  to  offer  any  advan- 
tages. The  phosphate  is  mixed  with  silica  and  ignited  in  carbon 
monoxide,  the  expelled  phosphorus  being  taken  up  by  copper  or  by 
silver  nitrate. 

g.  DeterminMion  hy  Volumetric  AnalysU  ( With  Ura/nium 
Solution). 

This  method  was  recommended  originally  by  Lbconte.§     It 

*Zeiiiehr.f.  aruUyt.  Chem.,  vii,  218. 
\Jowm,f.  praJct,  Chem.,  lxiii,  440. 
t  ZeiUehr.  /.  antUyi.  Chem,,  rv,  118  and  vn,  478. 
%Jahretber,  yon  Ldbbig  a.  Koff,  für  1868,  642. 
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was  improved  and  described  in  detail  by  Neubauer,*  and  was 
afterwards  recommended  by  PiNcrs,f  and  subsequently  by 
Bödekee4  The  principle  of  the  method  is  as  follows :  TJranyl 
acetate  precipitates  from  solutions  rendered  acid  by  acetic  acid, 
hydrogen  uranyl  phosphate,  or — in  the  presence  of  considerable 
quantities  of  ammonium  salts — ammonium  uranyl  phosphate.  The 
proportion  between  the  uranium  and  the  phosphoric  acid  is  the 
same  in  both  compounds.  Both  compounds  when  freshly  precipi- 
tated and  suspended  in  water  are  left  unchanged  by  potassium 
f errocyanide ;  uranyl  acetate,  on  the  other  hand,  is  indicated  by 
this  reagent  with  great  delicacy  by  the  formation  of  an  insoluble 
reddish-brown  precipitate. 

According  to  Neübaüek§  the  following  solutions  are  employed : 

a.  A  solution  of  phosphor^  acid  of  known  strength.  Pre- 
pared by  dissolving  10*13  grm.  pure,  crystallized,  uneffloresced, 
powdered,  and  pressed  hydrogen  sodium  phosphate  in  water  to  1 
litre.  60  c.c.  contain  0*1  grm.  P,0».  It  is  well  to  control  this  solu- 
tion by  evaporating  50  c.c.  in  a  weighed  platinum  dish  to  dryness, 
igniting  strongly,  and  weighing.  The  weight  should  be  0*1881 
grm. 

h.  An  add  solution  of  sodvum  acetate.  Prepared  by  dissolv- 
ing 100  grm.  sodium  acetate  in  900  c.  c.  water  and  adding  aoetio 
acid  of  1*04  sp.  gr.  to  1  litre. 

<?.  A  solution  of  uranyl  acetate  (or  nitrate)  (§  63,  3).  This 
is  standardized  against  the  hydrogen  sodium  phosphate  solution. 
1  c.  c.  indicates  0*005  grm.  P.O..  The  solution  is  made  at  first  a 
little  stronger  than  necessary,  so  that  it  may  contain  in  the  litre,  say, 
32-5  grm.  UO,(C,H.O,),+2H.O  or  34  grm.  UO,(C.n.O,),-f  3H,0 
(corresponding  to  22  grm.  170,0);  its  value  is  then  determined, 
and  it  is  diluted  accordingly.  To  determine  its  value  proceed  as 
follows :  Transfer  50  c.c.  of  the  a  solution  to  a  beaker,  add  5  c.c. 
of  the  h  solution,  and  heat  in  a  water-bath  to  90 — 100°.  Now  run 
in  uranium  solution,  at  first  a  large  quantity,  at  last  in  ^  c.  c. ,  testing 
after  each  addition  whether  the  precipitation  is  finished  or  not. 
For  this  purpose  spread  out  one  or  two  drops  of  the  mixture  on  a 
white  porcelain  surface  and  introduce  into  the  middle,  by  means  of  a 
thin  glass  rod,  a  small  drop  of  freshly  prepared  potassium  f errocya- 
nide solution  or  a  little  of  the  powdered  salt.   As  soon  as  a  trace  of 

*  Archiv,  für  wmen^JiafÜiche  Heilkunde,  iv,  228. 

jjourn.f.  prakL  C?iem,,  Lxxvi,  104.       %  AtmI.  de  Chem.  et  Pharm.,  cxvii,  195. 

gHis  AnUituTig  zur  Harnanalyse,  6.  Aufl.,  171. 
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€xce86  of  uranyl  acetate  is  preseut,  a  reddish-brown  spot  forms  in 
the  drop,  which,  surrounded  as  it  is  by  tlie  colorless  or  almost 
eolorless  fluid,  may  be  very  distinctly  perceived.  When  the  final 
reaction  has  just  appeared,  heat  a  few  minutes  in  the  water-bath 
and  repeat  the  testing  on  the  porcelain.  If  now  the  reaction  is 
still  plain  the  experiment  is  concluded.  If  the  uranium  solution 
had  been  exactly  of  the  required  strength,  20  c.c.  would  have  been 
used ;  but  it  is  actually  too  concentrated,  h3nce  less  than  20  c.c. 
must  have  been  used.  Suppose  it  was  18  cc,  then  the  solution 
will  be  right,  if  for  every  18  cc.  we  add  2  c.c.  of  water.  If  in  this 
first  experiment  we  find  that  the  solution  is  much  too  strong,  the 
solution  is  diluted  with  somewhat  less  water  than  is  properly  speak- 
ing required,  another  experiment  is  made,  and  it  is  then  diluted 
exactly. 

The  actual  o/nalysis  must  be  made  under  as  nearly  as  possible 
similar  circumstances  to  those  under  which  the  standardizing  of  the 
uranium  solution  was  performed,  especially  as  regards  the  sodium 
acetate.  This  salt  retards  the  precipitation  of  uranium  by  potas' 
sium  ferrocyanide,  hence  the  test-drop  on  the  porcelain  plate 
becomes  darker  and  darker.  The  analyst  should  accustom  himself 
to  observing  the  first  appearance  of  the  slightest  brownish  colora- 
tion in  the  middle  of  the  drop,  and  should  take  this  as  the  end- 
reaction.  It  need  hardly  be  added  that  the  same  person  must 
make  the  analysis  who  has  standardized  the  solution  (Neubauer). 

The  method  is  applicable  to  free  phosphoric  acid,  alkali  phos- 
phates, and  magnesium  phosphate,  also  in  the  presence  of  small 
quantities  of  the  phosphates  of  other  alkali-earth  metals,  but  can- 
not be  employed  in  presence  of  ferric  and  aluminiimi  salts.  Dis- 
solve the  substance  in  water  or  the  least  possible  quantity  of  acetic 
acid,  add  5  c.c.  of  the  h  solution,  dilute  to  50  c.c,  and  proceed  with 
the  addition  of  uranium  as  above.  The  results  are  very  satisfac- 
tory. Compare  Kissel's  experiments.*  If  the  above  process  is 
followed  in  the  presence  of  much  calcium,  for  instance  with  a  solu- 
tion of  calcium  phosphate  in  dilute  acetic  acid,  the  results  are 
almost  always  too  low,  as  little  calcium  phosphate  is  precipitated 
along  with  uranyl  phosphate.  [The  best  means  of  ob\dating  that 
error  is,  according  to  Abes8BB,Jani,  and Märckeb,!  to  standardize 
the  uranium  solution  under  the  same  conditions  as  nearly  as  possible 

♦  Zeitschr,  /.  analyi.  Cliem, .  viii,  167.  f  Jb. ,  xn,  262. 
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as  exist  wlien  the  solution  is  used  for  the  actual  determination  of 
phosphoric  acid.  It  mast  therefore  be  standardized  with  calcium 
phosphate.  Prepare  a  solution  of  suitable  strength  by  dissolving 
pure  Ca,(PO  J,  in  the  smallest  possible  quantity  of  nitric  acid  and 
diluting  to  the  desired  volume.  Determine  accurately  the  amount 
of  Ca,(P04),  in  this  solution  by  evaporating  to  dryness  in  a  plati- 
num vessel  50  c.  c,  moistening  the  residue  with  ammonia  and 
igniting.  The  residual  somewhat  hygroscopic  calcium  phosphate 
is  quickly  weighed  in  the  covered  platinum  vessel.] 

According  to  R.  Fresenius,  Neubauer,  and  Luck,*  the  dif- 
ficulty may  also  be  easily  avoided  by  adding  the  phosphate  solu- 
tion to  the  uranium  solution  until  the  ferrocyanide  ceases  to  give 
a  reaction.  The  standardization  of  the  uranium  solution  should 
in  this  case  be  conducted  as  follows:  To  25  c.  c.  of  the 
uranium  solution  in  a  beaker  add  5  c.  c.  of  the  sodium- 
acetate  solution  and  3  c.  c.  of  acetic  acid  (sp.  gr.  1  *04),  heat 
on  a  water-bath  and  run  in  from  a  burette  sodium-phosphate 
solution  until  a  drop  brought  into  contact  with  a  few  frag- 
ments of  potassium  ferrocyanide  on  a  porcelain  plate  just 
ceases  to  react.  After  every  addition  of  phosphate  the  beaker 
must  be  replaced  in  the  hot  water,  and  a  few  minutes  must  be 
allowed  to  elapse  before  again  testing;  the  sodium-phosphate 
solution  may  further  be  added  freely  so  long  as  the  solution 
remains  yellowish.  In  carrying  out  the  analysis,  take  care  that 
the  solution  of  calcium  acetate  contains  no  considerable  excess  of 
free  acetic  acid,  that  its  concentration  does  not  diflEer  very  greatly 
from  that  of  the  sodium-phosphate  solution,  and  that  its  total 
volume  is  known  before  any  part  of  it  is  introduced  into  the 
burette. 

Begarding  the  volumetric  methods  proposed  by  Fleischer  f 
(alumina  method)  and  Schwarz  X  (lead  method),  see  the  sources 
given.  The  latter  method,  althongli  based  on  correct  principles 
and  sufficiently  exact  for  neutral  liquids,  is  nevertheless  of  very 
limited  application,  since  the  presence  of  acetic  acid  seriously 
impairs  its  accuracy.     See  Fr.  Mohr.§ 

*Zeütehr,f.  analyt  Chem,,  x,  147. 

\lb.,  IV.  19.  and  VI.  38. 

X  Ding.  Pblyt.  Journ.,  CLXix.  289 ;  Zeitichr,  /.  antüyt.  Chem,,  ii,  892. 

%Ib,,  n,  266. 
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II.  Sepabation  of  Phosphobic  Acid  ^bom  the  Basic  Badicals. 

§  135. 

a.  From,  the  Alkalies  (see  also  d^  hy  and  I). 

a.  Add  ainmoninm  chloride  or  hydrochloric  acid,  then  lead 
acetate,  exactly,  till  no  more  precipitate  is  produced,  and  lastly 
some  pure  lead  carbonate  (prepared  by  precipitating  lead  acetate 
with  ammonium  carbonate,  Bäbeb  *),  allow  to  digest  for  some 
time,  filter  off  the  precipitate  consisting  of  lead  phosphate,  chlo- 
ride, and  carbonate,  wash,  precipitate  from  the  filtrate  the  slight 
excess  of  lead  by  hydrogen  sulphide,  filter,  and  evaporate  with 
hydrochloric  acid  (in  the  case  of  lithium,  sulphuric  acid).  If  the 
phosphoric  acid  is  to  be  estimated  in  the  same  portion,  proceed 
with  the  first  precipitate  (after  washing,  to  remove  the  larger 
quantity  of  chloride)  according  to  §  135,  h. 

ß.  (Only  applicable  in  the  case  of  fixed  alkalies.)  Separate 
the  phosphoric  acid  as  ferric  phosphate,  according  to  one  of  the 
methods  given  in  §  134,  d.  Or,  if  you  do  not  wish  to  determine  the 
phosphoric  acid  it  is  very  convenient  to  acidify  with  hydrochloric 
acid,  add  ferric  chloride,  dilute  rather  considerably,  add  ammonia 
till  the  fluid  is  neutral,  and  boil;  all  the  phosphoric  acid  will  then 
separate  with  ferric  oxychloride  as  ferric  phosphate.  This  modi- 
fication is  recommended  when  the  phosphoric  acid  is  to  be  pre- 
cipitated, but  not  estimated.  The  separation  of  phosphoric  acid 
may  also  be  effected  as  magnesium  phosphate  (§  134,  s).  The 
flkalies  are  contained  in  the  filtrate  as  nitrates  or  chlorides. 

h.  From  Barium  J  Strontium^  Calcium^  and  Lead, 

The  compound  under  examination  is  dissolved  in  hydrochloric 
or  nitric  acid  and  the  solution  precipitated  with  sulphuric  acid  in 
slight  excess.  In  the  separation  of  pliosphoric  acid  from  strontium, 
calcium,  and  lead,  alcohol  is  added  with  the  sulphuric  acid.  The 
phosphoric  acid  in  the  filtrate  is  determined  according  to  §  134,  &, 
or,  after  removal  of  the  alcohol  by  evaporation.  The  determination 
of  the  phosphoric  acid  is  effected  most  accurately  by  saturating  the 
fluid  with  sodium  carbonate,  evaporating  to  dryness,  and  fusing  the 
residue  with  sodiimi  and  potassium  carbonates.  The  fused  mass  is 
then  dissolved  in  water,  and  the  further  process  conducted  as  in 
§  134,  I,  a. 

•Zeihehr,/,  diegM,  Naturwm.,  1864,  298;  Zeitiehr.f.  analffU  Chrnn.,  rr,  120. 
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c.  f¥om  Magnesium  (see  also  rf,  A,  i,  Z). 

Add  ferric  chloride  in  sufficient  excess,  dilate,  add  excess  of 
barium  carbonate,  allow  to  remain  for  several  hours  with  frequent 
stirring,  filter  and  separate  magnesium  and  barium  iu  the  filtrate 
after  §  154. 

d.  From  the  whole  of  the  Alkalirearih  Metals  andßxed  AUeor 
Uea  (comp.  A,  A,  T). 

a.  Dissolve  in  the  least  possible  quantity  of  nitric  acid,  add  a 
little  ammonium  chloride,  precipitate  exactly  with  lead  acetate,  add 
a  little  lead  carbonate  (precipitated),  digest,  filter,  precipitate  the 
excess  of  lead  rapidly  from  the  filtrate  by  hydrogen  sulphide,  filter 
and  determine  the  basic  metals  in  the  filtrate.     Besults  good. 

ß.  Dissolve  in  water,  and — in  case  of  phosphates  of  the  alkali* 
earth  metals — ^the  least  possible  nitric  acid,  add  neutral  silver  nitrate 
and  then  silver  carbonate,  till  the  fluid  reacts  neutral.  All  phos- 
phoric acid  now  separates  as  Ag.PO^.  Warming  is  unnecessary. 
Filter,  wash  the  precipitate,  dissolve  it  in  dilute  nitric  acid,  precipi- 
tate the  silver  with  hydrochloric  acid,  and  determine  the  phosphoric 
acid  in  the  filtrate  according  to  §  134,  J,  a.  The  filtrate  from  the 
silver  phosphate  is  freed  from  silver  by  hydrochloric  acid,  and  the 
basic  metals  are  then  determined  according  to  the  methods  already 
given  (G.  Chancel*).  A  good  and  convenient  method  unless  the 
proportion  of  alkali  is  very  large.  (If  the  substance  contains  alu- 
minium or  ferric  iron,  they  are  completely  precipitated  by  the 
silver  carbonate,  and  are  found  with  the  silver  phosphate.) 

y.  Separate  the  phosphoric  acid  as  nranyl  phosphate  (§  134,  <?), 
and  the  excess  of  uranium  from  the  alkali-earth  metals,  &c.,  in  the 
filtrate,  according  to  §§  160  and  161,  Supplement.     Results  good. 

6,  Separate  tlie  phosphoric  acid  according  to  §134,  d^  a  or  ß. 
The  alkali-earth  metals  are  obtained  in  solution  in  the  first  case, 
as  chlorides,  together  with  alkali  acetate  and  chloride;  in  the 
second  case  as  nitrates.     Results  good. 

e.  Frotn  Aluminium. 

The  best  method  of  separating  phosphoric  acid  from  aluminium 
is  that  depending  on  precipitation  by  ammonium  molybdate 
(§  135,  I),  The  separation  of  the  acid  as  stannic  phosphate  (A,  a) 
is  also  satisfactory. 

♦  Campt,  rend,,  xlix,  997;  Journ,f.  praki.  Chem.,  lxxix,  322. 
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The  older  methods  are  scarcely  ever  used  now ;  hence  the  two 
most  in  use  formerly  will  be  but  briefly  described. 

a.  Orro^s  method.  This  depends  on  the  precipitation  of 
phosphoric  acid  with  magnesia  mixture  from  the  solution  to 
which  tartaric  acid  and  ammonia  are  added.  •  It  is  difScult  to 
obtain  a  precipitate  free  from  alumina,  even  after  repeated  pre- 
cipitation ;  on  the  other  hand,  a  certain  quantity  of  phosphoric 
acid  remains  in  solution.  Compare  Ilyren,*  F.  Knapp, f  and 
B.  Pribram,  j: 

ß.  Berzelics's  method.  Mix  the  finely  powdered  substance 
with  about  IJ  parts  of  pure  silicic  acid  (the  artificially  prepared 
is  the  best)  and  6  parts  sodium  carbonate,  and  expose  to  a  strong 
red  heat  for  half  an  hour  in  a  platinum  crucible.  Treat  the 
mass  with  water,  add  ammonium  bicarbonate  in  excess,  digest  for 
6ome  time,  filter,  and  wash.  Aluminium-sodium  silicate  remains 
in  the  filter,  while  the  filtrate  contains  sodium  phosphate,  sodium 
bicarbonate,  and  ammonium  carbonate.  (Had  the  solution  been 
filtered  before  adding  the  ammonium  bicarbonate,  some  of  the 
aluminium  compound  would  have  gone  into  solution.)  Phosphoric 
acid  is  determined  in  the  solution  according  to  §  134,  J,  a;  the 
alumina  is  separated  from  the  residue  and  determined  according 
to  §  140.  The  method  is  tedious  and  troublesome,  as  the  precipi- 
tate is  washed  only  with  difliculty ;  the  results  are  accurate,  how- 
ever.    Compare  Schweitzer.  § 

[Of  several  other  methods  which  have  been  used,  the  follow- 
ing (by  Wackenroder  and  Fresenius)  is  one  of  the  easiest  to 
carry  out :  Precipitate  the  not  too  acid  solution  with  ammonia, 
taking  care  not  to  use  a  great  excess  of  that  reagent,  and  add 
barium  chloride  so  long  as  a  precipitate  continues  to  form.  Digest 
for  some  time  and  then  filter.  The  precipitate  contains  the 
whole  of  the  aluminium  and  the  whole  of  the  phosphoric  acid,  the 
latter  combined  partly  with  aluminium,  partly  with  barium. 
FiUer  it  off,  wash  it  a  little,  and  dissolve  in  the  least  possible 
quantity  of  hydrochloric  acid.  Warm,  saturate  the  solution  with 
barium  carbonate,  add  pure  solution  of  potassa  in  excess,  apply 

^Joum.  de  Pha^m,,  xxi,  28. 

fZeii8chr.f.  analyt.  Chsm.,  iv,  151. 

i  Vierteljahresschr.  f.  prakU  Pharm.,  XV,  184. 

%Z$iU6hr.f.  analyt,  Ch&m^  ix,  89. 
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heat,  precipitate  the  barinm  wliich  the  Relation  may  contain  with 
godinm  carbonate,  and  filter.  You  have  now  the  whole  of  the 
aluminium  in  the  solution,  the  whole  of  the  phoephoric  acid  in  the 
precipitate.  Acidify  the  solution  with  hydrochloric  acid,  boil 
with  some  potassium  chlorate,  and  precipitate  as  directed  in  §  105. 
Dissolve  the  precipitate  in  hydrochloric  acid,  precipitate  the 
barium  with  dilute  sulphuric  acid,  filter,  and  determine  the  phos- 
phoric acid  in  the  filtrate  by  precipitation  with  solution  of  magne- 
sium in  the  manner  described  in  §  134,  &,  a,  Hermann  has 
applied  a  perfectly  similar  method  in  his  analysis  of  (impure) 
gibbsite.] 

f.  From  Chromium  (see  also  A,  h^  J). 

Fuse  with  sodium  carbonate  and  nitrate  and  separate  the 
chromic  acid  and  phosphoric  acid  in  the  manner  described  in  §  166. 

g.  From  the  Metals  of  the  Fourth  Group  (see  also  A,  k^  I), 

a.  The  method  so  often  used  of  fusing  with  sodium  carbonate 
does  not  give  accurate  results  on  account  of  the  constant  presence 
of  some  phosphoric  acid  in  the  washed  residue.  Compare  W. 
ScHWEiKERT*  aud  G.  SoHWKrrzEB.t  The  former  has  studied  the 
separation  of  zinc  from  phosphoric  acid  by  this  method ;  the  latter 
the  separation  of  iron. 

ß.  Dissolve  in  hydrochloric  acid,  add  tartaric  *acid,  ammo- 
nium chloride,  and  ammonia,  and  finally,  in  a  fiask  which  is  to  be 
closed  afterwards,  ammonium  sulphide,  put  the  flask  in  a  moder- 
ately warm  place,  allowing  the  mixture  to  deposit  until  the  fluid 
appears  of  a  yellow  color,  without  the  least  tint  of  green ;  filter, 
and  determine  the  metals  as  directed  in  §§  108  to  114.  The 
phosphoric  acid  is  found  from  the  loss  cr  determined  according 
to  §  1 34,  i,  a.  The  magnesia  mixture  may  immediately  be  added 
to  the  filtrate,  which  contains  ammonium  sulphide.  The  washed 
precipitate  is  redissolved  in  just  suflScient  hydrochloric  acid,  and 
the  solution  reprecipitated  by  ammonia  with  addition  of  magnesia 
mixture.  This  method  is  not  well  adapted  for  nickelous  phos- 
phate. 

A.  From  Metals  of  the  Second^  Thirds  a/nd  Fourth  Groups. 

a.  More  especially  from  the  second  group,  aluminium,  manga- 

*  AmM,  d.  Chem.  u.  Pharm.,  cxly,  57;  Zeiitehr,  /.  anaiyU  Chem,,  vn,  246. 
f  ZeUtehr.f.  analyt  Ohmn.,  iz,  84. 
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nese,  nickel,  cobalt,  zinc ;  and  also  from  ferric  iron,  if  the  quan- 
tity of  the  latter  is  not  too  considerable. 

The  phosphoric  acid  is  precipitated  as  stannic  phosphate,  ac- 
cording to  §  134,  &,  6^  aa.  The  filtrate  contains  the  bases  free 
from  any  foreign  body  requiring  removal,  which,  of  course, 
greatly  facilitates  their  estimation.*  Keissig  obtained  very  good 
results  by  this  method.  If  the  precipitation  of  the  phosphoric 
acid  is  to  be  effected  in  the  presence  of  iron  and  aluminium  by 
tin,  Girard's  method  should  be  used  (§  134,  J,  tf,  hh). 

ß.  From  ferric  iron,  aluminium,  alkali  earths,  and  all  other 
bases  not  precipitated  by  bai*ium  carbonate  (H.  Bose).  Evaporate 
off  as  much  as  possible  of  the  free  acid  from  the  hydrochloric-acid 
solution,  neutralize  it  partially  with  sodium  carbonate,  add  excess 
of  barium  carbonate,  digest  for  several  days  in  the  cold,  filter,  and 
wash  with  cold  water.  The  precipitate  contains  all  the  phos- 
phoric acid  combined  with  iron,  aluminium,  and  barium,  as  well 
as  the  excess  of  barium  carbonate.  The  filtrate  contains  the  re- 
maining bases.  Dissolve  the  precipitate  in  the  least  possible 
quantity  of  dilute  hydrochloric  acid,  cautiously  precipitate  the 
barium  with  sulphuric  acid,  filter,  saturate  filtrate  with  sodium 
carbonate  and  evaporate  it,  together  with  the  precipitate  in  it,  to 
dryness,  add  to  the  residue  an  equal  quantity  of  pure  silicic  acid 
and  six  times  its  quantity  of  sodium  carbonate,  and  heat  in  large 
platinum  crucible,  first  lightly  and  gradually  very  strongly.  Con- 
duct the  remaining  operations  just  as  detailed  under  §  135,  e,  ß. 

y.  From  much  ferric  iron  in  the  presence  of  alkali  earths 
(Fresenius),  t 

While  the  method  detailed  under  §  134,  rf,  is  applicable  in 
this  case,  it  is  nevertheless  exceedingly  tedious  where  a  small 
quantity  of  phosphoric  acid  is  to  be  separated  from  a  very  large 
quantity  of  ferric  iron.  A  better  process  is  as  follows :  Heat  the 
hydrochloric-acid  solution  to  boiling,  remove  the  heat,  and  add  a 
solution  of  sodium  sulphite  until  sodium  carbonate  causes  an 
almost  white  precipitate ;  then  boil  the  mixture  until  the  odor 
of  sulphurous  acid  has  disappeared,  nearly  neutralize  any  free 
acid  with  sodium  carbonate,  add  a  few  drops  chlorine  water,  and 

*  If  the  nitric  acid  is  not  concentrated,  a  little  stannous  nitrate  is  formed, 
which  diBSolves  and  must  afterwards  he  precipitated  from  the  acid  fluid  hy 
hydrogen  sulphide.    BIbbr.  Z&iUehr,f.  d,  get,  Natwrtom.,  1864»  824. 

\Joum,J,  prakU  Chem.,  xlv.  30b. 
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finally  add  an  excess  of  sodium  acetate.  The  smallest  quantities 
of  phosphoric  acid  are  thus  immediately  precipitated  as  ferric  phos- 
phate. (Arsenic  and  silicic  acids  give  a  similar  precipitate,  hence 
if  present  they  must  be  previously  removed.)  Chlorine  water  is 
now  added  drop  by  drop  until  the  liquid  is  reddish,  then  boil 
until  the  precipitate  has  subsided  well,  filter  while  hot,  and  wash 
with  hot  water  containing  a  little  ammonium  acetate.  The  pre- 
cipitate now  contains  all  the  phosphoric  acid,  together  with  a 
small  quantity  of  iron,  while  the  filtrate  contains  the  great  bulk 
of  the  iron  and  all  the  alkali  earths.  The  precipitate  is  treated 
according  to  §  135  l\  i.e.y  the  phosphoric  acid  is  precipitated 
from  its  nitric-acid  solution  as  ammonium  phosphomolybdate,  and 
the  iron  and  aluminium  from  the  filtrate  by  means  of  ammonium 
sulphide  in  excess.  If  the  precipitate  is  free  from  aluminium,  it 
may  be  ignited,  weighed,  and  the  iron  in  it  determined  volumet- 
rically  (§  113),  the  difference  giving  the  phosphoric  acid.  This 
method  may  be  variously  modified ;  thus  the  reduction  of  the  iron 
solution  may  be  effected  by  hydrogen  sulphide,  and  the  excess  of 
this  removed  by  carbonic-acid  gas.  Again,  the  precipitation  of 
the  ferric  phosphate  may  be  effected  by  digestion  with  calcium 
carbonate  (free  from  phosphate)  in  moderate  excess.  The  pre- 
cipitation of  ferric  phosphate  by  means  of  ammonium  sesquicar- 
bonate  must  be  effected  below  21°,  otherwise  some  phosphoric 
acid  will  remain  in  the  filtrate  (Spiller*). 

i.  From,  the-  MetdU  of  the  Fifth  cmd  Sixth  Orovpa. 

Dissolve  in  hydrochloric  or  nitric  acid,  precipitate  with  hydro- 
gen sulphide,  filter,  determine  the  bases  by  the  methods  given  in 
§§115  to  127,  and  the  phosphoric  acid  in  the  filtrate  by  the 
method  described  in  §  134,  5,  a.  From  silver  the  phosphoric  acid 
is  separated  in  a  more  simple  way  still,  by  adding  hydrochloric 
acid  to  the  nitric-acid  solution ;  from  lead  it  is  separated  most 
readily  according  to  h, 

k.  From  all  JSasic  Metals^  except  Mercury  (II.  Rose). 

The  phosphoric  acid  is  separated  as  mercurous  phosphate  by 
Rose's  method  (§  134,  h,  y). 

a.  If  the  substance  is  free  from  iron  and  aluminium^  the 
filtrate  from  the  mercurous  phosphate  contains  all  the  metals  as 
nitrates,  together  with  much  mercurous  nitrate,  and  occasionally 

*Joum,  Chem.  8oe.  8er.,  2,  iv,  148;  ZeiUehr.f.  analyt.  Chem.,  v,  224. 
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also  some  mercuric  salt.  The  former  is  removed  by  the  addition 
of  hydrochloric  acid.  The  precipitated  mercurons  chloride  is  free 
from  other  metals :  if  large  in  quantity,  it  should  be  separated  by 
filtering ;  if  slight,  filtering  may  be  omitted.  Add  next  ammonia 
to  slight  alkaline  reaction  (with  previous  addition  of  ammonium 
chloride  if  magnesium  is  present).  Filter  rapidly  from  the  mer- 
cu^^  compound  which  will  be  precipitated  so  as  to  avoid  forma- 
tion of  calcium  carbonate  by  contact  with  air.  The  filtrate  contains 
the  basic  radicals  from  which  phosphoric  acid  has  been  separated. 
The  mercury  compound  which  has  been  separated  by  ammonia  is 
dried  and  ignited  (under  a  chimney  with  good  draught).  Should 
a  residue  remain,  this  must  be  examined.  If  it  consists  of  phos- 
phates of  the  alkali-earth  metals,  the  treatment  with  mercury  and 
nitric  acid  must  be  repeated;  if,  on  the  contrary,  it  consists  of 
magnesium  oxide  or  of  carbonates  of  the  alkali-earth  metals,  it  is 
dissolved  in  hydrochloric  acid,  and  the  solution  added  to  the  fluid 
containing  the  chief  portion  of  the  basic  metals,  which  may  then 
be  separated  and  determined  in  the  usual  manner.  The  following 
method  is  often  advantageously  resorted  to  instead  of  the  one 
described :  The  filtrate  from  the  mercurons  phosphate  is  evaporated 
to  dryness,  in  a  platinum  dish,  and  the  residue  ignited,  in  a  plati^ 
num  crucible,  under  a  chimney  with  good  draught.  If  alkali 
nitrates  ai*e  present,  some  ammonium  carbonate  must  be  added 
from  time  to  time  during  the  process  of  ignition,  to  guard  against 
injury  to  the  crucible  from  the  formation  of  caustic  alkali.  The 
ignited  residue  is  treated,  according  to  circumstances,  first  with 
water  and  then  with  nitric  acid,  or  at  once  with  nitric  acid. 

/?.  If  the  substance  contains  iron  hut  not  aluminiunij  the 
greater  part  of  the  iron  is  left  undissolved  with  the  mercurons 
phosphate.  The  dissolved  part  is  separatd  from  the  other  bases  by 
the  methods  given  in  Section  V. ;  the  iron  in  the  undissolved  part 
is  obtained,  after  ignition  of  the  residue  with  sodium  carbonate 
and  treating  the  ignited  mass  with  water,  as  ferric  oxide  contain- 
ing alkali  (and  generally  also  some  phosphoric  acid).  This  is  dis- 
solved  in  hydrochloric  acid,  and  precipitated  with  ammonia. 

y.  If  the  svhsta/nce  contains  aluminium^  the  process  just  given 
cannot  be  used,  as  aluminium  phosphate  is  not  decomposed  by 
fusion  with  alkali  carbonates,  while  aluminium  nitrate,  like  ferric 
nitrate,  is  decomposed  by  simple  evaporation.  In  this  case  proceed 
as  follows ;  Dissolve  the  substance  in  the  least  quantity  of  nitric 
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acid,  precipitate  hot  with  mercurons  nitrate,  add  a  little  mercuric 
nitrate,  and  then  pure  potash  or  soda,  till  a  permanent  red  precipi- 
tate appears.  The  precipitate  contains  no  aluminium,  and  is  to  be 
treated  according  to  a  or  >ö  (H.  Rose,  E.  E.  Muneob*). 

I.  From  all  Bases  toithout  exception. 

Apply  Sonnknschein's  method  (§  134,  J,  >9),  and  in  the  filtrate 
from  the  ammonium  phospho-niolybdate  separate  the  bases  from 
the  molybdic  acid.  As  molybdic  acid  comports  itself  with  hydro- 
gen sulphide  and  ammonium  sulphide  like  a  metal  of  the  sixth 
group,  it  is  best  to  precipitate  metals  of  the  sixth  and  also  of  the 
fifth  group  from  acid  solution  with  hydrogen  sulphide,  before  pro- 
ceeding to  precipitate  the  phosphoric  acid  with  molybdic  acid ;  the 
latter  will  then  have  to  be  separated  only  from  the  metals  of  the 
first  four  groups.  This  is  done  in  the  following  manner :  Mix  the 
acid  fluid,  in  a  flask,  with  ammonia  till  it  acquires  an  alkaline 
reaction,  add  ammonium  sulphide  in  sufScient  excess,  close  the 
mouth  of  the  flask,  and  digest  the  mixture.  As  soon  as  the  solution 
appears  of  a  reddish-yellow  color,  without  the  least  tint  of  green, 
filter  off  the  fiuid,  which  contains  molybdenum  and  ammonium 
sulphide,  wash  the  residue  with  water  mixed  with  some  ammonium 
sulphide,  and  separate  the  remaining  metallic  sulphides  and  hydrox- 
ides of  the  fourth  and  third  groups  by  the  methods  which  will  be 
found  in  Section  V.  Mix  the  filtrate  cautiously  with  hydrochloric 
acid  in  moderate  excess,  remove  the  molybdenum  sulphide  accord- 
ing to  §  128,  rf,  and  determine  the  metals  of  the  first  and  second 
groups  in  the  filtrate. 

This  method  of  separating  the  phosphoric  acid  from  basic  radi- 
cals is  highly  to  be  recommended;  especially  in  cases  where  a 
small  quantity  of  phosphoric  acid  has  to  be  determined  in  presence 
of  a  very  large  quantity  of  ferric  and  aluminium  salts,  as,  for  exam- 
ple, in  iron  ores,  soils,  &c.  As  arsenic  acid  and  silicic  acid  give, 
with  molybdic  acid  and  ammonia,  similar  yellow  precipitates,  it  is 
necessary,  if  these  acids  are  present,  to  remove  them  first. 

As  the  separation  of  the  basic  metals  from  the  large  excess  of 
molybdic  acid  used  is  somewhat  tedious,  the  best  way  is  to  arrange 
matters  so  that  this  process  may  be  altogether  dispensed  with. 
Supposing,  for  instance,  you  have  a  fiuid  containing  ferric  iron, 
aluminium,  and  phosphoric  acid,  estimate,  in  one  portion,  by  cau- 
tious precipitation  with  ammonia,  the  total  amount  of  the  three 
*  Amer.  Journ,  of  Sei,  and  Arts,  May,  IbTl;  Z«it»chr.  f.  analyt.  Chem,,  x,  467. 
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bodies;  in  another  portion  the  pliosphoric  acid,  by  means  of 
molybdic  acid ;  and  in  a  third,  tlie  iron,  in  tlie  volumetric  way. 
The  aluminium  can  then  be  calculated  by  difference.  Attention 
has  already  been  called  (§  135,  Ä,  y)  to  a  method,  often  very  con- 
venient, which  consists  in  precipitating  the  phosphoric  acid  together 
with  a  small  quantity  of  the  iron  and  then  determining  in  this 
precipitate  the  acid  and  iron,  as  well  as  the  aluminium  carried 
down.  In  this  method  the  molybdic  acid  need  be  separated  only 
from  the  small  quantity  of  iron  and  aluminium,  and  not  from  the 
other  bases,  thus  greatly  simplifying  the  process. 

§136. 
Boric  acid  (H,B0,)  aütd  Boric  Anhydride  (B,0,). 
I.  DetermmaUon. 

Boric  acid  is  estimated  either  indirectly  or  in  the  form  oi  potas- 
sium horoflvoride. 

1.  The  determination  of  the  boric  acid  in  an  aqueous  or  alco- 
holic solution  cannot  be  effected  by  simply  evaporating  the  fluid 
and  weighing  the  residue,  as  a  notable  portion  of  the  acid  volatil- 
izes and  is  carried  off  with  the  aqueous  or  alcoholic  vapor.  This 
is  the  case  also  when  the  solution  is  evaporated  with  lead  oxide  in 
excess. 

a.  Mix  the  solution  of  the  boric  acid  with  a  weighed  quantity 
of  perfectly  anhydrous  pure  sodium  carbonate,  in  amount  about  1 J 
times  the  supposed  quantity  of  B,0,  present.  Evaporate  the  mix- 
ture to  dryness,  heat  the  residue  to  fusion,  and  weigh.  The  residue 
contains  a  known  amount  of  Na^O,  and  unknown  quantities  of  CO, 
and  B,0,  combined  as  sodium  borate  and  carbonate.  Determine 
the  CO,  by  one  of  the  methods  given  in  §  139,  and  find  the  B,0, 
from  the  difference  (H.  Rose). 

h.  In  the  method  a,  if  between  1  and  2  mol.  sodium  carbonate 
(Na,CO,)  are  used  to  1  mol.  B,0, — and  this  can  easily  be  done  if 
one  knows  approximately  the  amount  of  the  latter  present — ^all  the 
carbonic  acid  is  expelled  by  the  boric  acid.  Hence  we  have  only 
to  deduct  the  Na,0  from  the  residue  to  find  the  B,0,.  As  the 
tumultuous  escape  of  carbonic  acid  may  lead  to  loss,  it  is  well,  after 
having  thoroughly  dried  the  residual  saline  mass,  to  project  it  in 
small  portions  cautiously  into  the  red-hot  crucible.  Results  good 
(F.  G.  Schaffgotsoh).* 

c.  When  the  amount  of  acid  is  quite  unknown,  and  an  estima- 
tion of  carbonic  acid  in  the  residue  is  objected  to,  you  may  proceed 
*Pögg.  Ann.,  cvn,  427. 
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thus :  £vaporate  the  solntioTi  of  the  acid  with  addition  of  a  weighed 
quantity  of  anhydrous  neutral  borax  (sodium  metaborate  NaBO,) 
free  from  carbonic  acid  to  dryness,  and  heat  the  residue  to  redness 
with  great  caution  (on  account  of  the  intumescence)  till  the  weight 
is  constant.  The  amount  of  neutral  borax  must  be  so  adjusted 
that  it  may  not  be  entirely  converted  into  common  borax  (2NaB0. 
B,0.)  (H.  Kose). 

d.  If  a  solution  contains,  besides  boric  acid,  only  alkalies  or 
magnesium,  the  acid  may  be  determined,  according  to  0.  Mabio- 
NAc,*  in  the  following  manner:  Neutralize  the  solution  with 
hydrochloric  acid,  add  double  magnesium  and  ammonium  chloride 
in  sufficient  quantity  to  give  at  least  2  parts  of  MgO  to  1  part  of 
B,0„  then  add  ammonia  and  evaporate  to  dryness.  If  on  adding 
the  ammonia  a  precipitate  is  formed  which  does  not  redissolve 
readily  on  warming,  add  more  ammonium  chloride.  The  evapora- 
tion is  conducted,  at  least  towards  the  end,  in  a  platinum  dish,  a 
few  drops  of  ammonia  being  added  from  time  to  time.  Ignite  the 
dry  mass,  treat  with  boiling  water,  collect  the  insoluble  precipitate 
(consisting  of  magnesium  borate  mixed  with  excess  of  magnesium 
oxide)  on  a  filter,  and  wash  with  boiling  water  till  the  washings 
remain  clear  with  nitrate  of  silver.  The  filtrate  and  washings  are 
mixed  with  ammonia,  evaporated  to  dryness,  ignited,  and  washed 
with  boiling  water  as  before. 

The  two  insoluble  residues  are  ignited  together  in  the  platinum 
dish  before  used,  as  strongly  as  possible,  and  for  a  sufficiently  long 
time,  in  order  to  decompose  the  slight  traces  of  magnesium  chlo- 
ride that  might  still  be  present.  After  weighing  determine  the 
magnesium  oxide,  and  find  the  boric  acid  from  the  difference. 
The  determination  of  the  magnesium  may  be  made  by  dissolving 
the  residue  in  hydrochloric  acid  and  precipitating  as  ammonium 
magnesium  phosphate,  or  more  quickly,  and  almost  as  accurately, 
by  dissolving  in  a  known  quantity  of  standard  sulphuric  acid  at  a 
boiling  temperature  and  determining  the  excess  of  acid  with  stand- 
ard soda  (comp.  Alkalimetry). 

Should  a  little  platinum  remain  behind  on  dissolving  the  resi- 
due, it  must  be  weighed  and  subtracted  from  the  weight  of  the 
whole  (unless  the  dish  was  weighed  first).  Results  satisfactory. 
Masigkao  obtained  in  two  experiments  0*276  instead  of  0*28. 

2.  If  boric  acid  is  to  be  determined  as  potassium  borofluoride^ 
alkalies  only  (preferably  only  potassa)  may  be  present.    The  process 
*  S^Uchr,  /.  analyU  C/iem.,  i,  405. 
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ifl  condncted  as  follows :  Mix  the  fluid  with  pure  solution  of  potassa, 
adding  for  each  mol.  boric  acid  supposed  to  be  present,  at  least  1 
mol.  potassa;  add  pure  hydrofluoric  acid  (free  from  silicic  acid)  in 
excess,  and  evaporate,  in  a  platinum  dish,  on  the  water-bath,  to 
dryness.  The  fumes  from  the  evaporating  fluid  should  redden 
litmus  paper,  otherwise  there  is  a  deficiency  of  hydrofluoric  acid. 
The  residue  consists  now  of  KF,BF,  and  KF,HF.  Treat  the  dry 
saline  mass,  at  the  common  temperature,  with  a  solution  of  1  part 
of  potassium  acetate  in  4  parts  of  water,  let  it  stand  a  few  hours, 
with  stirring,  then  decant  the  fluid  portion  on  to  a  weighed  filter, 
and  wash  the  precipitate  repeatedly  in  the  same  way,  finally  on  the 
filter,  with  solution  of  potassium  acetate,  until  the  last  rinsings  are 
no  longer  precipitated  by  calcium  chloride.  By  this  course  of  pro- 
ceeding, the  hydrogen  potassium  fluoride  is  removed,  without  a 
particle  of  the  potassium  borofluoride  being  dissolved.  To  remove 
the  potassium  acetate,  wash  the  precipitate  now  with  84  per  cent, 
alcohol,  dry  at  100°,  and  weigh.  As  potassium  chloride,  nitrate, 
and  phosphate,  sodium  salts,  and  even,  though  with  some  difficulty, 
potassium  sulphate,  dissolve  in  solution  of  potassium  acetate,  the 
presence  of  these  salts  does  not  interfere  with  the  estimation  of  the 
boric  acid;  however,  sodium  salts  must  not  be  present  in  consider- 
able proportion,  as  sodium  fluoride  dissolves  with  very  great  diffi- 
culty. The  results  obtained  by  this  method  are  satisfactory.  Stko- 
heteb's  experiments  gave  from  97*5  to  100*7  instead  of  100. 
When  the  amount  of  alkali  salt  to  be  removed  is  very  large,  the 
saline  mass  left  on  evaporation  should  be  warmed  with  the  solution 
of  potassium  acetate,  allowed  to  stand  12  hours  in  the  cold  and 
then  filtered.  In  this  way  the  quantity  of  potassium  acetate 
required  will  be  much  reduced.  For  the  composition  and  proper- 
ties of  potassium  borofluoride,  see  §  93,  5.  As  the  salt  is  very 
likely  to  contain  potassium  silicofluoride  it  is  indispensable  to  test 
it  for  that  substance ;  this  is  done  by  placing  a  small  sample  of  it 
on  moist  blue  litmus  paper,  and  putting  another  sample  into  cold 
concentrated  sulphuric  acid.  If  the  blue  paper  tums  red,  and 
effervescence  ensues  in  the  sulphuric  acid,  the  salt  is  impure,  and 
contains  potassium  silicofluoride.  To  remove  this  impurity,  dis- 
solve the  remainder  of  the  salt,  after  weighing  it,  in  boiling  water, 
add  ammonia,  and  evaporate,  redissolve  in  boiling  water,  add 
ammonia,  &c.,  repeating  the  same  operation  at  least  six  times. 
Finally,  after  warming  once  more  with  ammonia,  filter  off  the 
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silicic  acid,  evaporate  to  dryness,  and  treat  again  with  solution  of 
potassium  acetate  and  alcohol  (A.  Steomeyer).*  I  was  obliged  to 
modify  Stromeyer's  method  for  effecting  the  separation  of  the 
silicic  acid,  the  results  of  my  experiments  having  convinced  me 
that  treating  the  salt  only  once  with  ammonia,  as  recommended  by 
that  chemist,  is  not  sufficient  to  effect  the  object  in  view. 

II.  jSejmration  of  Boric  Acid  from  the  Basic  Radicals. 

a.  From  the  Alkalies. 

Dissolve  a  weighed  quantity  of  the  borate  in  water,  add  an 
excess  of  hydrochloric  acid,  and  evaporate  the  solution  on  the 
water-bath.  Towards  the  end  of  the  operation  add  a  few  more 
drops  of  hydrochloric  acid,  and  keep  the  residue  on  the  water-bath, 
until  no  more  hydrochloric  acid  vapors  escape.  Determine  now 
the  chlorine  in  the  residue  (§  141),  calculate  from  this  the  alkaU, 
and  you  will  find  the  boric  acid  from  the  difference. 

E.  Schweizer,  with  whom  this  method  originated,  states  that 
it  gave  him  very  satisfactory  results  in  the  analysis  of  borax.  It 
will  answer  also  for  the  estimation  of  the  basic  metals  in  the  case 
of  some  other  borates.  It  is  self-evident  that  the  boric  acid  may  be 
estimated,  in  another  portion  of  the  salt,  by  I.,  1,  ö,  or  2.  If  you 
have  to  estimate  boric  acid  in  presence  of  large  proportions  of 
alkali  salts,  make  the  fluid  alkaline  with  potassa,  evaporate  to  dry- 
ness, extract  the  residue  with  alcohol  and  some  hydrochloric  acid, 
add  solution  of  potassa  to  strongly  alkaline  reaction,  distil  off  the 
alcohol,  and  then  proceed  as  in  L,  1,  c,  or  2  (Aug.  Stromeyer,  loc. 
cit). 

LuNGBf  determined  the  soda  in  boronatrocalcite  alkalimetri- 
cally,  by  dissolving  the  mineral  in  normal  nitric  acid  (§215)  and 
titrating  back  with  normal  soda,  till  the  tint  of  the  litmus  added 
becomes  violet. 

h.  From  Caldnvi. 

Dissolve  in  hydrochloric  acid  in  the  heat,  avoiding  too  large  an 
excess,  neutralize  with  ammonia  and  precipitate  with  ammonium 
oxalate  (Lunge,  loc.  cit). 

c.  From  alrrhost  all  other  Bases  except  Alkalies. 

The  compounds  are  decomposed  by  boiling  or  fusing  with 
potassium  carbonate  or  hydroxide  ;  the  precipitated  base  is  filtered 
off,  and  the  boric  acid  detennined  in  the  filtrate,  according  to  I.,  1, 
*Annal,  d.  Ohem.  u.  Pharm.  ^  c,  Ö2.  f /6.,  cxxxviii,  53. 
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rf,  or  2.  If  magnesium  was  present,  a  little  of  this  is  very  likely 
to  get  into  the  filtrate,  and — if  process  I.,  2,  is  employed — upon 
neutralizing  with  hydrofluoric  acid,  this  separates  an  insoluble 
magnesium  fluoride,  which  may  either  be  filtered  off  at  once,  or 
removed  subsequently,  by  treating  the  potassium  borofluoride  with 
boiling  water,  in  which  that  salt  is  soluble,  and  the  magnesium 
fluoride  insoluble. 

d.  From  the  Metallic  Oxides  of  the  Fowrth^  Fifth^  and  Sixth 
Groups. 

The  metallic  oxides  are  precipitated  by  hydrogen  sulphide,  or, 
as  the  case  may  be,  ammonium  sulphide,*  and  determined  by  the 
appropriate  methods.  The  quantity  of  boric  acid  may  often  be 
inferred  from  the  loss.  If  it  has  to  be  estimated  in  the  direct  way, 
the  filtrate,  after  addition  of  solution  of  potassa  and  some  potassium 
nitrate,  is  evaporated  to  dryness,  the  residue  ignited,  and  the  boric 
acid  estimated  by  I.,  1,  d^  or  2.  In  cases  where  the  metal  has  been 
precipitated  by  hydrogen  sulphide  from  acid  or  neutral  solutions, 
the  boric  acid  may  also  be  determined  in  the  filtrate — in  the  absence 
of  other  acids — by  I.,  1,  a  or  J  or  c,  after  the  complete  removal  of 
the  hydrogen  sulphide  by  transmitting  carbon  dioxide  through  the 
fluid. 

e.  From  the  whole  of  the  Fixed  Basic  Radicals. 

A  portion  of  the  very  finely  pulverized  substance  is  weighed, 
put  into  a  capacious  platinum  dish,  and  digested  with  a  suflicient 
quantity  of  hydrofluoric  acid  (which  leaves  no  residue  when  evapo- 
rated in  a  platinum  dish) ;  pure  concentrated  sulphuric  acid  is  then 
gradually  added,  drop  by  drop,  and  the  mixture  heated,  gently  at 
first,  then  more  strongly,  until  the  excess  of  the  sulphuric  acid  is 
completely  expelled.  In  this  operation  the  boric  acid  goes  off  in 
the  form  of  fluoride  of  boron  (B.O.  +  6HF  =  2BF.  +  3H,0). 
The  basic  metals  contained  in  the  ^ßßidue  in  the  form  of  sulphates 
are  determined  by  the  appropriate  methods,  and  the  quantity  of 
the  boric  acid  is  found  by  difference.  It  is  of  course  taken  for 
granted  that  the  substance  is  decomposable  by  sulphuric  acid. 

*  Boric  acid  cannot  be  separated  completely  from  aluminium  by  precipitation 
of  the  hydrochloric  acid  solution  with  ammonium  sulphide  or  with  ammonimn 
carbonate  (Wohler)-  Ann.  d  Chom.  u.  Pharm.,  cxli,  368;  Zeitsehr.  f.  analyt. 
Chem.y  VI,  220. 
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§  137. 

3.  Oxalic  Acid. 

I.  Determination. 
Oxalic  acid  is  either  precipitated  as  calcium  oxalatej  and  esti- 
mated after  determination  of  the  calcium  in  the  latter  as  oxide, 
carbonate,  or  svlpha^;  or  the  amount  contained  in  a  compound 
IB  inferred  from  the  quantity  of  solution  of  potassium  permanga- 
nate required  to  eflEect  its  conversion  into  carbonic  acid ;  or  from 
the  quantity  of  gold  which  it  reduces ;  or  from  the  amount  of  car- 
bonic acid  which  it  affords  by  oxidization. 

a.  Determination  as  Calcium,  Carbonate,  dhc. 

Precipitate  with  solution  of  calcium  acetate,  added  in  moderate 
excess,  and  treat  the  precipitated  calcium  oxalate  as  directed  in 
§  103.  If  this  method  is  to  yield  accurate  results,  the  solution 
must  be  neutral  or  slightly  acid  with  acetic  acid;  it  must  not  con- 
tain salts  of  aluminium,  chromium,  or  of  the  heavy  metals,  more 
especially  cupric  or  ferric  salts ;  therefore,  where  these  conditions 
do  not  exist,  they  must  first  be  supplied. 

b.  Determination  by  means  of  Solution  of  Potassium  Perman- 
ganate. 

Standardize  the  solution  of  potassium  permanganate,  ds  directed 
§  112,  2,  a,  cc,  by  means  of  oxalic  acid  ;  then  dissolve  the  substance 
in  about  150  c.c.  water,  or  acid  and  water  (sulphuric  acid  is  the 
best  acid  to  use) ;  add,  if  necessary,  a  further  quantity  of  sulphuric 
acid  (about  6  or  8  c.c.  strong  sulphuric  acid  should  be  present),  heat 
to  about  60®,  and  then  run  in  the  permanganate,  with  constant 
stirring,  until  the  fluid  just  shows  a  red  tint.  Knowing  the  quan- 
tity of  oxalic  acid  which  100  c.c.  of  the  standard  permanganate 
will  oxidize,  a  simple  calculation  will  give  the  quantity  of  oxalic 
acid  corresponding  to  the  c.c.  of  permanganate  used  in  the  experi- 
ment.   The  results  are  very  accurate. 

c.  Determination  from  the  reduced  Gold  (H.  Rose). 

a.  In  compounds  soluble  in  water.  Add  to  the  solution  of  the 
oxalic  acid  or  the  oxalate  a  solution  of  sodium  auric  chloride,  or 
ammonium  auric  chloride,  and  digest  for  some  time  at  a  tempera- 
ture near  ebullition,  with  exclusion  of  direct  sunlight.  Collect  the 
precipitated  gold  on  a  filter,  wash,  dry,  ignite,  and  weigh.     2  at. 
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Au.  (197-2  X  2  =  394-4  correspond  to  3  mol.  0,0,  (72  X  3  = 
216). 

ß.  In  oamjHnmds  insohMe  in  toaUr.  DifiBolve  in  the  least 
possible  amount  of  hydrochloric  acid,  dilute  with  a  very  large 
quantity  of  water,  in  a  capacious  flask,  cleaned  previously  with 
solution  of  soda ;  add  solution  of  gold  in  excess,  boil  the  mixture 
some  time,  let  the  gold  subside,  taking  care  to  exclude  sunlight« 
and  proceed  as  in  a. 

d.  Determination  as  Carbonic  Add, 

This  may  be  effected  either, 

a.  By  the  method  of  organic  analysis ;  or 

ß.  By  mixing  the  oxalic  acid  or  oxalate  with  finely  pulverized 
manganese  dioxide  in  excess,  and  adding  sulphuric  acid  to  the  mix« 
ture,  in  an  apparatus  so  constructed  that  the  disengaged  00,  passes 
off  perfectly  dry.  The  theory  of  this  method  may  be  illustrated 
by  the  following  equation:  H,0,0,  +  MnO,  +  H,SO,  =  MnSO, 
Hh  2H,0  +  200,.  Each  eq.  of  oxiuic  acid  hence  affords  2  eq. 
of  carbon  dioxide.  For  the  apparatus  and  process,  I  refer  to  the 
chapter  on  the  examination  of  manganese  ores,  in  the  Special  Part 
of  this  work.  Here  I  may  remark  that  free  oxalic  acid  must  first 
be  prepared  for  the  process  by  slight  supersaturation  with  alkali 
free  from  carbonic  add,  and  also  that  9  parts  of  oxalic  anhydride 
(0,0,)  require  theoretically  11  parts  of  (pure)  manganese  dioxide. 
Since  an  excess  of  the  latter  substance  does  not  interf  ere^  with  the 
accuracy  of  the  results,  it  is  easy  to  find  the  amount  to  be  added. 
The  manganese  dioxide  need  not  be  pure,  but  it  must  contain  no 
carbonate.  This  method  is  expeditious,  and  gives  very  accurate 
results,  if  the  process  is  conducted  in  an  apparatus  sufficiently  light 
to  admit  of  the  use  of  a  delicate  balance.  Instead  of  manganese 
dioxide,  potassium  Chromate  may  be  used  (compare  §  130,  1,  d)^ 
and  instead  of  estimating  the  carbonic  acid  by  loss  it  may  be  col- 
lected in  a  weighed  soda-lime  tube  and  the  increased  weight 
noted  (§  139,  e)\  the  latter  method  is  always  to  be  preferred  in 
the  case  of  small  quantities. 

II.  8epa/raiion  of  Oxalic  Add  from  the  Basic  Radicals, 

The  most  convenient  way  of  analyzing  oxalates  is,  in  all  cases, 

to  determine  in  one  portion  the  acid,  by  one  of  the  methods  given 

in  I.,  in  another  portion  the  basic  radical,  particularly  as  the  latter 

object  may  be  generally  effected  by  simple  ignition  in  the  air, 
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which  reduces  the  salt  either  to  the  metallic  state  {e.g.^  silver  oxa- 
late), or  to  pure  oxide  {e.g.^  lead  oxalate),  or  to  carbonate  {e.g.^ 
the  oxalates  of  the  alkalies  and  alkali-earth  metals).  In  some 
cases,  as  when  bases  are  present  which  are  reduced  by  carbonic 
oxide,  or  where  the  resulting  carbonate  gives  up  its  carbonic 
either  not  at  all  or  with  difficulty  on  ignition,  the  estimation  of 
the  base  is  more  easily  effected  by  simple  fusion  with  borax  glass 
(compare  §  139,  II,  c).  The  increase  in  weight  of  the  platinum 
crucible  containing  the  borax  glass  after  fusion  corresponds  to  the 
weight  of  the  base  present.  The  loss  of  weight  corresponds  to 
the  oxalic  acid,  or  the  oxalic  acid  and  water,  as  the  case  may  be. 

If  the  acid  and  basic  radical  have  to  be  determined  in  one  and 
the  same  poilion  of  the  oxalate,  the  following  methods  may  be 
resorted  to : 

a.  The  oxalic  acid  is  determined  by  I.,  c,  and  the  gold  separated 
from  the  basic  metals  in  the  filtrate  by  the  methods  given  in  Sec- 
tion V. 

&.  In  many  soluble  salts  the  oxalic  acid  may  be  determined  by 
the  method  I.,  a ;  separating  the  basic  metals  afterwards  from  the 
excess  of  the  calcium  salt  by  the  methods  given  in  Section  V. 

c.  Many  oxalates  of  metals  which  are  completely  precipitated 
as  carbonates  or  oxides  by  excess  of  sodium  or  potassium  carbonate, 
may  be  decomposed  by  boiling  with  excess  of  these  reagents, 
metallic  oxide  or  carbonate  being  formed  on  the  one,  and  alkali 
oxalate  on  the  other  side. 

d.  All  oxalates  of  the  metals  of  the  fourth,  fifth,  and  sixth 
groups  may  be  decomposed  with  hydrogen  sulphide  or  ammonium 
sulphide. 

§138. 

4.  Hydrofluoric  Acid. 

I.  Determination. 
Free  hydrofluoric  acid  in  aqueous  solution*  is  determined  either 
with  standard  alkali  or  as  calcium  fluoride  (§  215).    In  the  latter 
case  sodium  carbonate  is  added  in  moderate  excess,  then  the  solu- 

*  In  analyzing  fluorides  you  must  always  avoid  bringing  acid  solutions  in 
contact  with  glass  or  porcelain.  If  platinum  or  silver  dishes  of  sufficient  size 
are  not  at  hand  you  may  sometimes  use  gutta-percha  vessels  or  glass  vessels 
coated  with  wax  or  paraffin. 
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tion  being  boiled,  calcinm  chloride  is  added  as  long  as  a  precipitate 
continues  to  form ;  when  the  precipitate,  which  consists  of  calcium 
fluoride  and  carbonate,  has  subsided,  it  is  washed,  first  by  decantsr 
tion,  afterwards  on  the  filter,  and  dried ;  when  dry,  it  is  ignited  in 
a  platinum  crucible  (§  53) ;  water  is  then  poured  over  it  in  a  plati- 
num or  porcelain  dish,  acetic  acid  added  in  slight  excess,  the  mix- 
ture evaporated  to  dryness  on  the  water-bath,  and  heated  on  the 
latter  until  all  odor  of  acetic  acid  disappears.  The  residue,  which 
consists  of  calcium  fluoride  and  acetate,  is  heated  with  water,  the 
calcium  fluoride  filtered  off,  washed,  dried,  ignited  (§  63),  and 
weighed.  As  a  control  of  the  purity  of  the  calcium  fluoride,  it  is 
well  to  convert  it  after  weighing  into  sulphate.  If  the  precipitate 
of  calcium  fluoride  and  carbonate  were  treated  with  acetic  acid, 
without  previous  ignition,  the  washing  of  the  fluoride  would  prove 
a  difficult  operation.  Presence  of  nitric  or  hydrochloric  acid  in  the 
aqueous  solution  of  the  hydrofluoric  acid  does  not  interfere  with 
the  process  (H.  Eose). 

II.  Separation  of  Fluorine  from  the  Metals. 
1.  Fluaridea  Soluble  in  Water, 
If  the  solutions  have  an  acid  reaction,  sodium  carbonate  is 
added  in  excess.  If  there  is  an  odor  of  ammonia  now,  heat  till  the 
latter  is  expelled.  If  the  sodium  carbonate  produces  no  precipitate, 
the  fluorine  is  determined  by  the  method  given  in  I.,  and  the 
metals  in  the  filtrate  are  separated  from  calcium  and  sodium  by 
the  methods  given  in  Section  V.  But  if  the  sodium  carbonate  pro- 
duces a  precipitate,  the  mixture  is  heated  to  boiling,  then  filtered, 
and  the  fluorine  determined  in  the  filtrate  by  the  method  given  in 
I. ;  the  metals  are  in  the  precipitate,  which  must,  however,  first  be 
tested,  to  make  sure  that  it  contains  no  fluorine.  Neutral  solutions 
are  mixed  with  a  sufficient  quantity  of  calcium  chloride,  and  the 
mixture  heated  to  boiling  in  a  platinum  dish  or,  but  less  appropri- 
ately, in  a  porcelain  dish  ;  the  precipitate  of  calcium  fluoride  is 
allowed  to  subside,  thoroughly  washed  with  hot  water  by  decanta- 
tion,  transferred  to  the  filter,  dried,  ignited,  and  weighed.  The 
basic  metals  in  the  filtrate  are  then  separated  from  the  excess  of  the 
calcium  salt  by  the  usual  methods.  That  the  basic  metals  may  be 
determined  also  in  separate  portions  by  the  methods  given  in  2  a, 
need  hardly  be  stated. 
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2.  Insoluble  Flvorides.  " 

a.  DecoTnpositum  by  Stdphurio  Acid  (Indirect  Estimation  of 
the  Fluorine). 

a.  Anhydrous  Compownds. 

The  finely  pulverized  and  weighed  substance  is  heated  for  some 
time  with  pure  concentrated  sulphuric  acid,  and  finally  ignited  until 
the  free  sulphuric  acid  is  completely  expelled.  In  the  presence 
of  alkalies,  ammonium  carbonate  must  be  added  during  the  igni- 
tion. The  residuary  sulphate  is  weighed,  and  the  metal  contained 
in  it  calculated ;  the  fiuorine  is  estimated  by  loss.  In  cases  where 
we  have  to  deal  with  a  metal  whose  sulphate  gives  off  part  of  the 
sulphuric  acid  upon  ignition,  or  where  the  residue  contains  several 
metals,  it  is  necessary  to  subject  the  residue  to  analysis  before  this 
calculation  can  be  made.  In  the  case  of  many  compounds,  for 
instance  of  aluminium  fluoride  (which  after  ignition  requires  pro- 
longed heating  with  sulphuric  acid  for  its  decomposition),  long 
continued  strong  ignition  does  not  leave  the  sulphate,  but  the  oxide 
in  a  pure  state.  Topaz  (a  silicate  of  aluminium  in  isomorphous 
mixture  with  aluminium  silicofluoride)  is  not  decomposed  by  boil- 
ing sulphuric  acid,  but  it  is  decomposed  by  fusion  with  potassium 
disulphate. 

ß.  Hydrated  Fluorides, 

A  sample  of  the  substance  is  heated  in  a  tube. 

da.  The  Water  eospdled  does  not  redden  Litmus  Paper.  The 
water  is  determined  by  ignition ;  the  fluorine  and  metal  as  directed 
in  a,  a. 

bb.  The  Water  expelled  has  an  acid  reaction.  The  substance  is 
treated  with  sulphuric  acid  as  directed  in  a,  or,  to  determine  the 
metal  on  the  one  hand,  and  the  water  +  fluorine  on  the  other. 
Another  weighed  portion  is  then  mixed,  in  a  small  retort,  with  about 
6  parts  of  recently  ignited  lead  oxide ;  the  mixture  is  covered  with 
a  layer  of  lead  oxide,  the  retort  weighed,  and  the  water  expelled 
by  the  application  of  heat,  increased  gradually  to  redness.  No 
hydrofluoric  acid  escapes  in  this  process.  The  weight  of  the  expelled 
water  is  inferred  from  the  loss.  The  flrst  operation  having  given 
us  the  water  +  fluorine,  and  the  second  the  water  alone,  the  dif- 
ference is  consequently  the  fluorine. 

b.  Decomposition  by  Fusion  with  Alkali  Carbonates. 

Many  insoluble  fluorides,  aluminium  fluoride  for  instance,  may 
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be  completely  decomposed  by  fusion  with  alkali  carbonate  alone ; 
others,  such  as  calcium  fluoride,  require  the  addition  of  silicic  acid. 
In  the  first  case  the  fluorine  is  estimated  in  the  aqueous  solution  of 
the  fusion  according  to  I.,  in  the  latter  according  to  §  166,  5.  The 
temperature  must  not  be  too  high,  or  some  alkali  fluoride  may  be 
lost. 

3.  FlvK/ridea  completely  DecomposcMe  hy  Sulphuric 
Acid. 

As  might  be  infemsd  from  2,  almost  all  fluorides  are  decom- 
posed by  heating  with  sulphuric  acid  with  evolution  of  hydroflu- 
oric add.  If  silica  or  silicate  is  added  to  the  fluoride  in  sufiicient 
quantity,  silicon  fluoride  and  water  escape  instead  of  hydrofluoric 
acid :  SiO,  +  4HF  =  SiF,  +  2H,0. 

On  this  reaction  two  methods  of  determining  fluorine  have 
been  based.  In  the  flrst,  which  I  published  some  years  ago,*  the 
fluoride  of  silicon  is  determined  by  increase  of  weight  of  absorp- 
tion tubes ;  this  I  believe  to  be  in  many  cases  the  only  method 
which  is  applicable,  and  when  carefully  carried  out  yields  the 
most  accurate  results.  In  the  second  method  the  silicon  fluoride 
is  determined  by  the  loss  in  weight  of  the  evolution  apparatus 
or  of  glass. 

a.  Estimation  ly  Absorption  of  the  evohed  Fluoride  Silicon. 

The  method  as  here  given  is  the  result  of  a  long  series  of  experi- 
ments ;  the  conditions  laid  down  must  be  most  carefully  attended 
to.  The  fluoride  must  be  in  the  finest  powder.  As  silicic  acid  we 
use  finely  powdered  quartz,  which  has  been  ignited  in  the  air  to 
destroy  any  organic  admixture.  The  sulphuric  acid  should  have  a 
sp.  gr.  of  1  •  848,  it  must  be  colorless  and  free  from  oxides  of  nitro- 
gen and  sulphurous  acid.  The  gasometer  must  be  filled  with  clean 
air,  and  not  with  air  from  the  laboratory,  for  any  dust  of  organic 
matter,  traces  of  coal  gas,  (fee,  would  interfere  with  the  accuracy  of 
the  result«  The  apparatus  required  is  shown  Fig.  91.  A  contains 
atmospheric  air,  I  is  half  filled  with  sulphuric  acid,  o  contains  soda- 
lime  with  plugs  of  cotton,  d  pieces  of  glass  moistened  with  sul- 
phuric acid.  The  air  is  thus  freed  from  carbonic  acid  and  suspended 
matter  and  dried  by  sulphuric  acid,  e  is  the  decomposing  flask ; 
it  has  a  capacity  of  about  250  c.c.  ^is  half  fllled  with  sulphuric 
acid ;  its  cork,  which  should  not  flt  air-tight,  bears  a  thermometer 

^ZeUuhr.f.  analyt.  Chetn.,  y,  190. 
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whose  bulb  dips  into  the  acid,    e  and/* should  be  so  placed  on  the 
iron  plate  that  the  temperature  in  both  may  be  equal,    g  is  empty. 


K  contains  fused  calcium  chloride  in  the  first  limb,  and  pumice 
impregnated  with  anhydrous  cupric  sulphate  in  the  second.  These 
U-tubes  serve  to  retain  the  small  amount  of  sulphuric  acid  and  the 
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hydrochloric  acid  which  may  accompany  it.  The  calcium  chloride 
and  the  cupric  sulphate  must  both  be  anhydrous,  or  they  will 
decompose  and  retain  silicon  fluoride,  t,  k^  and  I  are  the  weighed 
absorption  tubes;  they  are  10  or  12  cm.  high,  and  about  12  mm. 
wide,  i  contains  in  the  first  limb  pumice  moistened  with  water 
between  piugsof  cotton,  in  the  bend  and  half  of  the  second  limb  soda- 
lime,  in  the  upper  half  of  the  second  limb  fused  calcium  chloride 
between  plugs  of  cotton.  The  tube  after  being  charged  weighs  about 
40  or  50  grm.  k  completes  the  absorption ;  it  is  filled  half  with 
soda-lime  and  half  with  fused  calcium  chloride.  I  takes  up  again 
the  small  amount  of  water  carried  away  from  i  and  k ;  the  bend  is 
filled  with  pieces  of  glass  moistened  with  sulphuric  acid.  These 
absorption  tubes  retain  the  silicon  fiuoride,  the  carbonic  acid  which 
may  be  possibly  evolved  from  the  soda-lime  by  hydrofluosilicic  acid, 
and  the  aqueous  vapor ;  and  the  air  escapes  through  the  un weighed 
guard  tube  m  into  the  atmosphere.  The  latter  contains  in  the  first 
limb  calcium  chloride,  in  the  second  soda-lime.  The  fiexible  con- 
nections should  not  be  long,  and  should  be  washed  and  dried 
before  use. 

When  the  apparatus  has  been  tested  and  found  air-tight,  place 
the  weighed  and  very  finely  divided  substance  in  e.  The  substance 
should  be  free  from  carbonic  acid  (§  166,  8),  and  the  quantity  taken 
should  give  not  less  than  0*1  grm.  silicon  fiuoride  if  possible.  Add 
for  every  part  of  fiuoride  supposed  to  be  present  10  or  16  parts  of 
finely  powdered  quartz  (previously  strongly  ignited  in  the  air,  and 
then  40  or  50  c.c.  pure  concentrated  sulphuric  acid.  Connect  ö,  on 
the  one  hand,  with  d^  and,  on  the  other,  with  g^  and  pass  a  moderate 
current  of  air,  which  should  enter  the  fiuid  in  the  decomposing  fiask 
from  the  bottom.  Heat  the  iron  plate,  shake  e  frequently  and  raise 
the  temperature  very  gradually,  till  the  thermometer  in  f  indicates 
150°  to  160°.  The  commencement  of  the  decomposition  shows 
itself  not  only  by  the  appearance  of  bubbles  of  gas  in  the  fiuid, 
more  particularly  at  the  edge,  but  also  by  the  separation  of  hydrated 
silica  in  tV  The  bubbles  of  gas  will  disappear  on  shaking  the  fiuid ; 
as  soon  as  they  cease  to  form  again  remove  the  lamp ;  the  time 
usually  occupied  in  the  decomposition  is  one  hour  for  small  quantities 
of  fiuoride  (0-1  grm.),  two  or  three  hours  for  large  quantities  (1  grm.). 
After  a  while  shut  off  the  current  of  air,  remove  the  weighed  tubes 
i,  k^  and  Z,  and  during  the  weighing  of  these  connect  A  with  m  by 
means  of  a  glass  tube.     After  weighing  replace  ^,  ky  and  ^,  heat 
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again  to  150^  or  160°,  and  pass  the  air  again  for  half  an  hour  or  an 
hour,  weighing  %  kj  and  I  again.  If  any  alteration  of  weight  has 
occurred,  the  process  must  be  continued. 

The  increase  in  weight  of  the  absorption  tubes  after  deducting 
O'OOl  grm.  for  every  hour  during  which  the  air  has  been  passing 
(i.d.,  for  every  6  litres  of  air)  represents  the  amount  of  silicon 
fluoride.  The  small  correction  is  necessary  because  air,  even  when 
it  comes  in  contact  only  with  short  washed  pieces  of  india-rubber, 
always  gives  traces  of  sulphurous  and  carbonic  acid  when  passed 
through  hot  concentrated  sulphuric  acid.  The  results  thus  obtained 
are  very  satisfactory,  and  differ  from  the  truth  at  the  most  by  a 
few  milligrammes. 

b.  Other  methods  of  EstvnuUvng  the  Silicon  ÜAwride  expelled. 

a.  Method  of  Wöhleb.  Only  applicable  when  the  substance 
is  readily  decomposed  by  sulphuric  acid,  and  the  amount  of  fluorine 
is  large.  Transfer  the  very  finely  divided  substance,  if  necessary, 
intimately  mixed  with  10  or  16  parts  of  ignited  quartz  powder,  to  a 
small  flask,  add  pure  sulphuric  acid,  close  quickly  with  a  cork  fitted 
with  a  small  tube  filled  with  fused  calcium  chloride  (or  better  still, 
half  with  fused  calcium  chloride  and  half  with  anhydrous  cupric 
sulphate  on  pumice),  weigh  the  whole  apparatus  as  quickly  as  pos- 
sible, warm  it  till  no  more  fumes  of  silicon  fluoride  escape,  remove 
the  last  particles  of  gas  in  the  apparatus  by  an  air  pump,  allow  to 
cool,  and  weigh.  The  loss  of  weight  indicates  the  amount  of  silicon 
fluoride. 

ß.  Regarding  the  methods  of  F.  v.  Kobbll  *  and  Zalesky  t 
depending  on  the  loss  of  weight  of  Bohemian  glass  of  known 
composition,  I  would  remark  that  the  accuracy  of  the  results  said 
to  be  afforded  by  them  still  require  direct  proof. 

y,  [S.  L.  Penfield  X  determines  the  amount  of  expelled  silicon 
fluoride  by  an  indirect  volumetric  method ;  viz. :  by  passing  it  into 
a  solution  of  potassium  chloride,  and  titrating  the  hydrochloric  acid 
which  is  set  free  with  standard  ammonia  solution.  3SiF^-}-3 
H,0  =  2  H,F,SiF,  +  SiO,  and  H,F,SiF,  +  2KC1  =  (KF).SiF,  +  2 
HCl.     Two  mol.  HCl  thus  liberated  correspond  to  six  at.  F. 

The  process  of  decomposing  the  fluorine  compound  is  conducted 

*  J<mm.f.  prakt.  Chsm,,  xcii,  885$.2(9i!tee^./.  andlyt.  Chem.,  r,  dOi, 
t  ZHUehr.f.  analyi.  Cham.,  v/905. 
t  American  CKem,  Joum,,  i,  SJ7. 
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as  in  a,  and  the  same  apparatus  may  be  used  except  that  the  four 
last  U-tubes  i,  ky  /,  w,  are  replaced  by  two  larger  U-tubes  for  hold- 
ing the  solution  of  potassium  chloride. 

The  aqueous  solution  of  KCl  is  mixed  with  an  equal  volume  of 
alcohol  to  effect  complete  precipitation  of  the  hydrofluosilicic  acid. 
The  titration  may  be  either  effected  directly  in  U-tubes  (the  second 
of  which  will  contain  but  a  very  small  quantity  of  acid)  or  after 
transferring  to  a  beaker  and  rinsing  the  tubes  with  alcohol  and 
water.  Care  must  be  taken  to  loosen  and  break  up  the  silicic  acid 
and  to  have  at  least  half  of  the  final  volume  at  the  end  of  the  titra- 
tion consist  of  alcohol.  Results  given  by  the  author  (loccit.)  very 
satisfactory.] 


Faurth  Division  of  the  Fi/rst  Oroup  of  the  Acids. 

CAKBONIO   ACID SILICIC   AOID. 

§  139. 
1.  Casbonio  Acid. 
I.  Determination. 

a.  In  a  m^iosture  of  Gases. 

After  thoroughly  drying  the  gases  with  a  ball  of  calcium 
chloride,  or  saturating  with  moisture  (§  16),  measure  them  accu- 
rately in  a  graduated  tube  over  mercury,  insert  a  ball  of  potassium 
hydroxide,*  cast  on  a  platinum  wire  in  a  pistol-bullet  mould,  take 
care  that  the  end  of  the  platinum  wire  remains  under  the  surface 
of  the  mercury,  leave  in  the  tube  for  24  hours,  or  until  the  vol- 
ume of  the  gas  ceases  to  show  further  diminution,  withdraw  the 
ball,  and  measure  the  gas  remaining ;  reinsert  the  same  or  a  fresh 
ball  of  potassa,  and  repeat  till  no  further  absorption  takes  place. 
The  carbonic-acid  gas  is  inferred  from  the  difference,  provided 
the  gaseous  mixture  contained  no  other  gas  liable  to  absorption  by 
potassa  (compare  §§  12-16  and  §  198).  In  very  accurate  analyses 
you  must  bear  in  mind  that  carbonic  acid  does  not  exactly  follow 
the  law  of  Makiotte  (§  198,  ß). 

*  The  ordinary  hydroxide  is  not  adapted  for  the  purpose.     It  should  be 
fused  with  a  quarter  of  its  weight  of  water  in  a  platinum  crucible. 
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If  the  amount  of  carbonic  acid  is  very  small,  this  process  does 
not  yield  sufficiently  accurate  results.  In  such  cases  one  of  the 
methods  recommended  in  "The  Analysis  of  Atmospheric  Air" 
should  be  employed«  Several  kinds  of  special  apparatus  are  in 
use  for  the  estimation  of  carbonic  acid  in  coal  gas,  and  for  the 
purposes  of  sugar  works.  I  may  mention  those  proposed  by 
F.  RuDORFF  *  and  LsHiifANN  and  H.  Wählert  f  for  the  first  pur- 
pose, and  by  C.  Scheibleb  $  and  C.  Stambcee§  for  the  second. 
Besides  these  volumetric  methods  the  gravimetric  processes  given 
by  myself  for  the  analysis  of  gaseous  mixtures  Q  may  often  be 
used  with  great  advantage.  These  will  be  given  in  the  Special 
Part. 

h.  In  Aqueous  Solution, 

oc.  With  Calcium  IItdboxide. 

Into  a  flask,  holding  about  300  c.  c.  put  2*5  to  3  grm.  cal- 
cium hydroxide,  perfectly  free  from  carbonate. T"  If  a  lime  pure 
enough  for  the  purpose  cannot  be  obtained,  determine  the  car- 
bonic acid  in  it  according  to  §  139,  II,  e\  weigh  the  quantity 
taken,  and  later  deduct  the  carbonic  acid  in  the  weighed  quan- 
tity from  the  result.  Provide  the  flask  with  a  good  india-rubber 
stopper,  tare  or  weigh  exactly,  add  the  carbonic-acid  water  with 
gentle  agitation  till  the  flask  is  two-thirds  or  three-quarters  full, 
and  close  at  once. 

In  adding  the  carbonic-acid  water  every  care  must  of  course 
be  taken  to  guard  against  loss  of  carbonic  acid.  If  the  water 
flows  from  a  pipe,  it  is  allowed  simply  to  run  in.  If  it  is  in  a  jug 
or  bottle,  cool  it  to  4°,  and  transfer  the  quantity  required  with  a 
siphon.**  If  the  water  is  in  a  basin  or  well,  provide  the  flask 
with  an  apparatus,  as  shown  in  Fig.  92,  and  consisting  of  a  stop- 
per in  which  two  glass  tubes  are  inserted,  one  a  few  inches  long, 
pushed  down  only  to  the  lower  surface  of  the  stopper,  the  other 

*  Pogg.  Annal.,  cxxv,  71.  j  Z&itschr.  f.  analyt.  Chem,,  vn,  58. 

XDingler'spolyLJoum.t  CLXXXiii,  306;  Zeitschr.f.  analyt.  Chem,  vi,  261. 

%  Dingier' 8 poly t.  Joum.,  en,  368  ;  Zeitichr.f.  analyt.  Chem.,  xi,  231. 

\Zeit8chr.f.  analyt.  Chsm.,  iii,  343. 

•[  This  is  prepared  by  slaking  freshly  burnt  lime  with  water  in  such  a  man- 
ner that  the  hydrate  obtained  appears  dry  and  pulverulent.  It  is  preserved  In 
small  bottles,  the  corks  or  stoppers  of  which  are  covered  with  sealing-wax. 

♦♦  If  the  water  is  poured  directly  from  the  jug  into  the  flask»  carbonic-acid 
gas  is  very  likely  to  get  into  the  latter  as  well  as  the  water. 
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Fig.  93. 


extending  through  the  stopper  a  short  distance  into  the  flask,  but 

only  to  the  Vipper  surface  of  the  stopper.     Sink  the  flask  into  the 

water  until   the  upper  end  of  the 

tube  ah  is  below  the  surface,  and 

water  will  enter  one  tube  and  air 

escape  through  cd.     Water  which 

is  not  very  rich  in  free  carbonic  acid 

may  be  removed  from  the  basin  or 

well  by  a  plunging-siphon. 

Now  weigh  the  flask  with  its 
stopper  again  and  you  will  find  the 
quantity  of  water  taken.  No  way 
of  measuring  the  water  is  so  accurate 
in  retaining  all  the  carbonic  acid 
and  in  giving  the  quantity  of  water 
taken. 

If  there  is  much  interval  between 
the    mixing    of   the  water  and  the 

lime  and  the  estimation  of  the  carbonic  acid  in  the  precipitate, 
the  calcium  carbonate,  which  is  at  first  amorphous,  passes  sponta-^ 
neously  into  the  crystalline  condition ;  but  if  the  carbonic  acid  is 
to  be  determined  soon  after  the  mixing,  heat  for  some  time  on 
the  water-bath,  raising  the  stopper  occasionally,  in  order  to  hasten 
the  change  of  the  calcium  carbonate.  Now,  without  disturbing 
the  precipitate,  filter  the  clear  fluid  through  a  small  plaited  filter, 
which  will  take  a  very  short  time,  throw  the  filter  at  once  into 
the  flask  containing  the  precipitate  and  the  rest  of  the  fluid,  and 
proceed  according  to  II,  e.  This  process  has  been  in  use  for  1(X 
years  in  my  laboratory  for  all  mineral  water  analyses;  it  is  ex- 
tremely simple  and  gives  excellent  results.*  If  the  water  con- 
tains alkali  carbonate,  put  a  quantity  of  calcium  chloride  suf« 
ficient  to  decompose  the  alkali  carbonate  with  the  lime  in  the 
flask  before  adding  the  water. 

/?.  With    Babiuh   Chloride    or    Calcium   Chloride    and 
Ammonia. 

Add  an  excess  of  ammonia  to  solution  of  barium  or  calcium 


*  Zeitsehr.f.  analyU  CJiem.,  ii,  49  and  841. 
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chloride,*  boil  for  a  short  time,  when  a  precipitate  of  barium  or 
calcimn  carbonate  falls,  let  deposit,  and  filter  the  still  hot,  clear 
liquid  as  rapidly  as  possible,  with  as  little  exposure  to  air  as  pos- 
sible. Introduce  60  to  80  c.  c.  of  this  freshly  prepared  solution 
into  a  300-c.  c.  flask  provided  with  a  rubber  stopper.  For  filling 
with  carbonic-acid  water  one  of  the  methods  given  under  a  may 
be  employed.  If  the  water  contains  only  free  carbonic  acid,  the 
mixture  remains  clear  at  first,  because  ammonium  carbonate 
(NH^pJBjCOJ  forms ;  if  it,  however,  also  contains  carbonates, 
a  partial  precipitation  of  calcium  or  barium  carbonate  at  once 
forms.  Since  ammonium  carbonate  is  but  slowly  acted  upon  by 
cold  water,  t  and  particularly  so  in  the  presence  of  free  ammonia,  :t 
the  liquid  must  be  heated  in  order  to  precipitate  all  the  carbonic 
acid  as  calcium  or  barium  carbonate.  The  best  method  of  heat- 
ing is,  according  to  my  experiments,  §  to  immerse  the  flask, 
weighted  down  by  a  leaden  ring,  in  water  contained  in  a  tall  jar, 
and  to  heat  the  water  to  boiling.  The  contents  of  the  flask  may 
thus  reach  a  temperature  of  98^,  and  the  precipitation  is  complete 
in  one  and  a  half  to  two  hours.  A  lower  temperature  will  require 
a  longer  time  to  effect  the  object,  but  active  ebullition  must  be 
avoided,  as  it  would  occasion  a  loss  of  ammonium  carbonate,  due 
to  the  action  of  ammonium  chloride  on  the  carbonate  of  the  alkali 
earth.  The  contents  of  the  flask  are  then  treated  according  to 
one  of  the  following  processes : 

aa.  Chramnietrio  Determination :  Cool  the  supernatant  fluid 
obtained  as  above,  rapidly  filter,  avoiding  contact  with  air  bo  far 
as  possible,  flll  the  flask  with  water  to  which  a  few  drops  carbo- 
nate-free ammonia  water  has  been  added,  stopper,  shake,  allow  to 
settle,  decant,  and  repeat  the  washing  by  decantation ;  then  bring 
the  precipitate  upon  a  filter,  wash  it  until  the  last  portions  of  the 
wash-water  gives  no  reaction  with  silver  nitrate,  dry,  gently 
ignite,  and  weigh  (§101  .  2,  a).  The  weight  of  the  carbonic  acid 
may  be  calculated  from  that  of  the  barium  carbonate,  provided 
the  solution  contained  no  other  substances  precipitable  by  ammonia 

*  Barium  chloride  is  preferable  when  operating  according  to  aa  later  on; 
the  calcium  chloride  when  using  the  process  bb. 
\Zeit8chr.f,  analyU  Chem,,  v,  821. 

^Edw.  Divers,  Journ.  Chem.  8oc.,  London,  New  Ser.,  viii,  869. 
%ZeiUchr,f.  analyt.  Chem.,  ii,  50. 
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and  barium  chloride.  Should  it,  however,  be  otherwise,  and  the 
precipitated  barium  carbonate  contains  calcium  carbonate,  barium 
phosphate,  ferric  hydroxide,  etc. ,  the  precipitate  should  be  gently 
ignited,  but  not  weighed,  and  the  carbonic  acid  determined 
according  to  one  of  the  methods  given  under  II ;  e.g. ,  II,  c  (fusion 
with  borax  glass).  Free  the  filter  as  completely  as  possible  from 
the  precipitate,  incinerate,  moisten  the  ash  with  a  solution  of 
ammonium  carbonate,  gently  ignite,  and  add  to  the  precipitate. 
If  the  quantity  of  precipitate  is  considerable,  it  is  best  to  weigh  it 
all,  and  then  to  determine  the  carbonic  acid  in  a  weighed  portion 
of  the  uniformly  mixed  powder. 

Should  it  not  be  possible  to  remove  the  last  portions  of  the 
precipitate  from  the  fiask  by  mechanical  means,  dissolve  them, 
after  thoroughly  washing  out  the  flask,  in  a  small  quantity  of 
diluted  hydrochloric  acid,  precipitate  with  sodium  carbonate,  and 
filter  oflE  the  trifling  precipitate  on  a  separate  filter,  which  then 
incinerate  with  the  larger  one. 

JJ.  Volumetrie  Determination.  Filter  as  in  aa,  but  in  this 
case  it  is  unnecessary  to  collect  the  entire  precipitate,  as  the  par- 
ticles adhering  to  the  flask  may  be  left  and  washed  by  decanta- 
tion.  The  washing  with  water,  to  which  a  few  drops  of  ammonia 
are  added,  is  continued  until  the  filtrate  gives  no  reaction  with 
silver  solution.  The  funnel  containing  the  filter  is  then  placed  on 
the  flask  in  which  the  precipitation  was  effected,  the  filter  point 
pierced,  and  the  precipitate  washed  into  the  flask  by  means  of  a 
wash-bottle.  The  filter  is  then  spread  open  on  a  glass  plate,  and 
any  adhering  particles  also  washed  into  the  flask ;  this  can  be  fully 
accomplished  and  with  ease.  The  precipitate,  even  though  fully 
washed  with  ammonia-free  water,  nevertheless  retains  a  slight 
quantity  of  ammonia,  hence,  in  order  to  drive  this  off,  the  con- 
tents of  the  flask  are  heated  to  gentle  boiling  for  half  an  hour. 
A  little  litmus  tincture  is  then  added,  sufiicient  normal  (or  deci- 
normal,  as  the  case  may  be),  nitric  or  hydrochloric  acid  run  in 
from  a  burette  until  the  solution  is  colored  a  distinct  red,  the  car- 
bonic acid  expelled  by  heating,  and  the  liquid  titrated  with  soda 
solution.  After  a  memorandum  has  been  made  of  the  number  of 
c.  c.  of  acid  and  soda  solutions  used,  add  1  c.  c.  of  the  acid,  boil 
again,  and  once  more  titrate  with  soda  solution.  This  procedure 
should  be  repeated  a  number  of  times.     By  subtracting  from  the 


484  DETERMINATION.  [§  139. 

entire  yolume  of  acid  used  the  volume  equivalent  to  the  soda 
taken,  the  difference  will  give  the  acid  which  was  required  to 
expel  the  carbonic  acid  (and  which  is  its  equivalent  therefore) 
from  the  calcium  or  barium  carbonate.  The  details  of  this  process 
arc  given  under  §  223.  The  coloring  matter  of  the  litmus  is 
occasionally  thrown  down  with  the  silicic  acid  separating  from  the 
precipitate,  hence  it  is  often  necessary  to  again  add  some  tincture 
of  litmus.  Should  this  not  yield  the  desired  result,  add  soda  solu- 
tion until  the  reaction  is  almost  complete,  read  off  the  height  of 
the  soda  solution  in  the  burette,  dilute  the  fluid  to  a  definite  vol- 
ume, filter,  and  to  half  of  the  volume  add  soda  solution  cautiously 
until  the  liquid  becomes  blue,  double  the  quantity  of  soda  taken, 
and  add  this  volume  to  that  first  used.  Instead  of  litmus,  cur- 
cuma paper,  etc.,  may  also  be  used,  just  as  in  y,  to  determine  the 
moment  of  alkalinity. 

The  methods  given  under  ß  give  good  results  only  when  all 
the  numerous  sources  of  error  which  may  vitiate  the  accuracy  of 
the  results  are  most  carefully  avoided.  Frequently  the  results 
obtained  are  too  liigh  because  the  clear  mixture  of  calcium  chlo- 
ride and  ammonia  contains  ammonium  carbonate,  either  from 
incomplete  decomposition  or  because  of  the  absorption  of  carbonic 
acid  from  the  atmosphere  during  filtration,  or,  particularly  when 
operating  according  to  JJ,  when  there  has  been  any  delay  or 
neglect  in  completely  expelling  all  adherent  ammonia  from  the 
precipitate  by  prolonged  boiling.  These  circumstances,  tending 
to  give  results  too  high,  are  partly  compensated  for  by  the  fact 
that  the  carbonates  of  the  alkaline  earths  are  not  absolutely  in- 
soluble in  the  fluid  containing  ammonium  chloride  and  in  the 
wash-water.  If  the  mixture  of  carbonated  water  and  calcium  or 
barium  chloride  and  ammonia  is  not  heated  as  above  detailed,  the 
results  may  be  too  low,  either  from  imperfect  decomposition  of 
the  ammonium  carbonate  by  reason  of  insuflicient  heating,  or  be- 
cause of  loss  of  ammonium  carbonate  by  too  active  an  ebullition. 
y.  After  Pettenkofer.* 

The  principle  of  this  simple  and  expeditious  process  consists  in 
mixing  the  carbonic-acid  water  with  a  measured  quantity  of  stand- 


♦BucHNKu's  n&ues  Bepert.y  x,  1;  Jaum,f.  prakt.  Chem.,  lxxxii,  82;  AnnaL 
d.  Chem.  u.  Pharm. y  ii,  Supplementb.  i;  ZeiUchr.f.  analyt  Chem.,  i,  93. 
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ard  lime  water  (or,  under  certain  circumstances,  baryta  water)  in 
excess.  After  complete  separation  of  the  calcium  or  barium  carbo- 
nate, the  excess  of  calcium  or  barium  in  the  fluid  is  determined  in 
an  aliquot  part  by  means  of  standard  solution  of  oxalic  acid ;  the 
difference  gives  the  calcium  or  barium  precipitated  by  the  cai*bonic 
acid,  and  consequently  the  amount  of  the  latter  present. 

If  a  water  contains  only  free  carbonic  acid,  the  analyst  has  only 
to  bear  in  mind — if  lime  water  is  employed — ^that  the  calcium  car- 
bonate formed  is  at  first,  as  long  as  it  remains  amorphous,  very 
perceptibly  soluble  in  water,  to  which  it  communicates  an  alkaline 
reaction.  Hence  the  unprecipitated  lime  in  the  fluid  cannot  be 
estimated  till  the  calcium  carbonate  has  separated  in  the  crystalline 
form,  which  takes  8  or  10  hours,  unless  the  mixture  is  warmed  to 
70°  or  80°.  On  this  account  it  is  generally  best  to  use  baryta 
water  (see  "Analysis  of  Atmospheric  Air"). 

If,  on  the  contrary,  a  water  contains  an  alkali  carbonate  or  any 
other  alkali  salt  whose  acid  would  be  precipitated  by  lime  or  baryta, 
a  neutral  solution  of  calcium  or  barium  chloride  must  first  be  added 
to  decompose  the  same.  This  addition,  too,  prevents  any  incon- 
venience arising  from  the  presence  of  free  alkali  in  the  lime  or 
baryta  water,  or  of  magnesium  carbonate  in  the  carbonic  acid 
water ;  this  inconvenience  consists  in  the  fact  that  oxalate  of  an 
alkali  or  of  magnesium  enters  into  double  decomposition  with  cal- 
cium carbonate  (which  is  seldom  entirely  absent  from  the  fluid  to 
be  analyzed),  forming  calcium  oxalate  and  carbonate  of  the  alkali 
or  of  magnesium,  which  latter  will  of  course  again  take  up  oxalic 
acid. 

In  the  presence  of  magnesium  salts  in  the  carbonic  acid  water, 
in  order  to  avoid  the  precipitation  of  the  magnesium,  a  little 
ammonium  chloride  must  also  be  added,  but  in  this  case  heat  must 
not  be  applied  to  induce  the  calcium  carbonate  to  become  more 
quickly  crystalline,  as  ammonia  would  be  thereby  expelled. 

In  making  the  determination  the  first  thirtg  to  be  done  is  to 
ascertain  the  relation  between  the  lime-  or  baryta  water  and  a 
standard  solution  of  oxalic  acid.  Pettenkofer  makes  the  latter 
solution  by  dissolving  2 '8647  grm.  pure  uneffloresced  dry  crystal- 
lized oxalic  acid  to  1  litre ;  1  c.c.  of  this  is  equivalent  to  1  mgrm. 
carbonic  acid.  The  lime  water  is  standardized  as  follows  :  Measure 
45  C.C.  into  a  little  flask  which  can  be  closed  by  the  thumb,  and 
then  run  in  from  the  burette  the  solution  of  oxalic  acid  till  the 
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alkaline  reaction  has  just  vanished.  During  the  operation  the 
flask  is  closed  with  the  thumb  and  gently  shaken.  The  end  is 
attained  as  soon  as  a  drop  taken  out  with  a  glass  rod  and  applied  to 
sensitive  turmeric  paper  *  produces  no  brown  ring.  The  first 
experiment  is  a  rough  one,  the  second  should  be  exact. 

The  analysis  of  a  carbonic  acid  water  (a  spring  water,  for 
instance)  is  performed  by  transferring  100  c.c.  to  a  dry  flask,  add- 
ing 3  C.C.  of  a  neutral  and  nearly  saturated  solution  of  calcium  or . 
barium  chloride,  and  2  c.c.  of  a  saturated  solution  of  ammonium 
chloride,  then  45  c.c.  of  the  standard  lime  or  baryta  water ;  close 
the  flask  with  an  india-rubber  stopper,  shake  and  allow  to  stand  12 
hours.  The  fluid  contents  of  the  flask  measure  consequently  150 
c.c.  From  the  clear  fluidf  take  out  by  means  of  a  pipette  two  por- 
tions of  50  C.C.  each,  and  determine  the  free  lime  or  baryta  by 
means  of  oxalic  acid,  in  the  flrst  portion  approximately,  in  the 
second  exactly.  Multiply  the  c.c.  used  in  the  last  experiment  by 
3  and  deduct  the  product  from  the  c.c.  of  oxalic  acid  which  corre- 
spond to  45  C.C.  of  lime  or  baryta  water.  The  difference  shows  the 
lime  or  baryta  precipitated  by  carbonic  acid,  each  c.c.  corresponds 
to  1  mgrm.  carbonic  acid. 

The  method  is  convenient  and  good ;  it  is  especially  to  be 
recommended  for  dilute  carbonic  acid  water.  When  calcium  sul- 
phate or  carbonate  is  present,  as  is  almost  always  the  case  in  spring 
water,  you  must  always  before  titrating  await  the  conversion  of  the 
amorphous  calcium  carbonate  to  the  crystalline  state,  even  if  baryta 
water  is  used  (K.  Knapp  if).  Baryta  water  therefore  possesses  no 
advantages  over  lime  water  for  the  analysis  of  spring  waters. 

*For  the  preparation  of  this  bibulous  paper  should  be  used,  the  ash  of 
which  is  free  from  carbonate  of  lime.  Swedish  filtering-paper  answers  best. 
J.  QoTTUXB  (Jaum.  f.  prakt.  Ch^m.,  cvii,  488;  Zeitachr.  /.  analyt  Chsm.,  ix, 
251)  prefers  aqueous  tincture  of  litmus,  prepared  from  litmus  first  exhausted 
with  alcohol,  and  used  in  a  very  dilute  state.  E.  Schulze  and  M.  M*äbckbb 
(ZeiUehr,  f.  analyU  Chem.,  ix,  834)  employ  corallin  or  rosolic  acid,  which  they 
say  is  specially  adapted  for  the  purpose.  The  alcoholic  solution  Is  cautiously 
neutralized  with  potassa  and  a  drop  or  two  of  this  tincture  is  added.  F. 
ScHULZB  {Z&it8chr.  /.  analyt.  Chem.,  ix,  292)  recommends  alcoholic  tincture  of 
turmeric. 

f  It  is  not  admissible  to  use  a  filter  (A.  Müller,  Zeütchr,  f.  analyt  Chem., 
1,84). 

^Annal,  d,  Chem,  u.  Pharm  y  clviii,  112;  ZeiUchr.  f,  analyt,  Chem.,  x,  361. 
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II.   Separation  of  Carbonic  Acid  from  the  Basic 
Radicals^  amd  its  Estimation  in  CarhonaUs, 

a.  Estimation  in  Normal  Alkali  Carbonates  and  Alkalirearth 
Carbonates, 

If  the  salts  are  unquestionably  normal  carbonates,  and  there  is 
no  other  salt  with  power  to  neutralize  an  acid  present,  we  may 
determine  the  quantity  of  the  basic  radical  by  the  alkalimetric 
method  (§§  219,  220,  223),  and  calculate  the  amount  of  CO, 
necessary  to  form  with  it  normal  carbonate. 

b.  Separation  from  Basic  Metals  in  Salts  which  vpon  ignition 
readily  and  completely  yield  their  Carbonic  Acid. 

Such  are,  for  instance,  the  carbonates  of  zinc  cadmium,  lead, 
copper,  magnesium,  &c. 

a.  Anhydrous  Carbonates. — Ignite  the  weighed  substance,  in  a 
platinum  crucible  (cadmium  and  lead  carbonates  in  a  porcelain 
crucible),  until  the  weight  of  the  residue  remains  constant.  The 
results  are,  of  course,  very  accurate.  Substances  liable  to  absorb 
oxygen  upon  ignition  in  the  air  are  ignited  in  a  bulb-tube,  through 
which  a  stream  of  dry  carbon  dioxide  gas  is  conducted.  The  car- 
bonic acid  is  inferred  from  the  loss. 

ß.  Hydrated  Carbonales. — The  substance  is  ignited  in  a  bulb- 
tube  through  which  dried  air  or,  in  presence  of  oxidizable  sub- 
stances, carbon  dioxide  is  transmitted,  and  which  is  connected  with 
a  calcium  chloride  tube,  by  means  of  a  dry,  close-fitting  cork. 
During  the  ignition,  the  posterior  end  of  the  bulb-tube  is,  by 
means  of  a  small  lamp,  kept  sufficiently  hot  to  prevent  the  con- 
densation of  water  in  it,  care  being  taken,  however,  to  guard  against 
burning  the  cork.  The  loss  of  weight  of  the  tube  gives  the  amount 
of  the  water  -(-  the  carbonic  acid ;  the  increase  of  weight  gained  by 
the  calcium  chloride  tube  gives  the  amount  of  the  water,  and  the 
difference  accordingly  that  of  the  carbonic  acid.  A  somewhat 
wide  glass  tube  may  also  be  put  in  the  place  of  the  bulb-tube,  and 
the  substance  introduced  into  it  in  a  little  boat,  which  is  weighed 
before  and  after  the  operation, 

c  Separation  from  all  fixed  Basic  Radicals^  without  eoßception, 
in  Anhydrous  Carbonates. 

Fuse  vitrified  borax  in  a  weighed  platinum  crucible,  allow  to 
cool  in  the  desiccator,  weigh,  then  transfer  the  well-dried  substance 
to  the  crucible  and  weigh  again.     The  weights  of  both  carbonate 
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and  borax  are  thus  ascertained.  They  should  be  in  about  the  pro- 
portion of  1 :  4.  Heat  is  then  applied,  which  is  gradually  increased 
to  redness,  and  maintained  at  this  temperature  until  the  contents 
of  the  crucible  are  in  a  state  of  calm  fusion.  The  crucible  is  now 
allowed  to  cool,  and  weighed.  The  loss  of  weight  is  carbonic  acid. 
The  results  are  very  accurate  (Schaffgotsch). 

I  must  add  that  borax-glass  may  be  kept  in  a  state  of  fusion  at 
a  red  heat  for  J  to  J  an  hour  without  the  occurrence  of  any  vola- 
tilization, but  that  at  a  white  heat  (by  igniting  over  the  gas-bel- 
lows), even  in  a  few  minutes,  it  suffers  a  decided  loss.*  A  few 
bubbles  of  carbonic  acid  remaining  in  the  fusitfg  mass  are  without 
any  influence  on  the  result. 

Instead  of  vitrified  borax  fused  potassium  dichromate  may  be 
used,  in  the  proportion  of  5  to  1  of  the  carbonate  (H.  RosEf).  The 
heat  applied  in  this  case  must  be  low,  and  great  caution  must  be 
used,  or  the  dichromate  will  lose  weight  of  itself.:j:  The  carbonic 
acid  may  be  expelled  from  alkali  carbonates,  by  strong  ignition 
with  ignited  silica  (H.  Rose§). 

d.  Separation  from  all  bases  without  ea>ception.  {Estimation 
from  the  loss  of  weight.) 

aa.   Carbonates  of  Bases  yiddvng  SohMe  Salts  with 
Sulphurio  Acid. 

The  process  is  conducted  in  the  apparatus  illustrated  by  Fig.  93. 

The  size  of  the  flask  depends  upon  the  capacity  of  the  balance. 
B  may  be  smaller  than  A.  The  tube  a  is  closed  at  b  with  a  little 
wax  ball  or  a  small  piece  of  india-rubber  tube  stopped  with  half 
an  inch  of  rod ;  the  other  end  of  the  tube  a  is  open,  as  are  also  both 
ends  of  c  and  d.  The  flask  B  is  nearly  half  filled  with  concentrated 
sulphuric  acid,  free  from  oxides  of  nitrogen  and  sulphurous  acid. 
The  tubes  must  fit  air-tight  in  the  corks,  and  the  latter  equally  so 
In  the  flasks.  The  weighed  substance  is  put  into  A  ;  this  flask  is 
then  filled  about  one  third  with  water,  the  cork  properly  inserted, 
and  the  apparatus  tared  on  the  balance.  A  few  bubbles  of  air 
are  now  sucked  out  of  d^  by  means  of  an  india-rubber  tube.  This 
serves  to  rarefy  the  air  in  A  also,  and  causes  the  sulphuric  a«id  in 
B  to  ascend  in  the  tube  c.     The  latter  is  watched  for  some  time, 

♦jZdttocAr./.  analf/i,  Chem,,  i,  65.  ^  Pogg,  Anndl.^  cxvi,  181. 

XZtUichr.f,  analyt.  Chem,,  i,  188.  ^i^^*  Annal,,  cxvi,  686. 
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to  ascertain  whether  the  column  of  sulphuric  acid  in  it  remains 
stationary,  which  is  a  proof  that  the  apparatus  is  air-tight.  Air  is 
then  again  sucked  out  of  rf,  which  causes  a  portion  of  the  sulphuric 
acid  to  flow  over  into  A.  The  carbonate  in  the  latter  flask  is 
decomposed  by  the  sulphuric  acid,  and  the  liberated  carbonic  acid, 
completely  dried  in  its  passage  through  the  sulphuric  acid  in  B^ 
escapes  through  d.  When  the  evolu- 
tion of  the  gas  slackens  a  fresh  portion 
of  sulphuric  acid  is  made  to  pass  over 
into  -4,  by  renewed  suction  through 
d ;  the  operation  being  repeated  until 
the  whole  of  the  carbonate  is  decom- 
posed. A  more  vigorous  suction  is 
now  applied,  to  make  a  large  amount 
of  sulphuric  acid  pass  over  into  Ay 
whereby  the  contents  of  that  flask  are 
considerably  heated ;  when  the  evolu- 
tion of  gas  bubbles  has  completely 
ceased,  the  stopper  on  6^  is  opened,  and 

suction  applied  to  d^  until  the  air  sucked  out  tastes  no  longer  of 
carbonic  acid.*  When  the  apparatus  is  quite  cold  it  is  replaced 
upon  the  balance,  and  the  equilibrium  restored  by  additional  weights. 
The  sum  of  the  weights  so  added  indicates  the  amoimt  of  carbonic 
acid  originally  present  in  the  substance. 

If  the  flasks  A  and  B  are  selected  of  small  size,  the  apparatus 
may  be  so  constracted  that,  together  with  the  contents,  it  need  not 
weigh  above  70  grammes,  admitting  thus  of  being  weighed  on  a 
delicate  balance.  The  results  obtained  by  the  use  of  this  apparatus, 
first  suggested  by  Will  and  myself,  are  very  accurate,  provided 
the  quantity  of  the  carbonic  acid  be  not  too  trifling.  Various 
modifications  of  the  apparatus  have  been  proposed,  principally  in 
order  to  make  it  lighter.    See  foot-note,  p.  492. 

If  sulphites  or  sulphides  are  present,  together  with  the  carbon- 
ates, their  injurious  influence  is  best  obviated  by  adding  to  the 
carbonate  solution  of  normal  potassium  Chromate  in  more  than 
sufficient  quantity  to  effect  their  oxidation.  If  chlorides  are  pres- 
ent, in  order  to  prevent  the  evolution  of  hydrochloric  acid,  add  to 

*  In  accurate  experiments  it  is  advisable  to  connect  the  end  h  of  the  tube  a 
with  a  calcium-chloride  tube  during  the  process  of  suction,  and  to  use  an  aspira- 
tor or  hydraulic  air-pump  instead  of  the  mouth. 
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the  evolution  flask  a  anffident  quantity  of  silyer  sulphate  in  solu* 
tion,  or  connect  the  exit  tube  d  with  a  small  prepared  TJ-tube, 
which  is,  of  course,  first  tared  with  the  apparatus,  and  afterwards 
weighed  with  it.  This  U-tube  is  prepared — in  accordance  with  the 
happy  proposal  of  Stolba — ^by  filling  with  fragments  of  pumice 
which  have  been  boiled  with  an  excess  of  concentrated  solution  of 
cupric  sulphate,  till  the  air  has  been  expelled,  and  then  dried  and 
heated  to  complete  dehydration  of  the  copper  salt.  If  the  U-tube 
is  only  8  cm.  high  and  has  a  bore  of  1  cm.,  it  answers  the  purpose 
very  well.  The  outer  end  is  provided  with  a  perforated  cork  and 
short  glass  tube.  We  apply  suction  to  this  by  means  of  a  flexible 
tube,  instead  of  to  d. 

Vb,  Ca/rionates  of  Bases  yielding  Imolvhle  Salts  wüh  Sul- 
phurio  Add. 

The  method  aa  is  unsuitable  for  these  bases,  because  the 
insoluble  sulphate  formed,  e.g.^  calcium  sulphate,  partially  protects 
the  still  undecomposed  portion  of  carbonate  from  decomposition. 
The  apparatus  ib  hence  modified  as  shown  in  Fig.  94. 

The  modification  consists  simply  in  the  tnbe  ahy  which,  as  the 
cut  shows,  is  provided  with  a  glass  bulb,  and  is  drawn  out  to  a 
fine  point  at  the  lower  end. 

The  process  is  carried  out  as  follows :  The  weighed  substance 
is  introduced  into  J.,  with  some  water.  The  bulb-tube  ah  con- 
tains dilute  nitric  acid  (or,  if  substances  are  present  which  decom- 
pose nitric  acid,  e.g,^  ferrous  oxide,  10-per  cent,  hydrochloric 
acid)  in  quantity  more  than  sufiicient  to  decompose  the  carbonate 
present.  The  end  h  is  closed  by  a  well-kneaded  piece  of  wax,  or 
with  a  short  section  of  rubber  tubing  closed  by  a  small  piece  of  a 
glass  rod,  in  order  to  prevent  the  acid  from  running  out.  The 
tip  of  the  tube  a  should  not,  at  first,  dip  into  tlie  water  in  A. 
Place  the  apparatus  on  a  balance  and  ascertain  its  tare,  then  care- 
fully push  the  tube  a  down  into  the  liquid  until  the  tip  nearly 
reaches  the  bottom,  then  loosen  the  wax  plug  or  open  the  rubber 
tube  for  a  moment,  and  allow  some  of  the  acid  to  run  out,  and 
repeat  this  now  and  again  until  all  the  carbonate  has  been  decom- 
posed. Now  heat  the  contents  of  A  to  incipient  boiling,  remove 
the  stopper  from  5,  and  draw  the  carbonic  acid  out  of  the 
apparatus  as  detailed  under  aa ;  after  cooling,  determine  the  loss 
of  weight. 

It  will  be  seen  at  a  glance  that  the  apparatus  is  susceptible  of 
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a  different  coustruction ;  for  instance,  the  flask  B  may  be  omitted, 
and  the  tube  C  connected  instead  with  a  calcium-chloride  tube  or 


Fig.  94. 


Pig.  95. 


a  tube  containing  pumice-stone  or  asbestos  satui*ated  with  sulphuric 
acid ;  or  the  substance  to  be  decomposed  may  be  placed  in  a  small 
tube  arranged  to  stand  upright  at  first,  or  suspended  by  a  thread, 
and  which,  after  the  apparatus  is  tared,  may  be  upset  or  lowered 
into  the  dilute  acid ;  the  closure  of  the  tube  h  may  also  be  effected 
by  a  pinch-cock,  etc.  Such  modifications,  if  made  judiciously, 
affect  the  results  but  little,  if  at  all.  An  apparatus  of  this  kind, 
modified  by  Fb.  Mohb,  is  shown  in  Fig.  95. 

One  of  the  most  convenient  apparatus  is  that  proposed  by 
Geissler  *  and  shown  in  Fig.  96.  This  consists  of  two  parts,  AB 
and  C.  C  is  ground  into  the  neök  at  a  so  as  to  fit  airtight,  yet 
be  readily  removable,  whereby  A  may  be  filled.  C  carries  a 
tube,  Jc,  open  at  both  ends,  and  ground  to  fit  C  watertight  at  c ; 
by  means  of  a  movable  cork,  i,  it  is  kept  in  proper  position.  In 
other  respects,  the  apparatus  is  arranged  as  shown  in  the  cut. 
The  cork  e  must  fit  airtight,  and  so  too  must  the  tube  d  in  the 
cork  e.  The  weighed  substance  to  be  decomposed  is  introduced 
into  -4,  water  added  to  the  extent  indicated,  and  the  substance 
shaken  to  one  side  of  the  flask.      C  is  now  nearly  filled  with 


^  Journ,f.  prakt,  Chem..  lx,  85. 
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diluted  nitric  acid,  or  10-per  cent,  hydrochloric  acid,  by  means  of 

a  pipette,  having  previously  slipped  the  cork  upwards,  without,  how- 
ever, unseating  i;  the  cork  i  is  then  slipped 
down  again,  (7 inserted  into  ^,  ^filled  a 
little  over  half  full  with  pure  concentrated 
sulphuric  acid,  and  h  closed  with  a  wax 
plug  or  a  piece  of  rubber  tubing  and  a 
small  piece  of  glass  rod.  After  weigh- 
ing, the  decomposition  is  effected  by 
slightly  lifting  b  and  allowing  acid  to  flow 
into  A  from  C.  The  carbonic  acid  escai)es 
^  through  A  into  the  sulphuric  acid  by 
which  it  is  dried,  and  passes  from  the 
apparatus  through  d.  When  the  decom- 
position is  complete,  A  is  cautiously  heated 
to  incipient  boiling,  h  is  then  opened,  and 
the  carbonic  acid  exhausted  from  the  ap- 
paratus at  d  by  means  of  a  small  rubber 
tube.  After  cooling,  the  apparatus  is 
weighed.* 

If  it  is   necessary  to  use  hydrochloric 
acid  for  decomposing   the   carbonate,  the 
escaping    carbonic    acid    should  be   dried 
Fig.  96.  with  pieces  of  pumice-stone   impregnated 

with    anhydrous    cupric    sulphate,    which 

retains   both  the   water   and   hydrochloric-acid    gas    (STOLBAf). 

Its  preparation  is  described  under  aa.     It  is  well  to  fill  both  limbs 

*  Other  carbonic-acid  apparatus  effecting  similar  results  by  somewhat  dif- 
ferent modifications  have  been  proposed  by  H.  Rose,  Fritzschs.  Rogers  (see 
H.  Rose's  Handb.  der  analyU  Chem.,  6.  Aufl.,  ii,  784),  Vohl  (Annal.  d.  Cliem, 
u.  Pharm.,  Lxvi,  247),  M.  Schaffner (A/iwaJ.  de  Chem.  u.  Pharm,,  lxxxii,  835), 
Werther  (Modification  of  Geisslers  apparatus  described  above,  Joum.f. 
prakU  Cfiem.,  LXi,  99),  T.  D.  Smith  (CÄam.  Gaz.,  1855,  201),  A.  Mayer  (Jiwm. /. 
prakt,  Chem.,  LX\^I,  63),  Th.  Simmler  {Joum.  f.  prakt.  Chem.,  lxxi,  158),  Al. 
Bauer  (personal  communication^,  P.  Hart  {Chem.  Gaz.,  1859,  174),  C.  D. 
Braun  (IHngl.  polyt.  Jaurn.,  clv,301),  E.  J.  Reynolds  {Chem,  Neton,  1862,  143), 
Stolba  {Zeitschr.  f.  analyi.  Cliem.,  i,  368),  Ullgren  {ib.,  viit,  46\  Johnson 
(«Z>.,  IX,  90),  Bunsen  (ift.,  X,  403).  and  others.  Johnson's  method  difters  from 
the  usual  one  in  that  the  apparatus  is  filled  and  acid  saturated  with  carbonic 
acid  before  beginning,  and  therefore  does  not  remove  the  carbonic-acid  gas  on 
completing  the  analysis.  In  this  method  it  is  necessary,  of  course,  to  observe 
that  both  air-pressure  and  temperature  are  alike  during  both  weighings. 

\Dingl.  polyt.  Jaum.,  clxiv,  128;  Zeitschr,/.  analyt.  Chem.,  I,  368. 
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of  a  light  U-tube  of  a  size  to  suit  the  apparatus.  The  tube  remains 
serviceable  so  long  as  one-third  of  its  contents  remains  uncolored. 
When  employing  a  measured  volume  of  standard  acid  accord- 
ing to  one  of  the  methods  described  under  d^  hh^  the  estimation 
of  the  carbonic  acid  and  the  base  may  be  effected  in  one  operation 
according  to  §  139,  II.,  a;  this  is  often  advantageous  with  pasty 
precipitates.  The  standard  acid  is  run  in  from  a  burette  having  a 
fine  point,  into  the  bulb-tube  of  the  apparatus,  Fig.  94,  first,  how. 
ever,  closing  the  lip  of  the  latter  with  a  little  tallow.  After  the 
apparatus  is  tared  it  is  wanned  to  melt  the  tallow,  and  the  opera- 
tion is  then  carried  out  (Stolba*). 

e.  From  all  liases  \oithout  Exception  (Determination  of  Acid 
from,  the  Increase  in  Weight  of  an  Absorption  Apparattcs). 

This  method,which  was  formerly  seldom  employed,  has  been 
highly  recommended  by  KoLBKf.  I  have  striven,  by  utilizing 
all  the  results  recorded  by  G.  J.  Mulder,  Stolba,  and  Kolbk, 
to  make  it  as  practical  as  possible,  and  for  the  last  ten  years  I 
have  used  it  almost  exclusively.  The  accuracy  of  the  results 
afforded  by  it  is  approached  by  but  few  others. 

The  apparatus  I  use  has  the  arrangement  shown  in  Fig.  97. 
^  is  a  150-  to  300-c.  c.  flask  provided  with  a  doubly  perfor- 
ated rubber  stopper.  is  a  twice-bent  tube  expanded  at  c  to  a 
bulb ;  it  may  be  connected  by  means  of  a  piece  of  rubber  tubing, 
bearing  a  pinch-cock,  rf,  either  with  the  funnel  e,  or  with  the 
soda-lime  tube,/*,  which,  in  turn,  is  connected  with  the  flask  ^ 
containing  potassa  solution.  The  tube  A,  also  having  a  bulb,  has 
its  lower  end  ground  obliquely.  The  U-tube  ihas  a  height  of 
17  cm.  and  a  bore  of  16  mm. ;  only  the  lower  bend  contains  some 
calcium  chloride.  ^  The  equally  large  U-tubes  k  and  I  contain 
respectively  calcium  chloride  and  pumice-copper  sulphate  (see 
page  490).  The  smaller  tubes,  7/i,  n,  ö,  and  jp,  are  1 1  cm.  high 
and  are  12  mm.  bore ;  7n  contains  calcium  chloride,  whereas  n  and 

*Journ.  f,  prakt.  Chein,,  xcvii,  312  ;  ZeiUcJir.f,  analjfi,  Chem,,  Y,  dOS»  and 
Ti,  444. 

^Annal.  de  Chsm.  u.  Pharm.,  cxix,  180. 

i  It  need  scarcely  be  mentioned  that  all  the  calcium  chloride  must  be  free  from 
alkalinity,  and  should  be  tested  for  this.  Any  alkalinity  is  readily  obviated  by 
adding  a  little  ammonia  to  the  calcium  chloride  solution  before  evaporating. 
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0,  are  ^  filled  with  coarsely  granulated  soda-lime  (about  20  grm.) 
and  the  remaining  ^  with  coarsely  granulated   calcium  chloride; 


Fig.  97. 

the  outer  limb  of  jp  contains  soda-lime,  the  inner  calcium  chloride. 
iy  kj  /,  and  m  serve  to  deprive  the  carbonic-acid  gas  of  water 
and  hydrochloric  acid;  the  soda-lime  in  n  and  o  completely 
absorb  the  carbonic  acid,  and  the  calcium  chloride  they  contain 
prevents  any  evaporation  of  water  from  the  soda-lime  (as  this 
becomes  warmed  during  the  absorption  of  carbonic  acid)  ;  p  serves 
to  prevent  ingress  of  moisture  into  n  and  o  from  without.  The 
corks  of  71  and  o  should  be  coated  with  sealing-wax.  The  other 
tubes  may  be  provided  with  perforated  rubber  stoppers  or  corks 
coated  with  sealing-wax.  The  apparatus,  once  in  order,  may 
serve  for  use  for  a  long  time,  but  before  each  new  experiment, 
it  is  necessary  to  renew  the  calcium  chloride  in  t,  and  to  refill  ti, 
and  occasionally  o  also. 

After  weighing  the  substance  introduce  it  into  -4,  together 
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with  a  little  water ;  then  weigh  n  and  o,  connect  the  various  parts 
of  the  apparatus,  join  i  and  d,  close  rf,  and  apply  suction  by 
means  of  a  hydraulic  air-pump  or  aspirator  to  the  end  of  the  tube 
«,  which  is  connected  both  with  the  XJ-tube  r,  containing  a  little 
water,  and  with^.  The  pinch-cock  q  is  in  the  meantime  opened. 
The  apparatus  may  be  known  to  be  air-tight  when  the  passage  of 
air-bubbles  through  the  water  in  r  soon  ceases.  As  soon  as  this 
occurs,  fill  e  with  dilute  hydrochloric  acid  (or  with  nitric  acid, 
according  to  circumstances),  and  allow  a  little  to  flow  into  Ä  by 
cautiously  opening  d.  Evolution  of  carbonic-acid  gas  begins  at 
once,  and  its  rise  noted  by  the  passage  of  air-bubbles  through 
the  water  in  r.  When  the  evolution  slackens,  allow  a  further 
quantity  of  acid  to  flow  into  JL,  and  if  the  quantity  of  acid  has 
been  properly  adjusted  the  decomposition  of  the  carbonate  will  be 
complete  on  adding  the  last  portion  of  acid,  e  is  then  rinsed  with 
a  little  water,  which  is  allowed  to  flow  into  -4,  after  which  remove 
Cy  connect  d  withy,  and,  cautiously  opening  dy  draw  a  gentle  cur- 
rent of  air  continuously  through  the  apparatus,  while  the  con- 
tents of  A  are  heated  to  incipient  boiling.  . 

As  soon  as  the  carbonic  acid  reaches  the  soda-lime  tubes  these 
become  warm,  and  this  progressive  heating  affords  a  good  indi- 
cation as  to  the  extent  to  which  the  soda-lime  has  been  saturated 
by  the  carbonic  acid.  As  soon  as  the  soda-lime  tubes  have  be- 
come perfectly  cold  the  larger  part  of  the  carbonic  acid  has  been 
absorbed,  and  if  the  current  of  air  is  slowly  drawn  through  the 
tubes  5  or  10  minutes  longer  all  the  carbonic  acid  will  surely  have 
been  removed  from  A^  %  A:,  2,  and  m.  If  the  flask  has  been 
properly  and  judiciously  heated,  but  very  little  water  will  have 
reached  t',  so  that  the  calcium  chloride  in  its  lower  part  will  have 
become  moist,  yet  will  not  have  quite  deliquesced. 

After  the  experiment  is  finished,  stop  the  suction  at  «,  and 
remove  and  weigh  n  and  o.  The  increase  in  weight  will  be  the 
exact  expression  of  the  carbonic  acid  present  in  the  carbonate  ex- 
amined. The  concordance  and  accuracy  of  the  results  leave 
nothing  to  be  desired.*  The  bases  are  retained  perfectly  pure 
and  completely  dissolved  in  the  hydrochloric  (or  nitric)  acid. 

In  making  a  second  test  empty  t',  and  recharge  both  it  and  n. 

-       -  *Z»<icÄr./.  <i?ia/y<.  CA^m.,  11,  49,  find  n,  341.  - 
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0  need  not  be  refilled  as  a  rule,  but  it  is  advisable  to  transpose  these 
two,  i.e,^  put  in  the  place  of  o  the  freshly  charged  tube  n. 

If  it  is  preferred  to  decompose  the  carbonate  in  the  dry  way, 
this  may  be  accomplished  by  fusing  the  finely  powdered  carbonate 
(alkali  carbonates  need  not  be  powdered)  with  six-  to  ten -fold  its 
quantity  of  fused  potassium  dichromate.  The  operation  should  be 
conducted  in  a  piece  of  combustion  tubing,  slightly  bent  in  the 
middle,  and  one  end  of  which  is  connected  with  an  apparatus  for 
purifying  the  air,  the  other  being  connected  with  a  calcium-chloride 
tube  for  drying  the  carbonic  acid,  soda-lime  tubes  for  absorption,  a 
guard  tube,  and  an  aspirator  or  hydraulic  air-pump.  After  a  gentle 
current  of  air  through  the  apparatus  has  been  established,  heat  the 
tube  to  decompose  the  carbonate,  and  produce  a  slow  evolution  of 
carbonic-acid  gas.  As  soon  as  the  mass  fuses  calmly  the  operation 
is  completed.  The  current  of  air  is  continued  a  little  longer,  and 
then  the  increase  in  weight  of  the  absorption  tubes  determined  by 
weighing.  The  method  requires  no  modification  even  when  sul- 
phites or  thiosulphates  are  present  (Persoz  *). 

The  process  as  used  by  H.  Eosb  is  as  follows ;  and  the  apparatus 
employed  is  shown  in  Fig.  98. 

The  flask  for  decomposing  the  carbonate  should  be  small  (150 
C.C.),  in  order  to  facilitate  subsequent  removal  of  carbonic  acid  by 
aspiration,  unless  the  substance  froths  strongly  during  its  decom- 
position, in  which  case  a  larger  flask  must  be  used.  The  end  of 
the  funnel  tube,  after  it  is  inserted  in  the  rubber  stopper  which  is 
fitted  to  the  flask,  is  drawn  to  a  less  diameter  and  bent  upwards  in 
the  form  of  a  hook,  to  prevent  the  entrance  of  gas-bubbles.  Above 
the  stop-cock  its  internal  diameter  should  not  be  so  small  as  to  pre- 
vent water  when  poured  in  from  filling  it,  and  this  portion  should 
be  so  long  that  the  pressure  of  the  liquid  filling  it  will  sufläce  to 
force  gas  through  the  apparatus.  A  piece  of  glass  tube  bent  at  a 
right  angle  is  fitted  to  the  funnel  by  means  of  a  piece  of  rubber 
tube  slipped  over  it. 

The  nearly  horizontal  glass  tube  (about  0*7  metre  long)  is  of 
thin  glass,  and  of  a  diameter  not  less  than  12  millimetres.  It  is 
inclined  to  such  extent  that  water  condensing  in  it  may  flow  back. 
The  upper  half  is  filled  with  granulated  dried  calcium  chloride, 
secured  in  place  by  a  little  cotton  or  asbestos  at  each  end.     In  the 

*  CampU  rend,,  uii,  239.— Zw<»cÄr. /.  amlyt.  Ohem,,  i,  88. 
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end  of  the  large  tabe  a  small  tabe  is  fitted  by  means  of  a  rubber 
stopper,  and  to  this  is  joined  by  a  rubber  tnbe  the  potash  appara- 
tus and  soda-lime  tube  (weighable  either  jointly  or  separately) 
cliarged  with  absorbents,  as  described  §  174.  The  flask  is 
removed  to  receive  the  weighed  substance,  and  replaced  without 
disturbing  the  position  of  the  rest  of  the  apparatus.  It  can  now 
be  ascertained  whether  the  apparatus  will  leak  gas  by  forcing  a 
little  air  (free  from  carbonic  acid)  through  the  funnel  tnbe,  closing 
the  stop-cock,  and  observing  whether  the  unequal  height  of  liquid 
in  the  two  limbs  of  the  potash  apparatus  remains  for  a  few  minutes. 
Introduce  a  little  water  through  the  funnel  tube,  and  next  acid 
dowly  by  turning  the  stop-cock  until  evolution  of  CO,  ceases. 
The  small  right-angled  tube,  to  which  is  attached  a  large  tube 
filled  with  fragments  of  caustic  potassa,  is  now  inserted  in  the  glass 
funnel,  and  a  slow  current  of  air  (1  bubble  per  second)  is  drawn 
through  the  apparatus  by  means  of  an  aspirator  (Fig.  100)  con- 
nected with  the  soda-lime  tube.  The  aspirator  should  not  be  con- 
nected directly  to  the  soda-lime  tube,  but  to  a  calcium -chloride 
tube,  which  ought  to  be  connected  with  the  latter  during  the 
whole  operation.     As  soon  as  the  current  of  air  is  established. 


Fig.  98. 

apply  the  smallest  possible  flame  of  a  Bunsen  lamp,  beat  main- 
tained constant  by  capping  the  burner  with  wire  gauze  until  the 
fluid  just  boils.  Keep  up  the  gentle  boiling  a  few  minutes  until 
water  condenses  in  the  tube,  but  not  until  condensed  drops  appear 


498 


DETERMINATION. 


[§139. 


quite  up  to  the  ealciuni  chloride.  Remove  then  the  lamp,  and 
aspirate  a  while  longer  somewhat  faster.  The  volume  of  air  neces- 
sary to  remove  the  carbonic  acid  depends  upon  the  size  of  the 
decomposing  flask.  When  the  operation  is  completed,  disconnect 
the  absorbing  apparatus,  close  the  ends  with  caps  of  nibber  tnbinor, 
and  weigh  after  lapse  of  half  an  hour. 

For  liberating  the  carbonic  acid,  sulphuric  acid  (the  concen- 
trated diluted  with  4  or  5  times  its  volume  of  water)  is  best 
adapted,  provided  it  readily  decompoees  the  substance  without 
formation  of  insoluble  sulphates. 

When  there  are  objections  to  using  sulphuric  acid,  dilute  hydro- 
chloric acid  (containing  about  10  per  cent.)  may  be  used,  or  more 
rarely  nitric  add.  Nitric  acid  cannot  be  used  when  substances  are 
present  which  cause  its  decomposition ;  e.g.^  ferrous  salts  and  sul- 
phides. 

When  sulphuric  acid  is  used,  the  evolution  of  H,S  from  sul- 


Fig.  100. 

phides,  if  present,  may  be  prevented  by  adding  first  a  solution  of 
chromic  acid  or  mercuric  chloride,     li  sulphites  are  present,  use 
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chromic  acid  or  potasBimn  Chromate.  When  hydrochloric  acid  is 
employed,  the  disturbing  inflnence  of  compounds  which  cause  evo- 
lution of  chlorine  maybe  prevented  by  allowing  some  concentrated 
solution  of  stannous  chloride  to  run  into  the  flask  before  addition 
of  the  acid.  When  hydrochloric  acid  is  used,  or  even  sulphuric  in 
the  presence  of  chlorides,  it  is  best  to  guard  against  the  possibility 
of  carrying  HCl  gas  into  the  potash  apparatus  by  substituting 
Stolba's  preparation  of  anhydrous  copper  sulphate  and  pumioe- 
stone  (see  page  490)  for  that  portion  of  the  calcium  diloride 
which  fills  10  to  15  cm.  of  the  end  of  the  tube. 

A  modification  *  of  the  above-described  apparatus,  possessing 
some  obvious  advantages,  is  shown  by  Fig.  99.  In  place  of  the 
empty  part  of  the  long  glass  tube  shown  in  Fig.  98,  there  is  sub- 
stituted a  smaller  strong  tube,  provided  with  a  cooling  apparatus 
through  which  water  circulates.  This  is  connected  by  a  piece  of 
close-fitting  rubber  tube  with  the  remaining  part  d.  Some  suitable 
form  of  apparatus  for  absorbing  CO,  must,  of  course,  be  attached 
to  ^  in  the  manner  shown  by  Fig.  98.  The  calcium-chloride  tube, 
used  to  prevent  moist  air  from  entering  the  absorbing  apparatus, 
is  conveniently  supported  by  attaching  it  to  the  aspirator  (Fig. 
100).  The  aspirator  may  be  connected  with  the  apparatus  from 
the  beginning  to  the  end  of  the  operation,  with  its  stop-cock  so 
adjusted  .that  water  flows  from  it  drop  by  drop.  In  conducting 
the  operation,  a  little  variation  from  the  before  described  manipu- 
lation is  admissible  on  account  of  the  presence  of  the  condensing 
apparatus.  After  enough  acid  has  been  admitted  to  effect  decom- 
position, the  stop-cock  of  a  is  closed,  a  little  liquid  still  being 
allowed  to  remain  above  it.  Heat  is  then  applied  as  before 
directed,  but  continued  longer  until  the  CO,  is  almost  or  quite 
expelled  from  the  flask  by  steam.  This  point  is  indicated  by 
almost,  or  nearly,  entire  cessation  of  dropping  of  water  from  the 
aspirator.  Diminish  now  the  heat,  and  immediately  after  open 
the  stop-cock  of  a  and  let  air  (free  from  CO,)  enter  and  replace 
the  condensing  steam.  Boil  again  to  expel  the  air  which  has 
entered,  after  which  a  small  volume  of  air  drawn  through  the 
apparatus  by  the  aspirator  will  ensure  the  bringing  of  all  the  CO, 
into  the  absorbing  apparatus. 


^  Devised  by  H.  L.  Wkllb,  of  the  Sheffield  Laboratory. 
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f.  Separation fro7n  aU  Bases  without  Exertion.  {Determi- 
nation of  Acid  hy  Eepylsion^  Absorption^  and  Volumetric 
Estimation.) 

If  the  carbonic  acid  is  disengaged  in  the  evolution  apparatus 
described  under  e  (which  I  consider  the  most  satisfactory),  or  in  a 
similar  one,  the  quantity  of  tlie  carbonic  acid  expelled  may  be 
also  ascertained  by  one  of  the  methods  given  a1>ovo  for  estimating 
free  carbonic-acid  gas,  i.e.^  it  may  be  passed  into  a  carbonate-free 
mixture  of  barium-  or  calcium  chloride  and  ammonia,  as  described 
in  §  139, 1,  &,  /^,  and  the  analysis  then  made  as  in  §  139, 1,  ft,  /9,  hh. 
This  method  is,  however,  far  more  inconvenient,  and  much 
slower,  than  that  described  in  §  139,  II,  «,  and  affords  good 
results  only  when  all  the  sources  of  error  already  pointed  out  are 
avoided. 

On  the  other  hand,  it  is  sometimes  advantageous,  particularly 
when  determining  very  small  quantities  of  carbonic  acid,  to  ab- 
sorb this  in  a  definite  volume  of  standard  baryta  water,  and  to 
proceed  with  the  analysis  according  to  Pettbnkofbb's  process 
(§  139,  I,  hy  y).  As  this  method  is  employed  in  the  determina- 
tion of  carbonic  acid  with  atmospheric  air,  I  refer  to  this  section, 
merely  remarking  that  Al.  Müller,*  £.  Schulze,!  and  P. 
Wagner  j:  have  devised  special  apparatus  and  given  rules  for 
carrying  out  the  process  in  the  most  satisfactory  manner. 

g.  Estimation  by  Measuring  the  Gas. 

a.  According  to  C.  Sgheibler§  this  process  is  applicable 
in  the  case  of  all  salts  which  are  decomposed  by  hydrochloric 
acid  in  the  cold.  It  is  distinguished  for  rapid  and  convenient 
execution  and  very  satisfactory  results,  but  requires  a  special 
apparatus.  It  is  much  employed  in  determining  calcium  carbon* 
ate  in  bone  black. 

Fig.  101  shows  the  ingenious  apparatus  devised  for  this 
method.  The  carbonate  to  be  decomposed  is  introduced  into 
A.  The  decomposition  is  effected  by  simply  lifting  the  bottle, 
as  shown,  thus  allowing  the  hydrochloric  acid  contained  in  the 

♦  Zeitsehr,  /.  ancklyi.  Chem, ,  i,  47.  fib,  ix,  290. 

1 70..  IX.  445. 

%  Anleitung  2um  O^auch  dM  Apparates  2ur  Beetimmung  der  Kohleneauren 
Kalkerde  in  der  Knochenkohle  etc.  Dr.  C.  Scheibleb.  Printed  io  manuscripty 
Berlin.  1862. 
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gutta-percha  cylinder  8  to  flow  out.  The  glass  stopper  closing 
A  must  be  ground  accurately  to  fit  tightly,  and  must  be  greased, 
so  as  to  be  perfectly  air-tight;    it  diould,  further,  be  perfor- 


Fig.  101. 


ated,  and  have  a  short  glass  tube  cemented  into  the  perforation. 
The  carbonic-acid  gas  evolved  passes  through  this  tube  and  the 
rubber  tubing  r,  which  is  connected  with  it,  then  through  a 
glass  tube  cemented  into  one  of  the  perforations  of  the  flask  £, 
and  finally  into  a  bladder  of  very  thin  caoutchouc,  ITj  connected 
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air-tight  witli  A.  One  of  the  two  other  perforations  of  the 
stopper  of  B  carries  a  short  rubber  tnbe  closed  bj  a  pinch-cock ;  in 
the  other  a  glass  tnbe,  u^  is  fixed,  and  is  connected  with  the 
measuring  apparatus.  This  last  consists  of  a  150-c.  c.  tube,  (7, 
graduated  in  0*5  c.  c,  and  connected  with  a  similar,  but  not 
graduated  tube,  2>,  as  shown  in  the  cut.  In  the  rubber  stopper 
closing  the  lower  end  of  this  tube  there  is  also  fixed  a  short  glass 
tube  closed  by  a  piece  of  rubber  tubing  carrying  a  pinch-cock, 
P,  in  turn  connected  with  a  glass  tube  cemented  into,  and  nearly 
reaching  to,  the  bottom  of  the  fiask  E,  In  the  second  tubulure 
of  J?  is  cemented  a  short  glass  tube,  to  which  the  rubber  tube,  t?, 
is  connected.  The  flask  ^serves  as  a  reser/oir;  on  opening  P 
the  water  contained  in  the  tubes  C  and  D  flow  into  E\  on  blow- 
ing into  V  the  water  may  be  driven  up  through  the  open  pinch- 
cock  back  into  the  tube  again.  At  the  beginning  E  is  nearly 
filled  with  water  through  D. 

All  parts  of  the  apparatus  excepting  thö  decomposing  bottle 
being  permanently  connected,  it  is  advisable  to  fasten  them  to  a 
wooden  stand  by  means  of  suitable  brass  fastenings.  The  stand 
should  also  carry  a  thermometer. 

Every  experiment  is  begun  by  first  filling  C  and  D  with  water 
to  the  zero  poijit,  this  being  accomplished  by  blowing  into  v,  the 
stopper  of  A  being  removed.  As  soon  as  the  water  level  is 
slightly  above  the  zero  point,  P  is  closed,  and  then  blightly  opened 
to  allow  water  to  drop  out  until  the  level  is  reached.  Of  course 
a  certain  amount  of  caution  is  necessary  in  blowing  into  v^  as  well 
as  in  managing  the  pinch-cock,  for  were  water  blown  up  into  t^  and 
B^  the  entire  apparatus  would  have  to  be  taken  apart  and  the  water 
removed.  While  water  is  filling  C,  the  air  it  displaces  enters  B 
and  compresses  the  caoutchouc  bladder.  Should  thiscompression 
not  be  sufficiently  accomplished,  blow  carefully  into  q  until  the 
bladder  has  completely  collapsed.  When  a  number  of  consecu- 
tive experiments  are  made,  the  bladder  will  always  empty  itself. 
Should  it  happen  that  the  bladder  becomes  empty  before  the 
water  in  the  tubes  has  reached  the  zero  mark,  then  the  water 
in  the  tubes  will  not  be  in  equilibrium ;  in  such  a  case  open  q  for 
a  moment  only.  The  apparatus  should  be  used  in  a  place  where 
the  temperature  is  as  constant  as  possible,  and  care  should  be 
taken   that  neither  the  direct  ravs  of  the  sun  nor  the  radiations 
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from  a  stove  strike  the  apparatus,  because  sudden  changes  of 
temperature  during  the  experiment  will  naturally  interfere  with 
the  accuracy  of  the  results. 

To  perform  the  analysis,  introduce  the  finely  triturated  sub- 
stance into  the  decomposition  flasks,  fill  the  gutta-percha  cylinder 
with  10  c.  c.  hydrochloric  acid  (sp.  gr.  1  •12)  by  means  of  a  pipette, 
carefully  place  the  cylinder  within  the  flask  A^  and  tightly  insert 
the  stopper  previously  greased  with  tallow.  As  this  will  cause 
tlie  water-level  to  somewhat  fall  in  C  and  rise  in  2>,  open  q  for  a 
moment,  when  the  equilibrium  will  be  restored.  Now  note  the 
thermometer  and  barometer,  grasp  the  flask  with  the  right  hand 
around  the  neck  in  order  to  avoid  warming  the  contents,  tilt 
slightly  and  allow  the  hydrochloric  acid  to  flow  out  while  the 
pinch-cock  is  opened  with  the  left  hand,  and  in  such  a  manner 
that  the  water-level  in  both  tubes  is  exdcdy  nt  the  scmie  height; 
these  operations  are  continued  iüithaut  intermission  ao  long  as  any 
disengagement  of  carbonic  acid  takes  place  and  a  lowering  pf  the 
water-level  in  67  is  observed.  When  the  level  remains  cotistant 
for  a  few  seconds  the  experiment  is  finished.  Cai:e  must  be -taken 
that  the  levels  in  C  and  D  are  at  the  same  height,  then  read  off 
the  height  and  observe  whether  the  temperature  has  remained 
constant.  If  it  has,  the  c.  c.  read  ofi  denote  the  volwme  of  car- 
hmiic  acid  disengaged ;  since,  however,  a  small  quantity  has  re- 
mained behind  dissolved  in  the  hydrochloric  acid,  a  small  direc- 
tion has  to  be  made.  Schkibler  has  determined  the  quant^y  of 
carbonic  acid  remaining  behind  dissolved  in  10  c.  c.  of  hydro- 
chloric acid  at  a  medium  temperature,  and  he  directs  adding 
3*2  c.  c.  to  the  volume  read  off  and  then  reducing  the  whole  to 
0°,  760  mm.,  in  the  dry  condition  (see  §  198).*  Every  1000  c.  c. 
of  carbonic  acid  thus  reduced  to  normal  conditions  weighs 
1 -96007  grm. 

If  it  is  desired  to  dispense  with  all  corrections,  begin  each 
series  of  experiments  by  establishing  the  relation  between  the  car- 


*Thi8  method  of  correction  involves  some  uncertainty,  since  the  quantity  of 
carbonic  acid  remaining  absorbed  depends  upon  the  concentration  of  the  saline 
solution  resulting,  as  well  as  upon  the  quantity  of  air  with  which  the  carbonic 
acid  is  mixed ;  hence  rises  and  falls  according  to  the  total  quantity  of  carbonic 
acid  evolved.  Compare  Scheibleb's  later  directions,  and  Dietrich  (Zn(f0Ar.  / 
anaiyt.  Chmn,,  iii,  166). 
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bonic  acid  obtained  (and  with  the  correction  3*2  cc,  repre- 
senting the  carbonic  acid  remaining  behind  in  eolation)  and  a 
weighed  portion  of  finely  triturated  and  dried  pure  calcium  car- 
bonate (or  Iceland  spar).  The  relation  will,  of  course,  depend 
upon  the  conditions  (temperature  and  pressure)  prevailing  on  that 
particular  day.  Suppose,  for  instance,  from  0*2737  grm.  of  cal- 
cium carbonate,  containing  0*120307  grm.  of  carbon  dioxide,  we 
had  obtained,  after  adding  the  correction  3*2  c.  c,  63*76  c.  c. ;  sup- 
pose, too,  that  an  analysis  of  0*2371  grm.  of  dolomite  made  under 
similar  conditions  had  yielded  (including 
the  3-2  c.  c.)  57*3  c.  c. ;  the  dolomite  would 
have  contained  63*76 :  0120307 : :  57*3  :  x 
•  =  0-10812  grm.  of  carbonic  acid,  or  45-62 
per  cent.  Even  this  method,  however,  can 
give  accurate  results  only  when  the  saline 
solutions  resulting  and  the  quantities  of 
carbonic  acid  evolved  are  fairly  alike  in 
the  first  experiment  and  in  the  analysis. 

ß.  B.  E.  DiETBiOH  *  has  devised  a  very 
convenient  apparatus  in  which  the  evolved 
carbonic  acid  is  measured  over  mercury. 
He  has  also  calculated  tables  (given  on 
pages  606-508)  showing  the  weight  of  1  c.  c. 
of  carbonic  acid  at  pressures  of  720  to  760 
mm.  and  temperatures  of  10*  to  25**,  and 
the  quantity  of  CO,  absorbed  by  5  c.  c.  of 
hydrochloric  acid  (sp.  gr.  1*125)  for  evolved 
quantities  between  1  and  100  c.  c.  of  gas. 
Using  Dietrich's  apparatus  and  tables, 
estimations  of  CO,  may  be  very  rapidly 
and  accurately  made,  and  the  method  is  particularly  to  be  recom. 
mended  when  a  long  series  of  experiments  are  to  be  made. 

[The  azotoraeter.  Fig.  102,  is  employed,  and  the  details  of 
the  process  are  for  the  most  part  similar  to  those  followed  in  the 
estimation  of  ammonia  as  described  on  page  257.  The  weighed 
carbonate  is  put  in  the  bottle  a,  and  the  tube/ is  charged  with  5 
c.  c.  of  HCl.,  sp.  gr.  1  -125.    When  the  burette  is  adjusted  to  zero. 


Fig.  102. 


*ZeiUchr.f,  analyi.  Chsm.,  iii.  162.  iv,  141,  and  v,  49. 
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the  acid  is  poured  at  once  upon  tlie  carbonate.  The  precautions 
to  be  observed  in  the  measurement  of  the  gas  are  as  detailed  on 
page  257.  It  is  not  needful  to  wait  so  long  for  the  gas  to  cool. 
The  necessary  corrections  are  applied  by  aid  of  the  tables  giten 
by  Dietrich,  pages  506-508.  Their  use  is  perfectly  similar  to 
that  of  the  tables  given  on  pages  259-261.] 

y.  G.  KuMPF  *  describes  a  very  simple  apparatus  which  may 
be  readily  constructed  in  the  laboratory.  Since,  however,  there 
is  no  advantage  in  using  it  unless  Kumpf'b  tables  are  at  hand,  and 
as  lack  of  space  forbids  their  insertion  here,  I  must  simply  refer 
to  the  original  paper. 

6.  Small  quantities  of  carbonic  acid  in  minerals  can  be 
estimated  as  follows :  By  means  of  an  air-pump  fill  with  mer- 
cury a  graduated  tube  provided  at  its  upper  end  with  a  well 
greased  glass  cock.  Fold  up  the  mineral  in  blotting-paper  and 
send  it  up  the  tube;  follow  this  by  a  measured  quantity  of 
hydrochloric  acid,  sent  up  by  means  of  a  pipette  having  a  bent-up 
tip,  and  then  measure  the  evolved  gas.  To  this  volume  there 
must,  of  course,  be  added  also  the  quantity  of  gas  absorbed  by 
the  hydrochloric  acid.  For  the  method  of  (»dculating  the  weight 
from  the  volume,  see  §  198. 

§  140. 

2,  Siijcic  Acid. 

I.     Detebmination. 

The  direct  estimation  of  silicic  acid  is  almost  invariably  effected 
by  converting  the  soluble  modification  of  the  acid  into  the  insol- 
uble modification,  by  evaporating,  and  completely  drying;  the 
insoluble  modification  is  then,  after  removal  of  all  foreign  matter, 
strongly  ignited  (over  the  bellows  blowpipe)  and  weighed.  For 
the  properties  of  silicic  acid,  see  §  93,  9. 

For  the  guidance  of  the  student  I  would  observe  here  that,  to 
guard  against  mistakes,  he  should  always  teat  the  purity  of  the 
weighed  silicic  acid.  The  methods  of  testing  will  be  found 
below. 

If  you  have  free  silicic  acid  in  the  state  of  hydrate,  in  an 

♦  ZeiUrhr,/  analyt.  C?iem„  vi,  898. 
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TABLE  OP  THE  WEIGHT  OP  A  CUBIC 
In  MiXUgramme»  from  720  to  T70  fnm,  of  pre»- 


720 

722 

724 

726 

728 

730 

782 

784 

786 

788 

740 

742 

744 

\ 
10*  1.77446 

1.77045 1.7B445 

1.78044 

1.70448 

1.70048 

1.80441 

1.800411.81440 

1 

1.81040 

1.88488 

1.88087 

1.88487 

1 
11«  1.78608  1.77166,1.770«  1.78160 

1.78667 

1.70165 

1.79668 

1.80140 

1.80647 

1.81144 

1.81648 

1.88180 

1.80886 

12*  1.78881 1.76877 

1.76878  1.77888 

1.TW64 

1.78850 

1.78865 

1.70861 

1.70846 

1.80848 

1.80688 

1.81888 

1.81880 

1 
ISO  1.75008  1.75B87 

1.780811.76676 

1.7707O 

1.77565 

1.78060 

1.78664 

1.70048 

1.70543 

1.80087 

1.80688 

1.81086 

14«  1.74801  1.74706 

1 

1.78288,1.75781 

1.78875 

1.76788 

l.r786lll.77754 

1.79048 

1.78741 

1.78884 

1.70788 

1.80881 

15«.1.78fi0e'l.78096 

1.74484  1.74074 

1.75465 

1.75066 

1.76446  1.78087 

l.rr487 

1.77918 

1.78406 

1.7B600 

1.70800 

1 
16»;i.7»»9  1.78188 

1.78677  1.74166 

1.74666 

1.75144 

1.78688  1.7B188 

1.76611 

1.77100 

1.77800 

1.760f78 

1.78567 

17»  1.718881.72876 

1.78862  1.78840 

1.78686 

1.74888 

1.74800 

1.78606 

1.7II?788 

1.76909 

1.7r948 

1,77780 

18«  1.71060  1.71564 

1.78040  1.72685 

1.78011 

1.78407 

1.78868 

1.74468 

1.74068 

1.75489 

1.78885 

1.76410 

1.76806 

19«  1.70888  1.70788 

1 

1.71807  1.71601 

1 

1.78175 

1.78660 

1.78148 

1.78887 

1.74111 

1.74595 

1.75078 

1.75668 

1.78046 

20«  1.60412  1.69604 

1.70877 

1.7086O 

1.71841 

1.71888 

1.78805 

1.72788;  1.78870 

1.78786 

1.74884 

1.74716 

1.76100 

1 
21«  1.68671  1.69061  1.60682 

1.70O18 

1.70496 

1.70074 

1.71454 

1.71085 

1.78415 

1.78896 

1.78877 

1.78867 

1.74886 

:          1 

22«,1.677221.68201 

1.68680  1.60161 

1.60688 

1.70117 

1.70606 

1.71075 

1.71554 

1.78088 

1.79618 

1.78001 

1.78470 

28«  1.66862  1.67840 

1.67817 

1.68804 

1.68772 

1.60840 

1.60787 

1.70804 

1.70681 

1.71150 

1.71686 

1.78114 

1.78601 

1 
24«  1.66094  1.66470  1.66046 

1             1 

1.67481 1.67807 

1.68878 

1.688481.60884 

1 

1.60700 

1.70838 

1.70761 

1.71887 

1.71708 

: 

25«  1.66118,1.66687 

1             1 

1.66061 

1 
1.66686  1.67000 

1 

1.67484 

1 
1.67068 1.68488 

1.68906 

1.60880 

1.60864 

1.70888 

1.70808 

720 

722 

724 

726 

728 

780 

782  1  784 

786 

788 

740 

742 

744 
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ure  of  mercury,  and  from  10"  to  25"  Cent. 

MlLLIMSTBIS. 


746 

748 

750  !  762 

754 

756 

:      i 

758     760     762 

764 

766 

768 

770 

1.88966 

1.84485 

1.84964  1.85488 

1.86868 

1.86488 

1.86881 

1.87480 

1.879801.884891.86988 

1             ; 

1 
1.894S7  1.89986 

1.88184,1.88681 

1.841891.84086 

1.85188,1.86681 

1.86118 

1.80616 

1 
1.87118 1.87610 

1.86106 

1.88605 

1 
1.80108 

l.aeSM  1.8S880 

1.88815  1.88811 

1.84807' 1.84808 

1.86896 

1.85796 

1.88889  1.86785 

1.87980 

1.87776 

1.88871 

1.81681 1.88015 

1.88510 1.880M 

1 

1.88499 

1.88996 

1.84488 

1.64968 

1.854771.86971 

1.86466 

1.800601.87455 

1.80714'1.81S06 

1.817011.88194 

1 

1.88667 

1.88181 

1.88674 1.84167 

1.8466l'l.85154 

1.86647 

1.86141 1.866841 

1             1 

l.T9880jl.80871 

1 

1 
1.80661  1.818B8 

1.81848 

1.88888 

1.88804 

1.88814 

1.888051.84896 

1.84786 

1.88877 

1.86767 

1.790661.78646 

1 

1.80084  1.80688 

1.81018 

1.81601 

1.81990 

1.8M79 

1.889681.88467 

1.68946 

1.84485 

1.84984 

1 
1.78816  1.78708 

1 
1.79189 1.79676 

1.80168 

1.80660 

1.81ia6'l.81688  1.88110'l.88606 

1.88068 

1.88570 

1.84066 

1.77881 

1.77867 

1.78868' 1.78888 

1.79884  1.79609 

1 

1.80896  1.80781 1.81966 

1.81788 

1.88887 

1.88798 

1.88809 

1.78680 

1.77014 

1.77486 1.77988 

1.784661.78960 

1.79484  1.79917  1.80401 

1 

1.80685 

1.81869 

1.81858 

1.88887 

1 
1.7WÄ1  1.76118 

1.706451.77187 

1.77610 

1.78008 

! 
1.786741.79066 

1.79688 

1.80081 

1.80606 

1.80965 

1.61467 

1.74818  1.76899 

1.75780  1.76860 

1.76741 

1.77881 

1.77708 1.78188 

1.78668 

1.79144 

1.79684 

1.80105 

1.80686 

1.78049  1.74488 

1 

1.74807 1.76886 

1.78665 

1.76844 

1.768881.77808 

1.77781 

1.788001.78789 

1.79818 

1.79097 

1.780681.78646 

1.74088  1.74601 

1.74978 

1.75455 

1.78968 

1.76410 

1.76888 

1.77865  1.77848 

1.78890 

1.78797 

1.78178  1.79654 

1.78189 1.78005 

1.74061 

1.74666 

1.78068 

1.76606 

1.75964 

1.76469 

1.76985 

1.T7411 

1.77886 

1.71277  1.71751 

1.78SS5  1.79699 

1.78178 

1.78648 

1.74188 

1.74606 

1.76070 

1.75544 

1.78018 

1.76488 

1.78967 

746 

748 

750 

753 

754 

756 

758 

760 

762 

764 

766 

768 

770 

18*  B 

a 

19-3 

90« 

91» 

99» 

98* 

»4» 

85* 
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AqneoiiB  or  acid  solntion  free  from  other  fixed  bodies^  simply 
evaporate  the  solution  in  a  platinum  difih,  ignite  and  weigh  the 
residue. 

Bespecting  a  volumetric  estimation  of  silicic  acid  (conversion 
into  and  acidimetric  determination  of  potassium  silicofluoride,  see 
§  97,  5),  I  must  refer  to  Stolba.* 

II.  Sepabation  of  Silioio  Aoid  from  the  Basic  Bad- 

ICALS. 

a.  In  all  compounds  which  are  decomposed  by  Hydrochloric 
or  Nitric  Acid,  on  digestion  in  open  vessels. 

To  this  class  belong  the  silicates  soluble  in  water,  as  well  as 
many  of  the  insoluble  silicates,  as,  for  instance,  nearly  all  zeolites. 
Several  minerals  not  decomposable  of  themselves  by  acids  become 
80  by  persistent  ignition  in  a  state  of  fine  powder  (F.  Mohb  f).  If 
the  ignition  is  too  strong,  particles  of  alkali  may  be  lost. 

The  substance  is  very  finely  powdered, :(  dried  at  lOO"",  and  put 
into  a  platinum  or  porcelain  dish  (in  the  case  of  silicates  whose  solu- 
tion might  be  attended  with  disengagement  of  chlorine,  platinutr 
cannot  be  used);  a  little  water  is  then  added,  and  the  powdei 
mixed  to  a  uniform  paste.  Moderately  concentrated  hydrochloric 
acid,  or — if  the  substance  contains  lead  or  silver — nitric  acid,  is  now 
added,  and  the  mixture  digested  at  a  very  gentle  heat,  with  con- 
stant stirring,  until  the  substance  is  completely  decomposed,  in 
other  terms,  until  the  glass  rod,  which  is  rounded  at  the  end, 
encounters  no  more  gritty  powder,  and  the  stirring  proceeds 
smoothly  without  the  least  grating. 

The  silicates  of  this  class  do  not  all  comport  themselves  in  the 
same  manner  in  this  process,  but  show  some  differences ;  thus  most 
of  them  form  a  bulky  gelatinous  mass,  whilst  in  the  case  of  others 
the  silicic  acid  separates  as  a  light  pulverulent  precipitate ;  again, 
many  of  them  are  decomposed  readily  and  rapidly,  whilst  others 
require  protracted  digestion. 

When  the  decomposition  is  effected,  the  mixture  is  evaporated 
to  dryness  on  the  water-bath,  and  the  residue  heated,  with  frequent 
stirring,  until  all  the  small  lumps  have  crumbled  to  pieces,  and  the 

^Zeitsehr.  f.  analyt  CItem  .  iv.  1S8.  \  Ib.,  vn,  208. 

t  Very  hard  silicates  cannot  be  powdered  in  an  agate  mortar  without  taking 
up  silica  ;  these  must,  therefore,  be  powdered  in  a  steel  mortar,  sifted,  and  freed 
from  particles  of  steel  with  the  magnet. 
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whole  mass  is  thoroughly  dry,  and  until  no  more  acid  fumes  escape. 
It  is  always  the  %afe«t  way  to  conduct  the  drying  on  the  water-bath. 
Occasionally  it  is  well  to  moisten  the  dry  mass  with  water  and  evap- 
orate again.  In  cases  where  it  appears  desirable  to  accelerate  the 
desiccation  by  the  application  of  a  stronger  heat,  an  air-bath  may 
be  had  recourse  to ;  which  may  be  constructed  in  a  simple  way,  by 
suspending  the  dish  containing  the  substance,  with  the  aid  of  wire, 
in  a  somewhat  larger  dish  of  silver  or  iron,  in  a  manner  to  leave 
everywhere  between  the  two  dishes  a  small  space  of  uniform  width. 
Direct  heating  over  the  lamp  is  not  advisable,  as  in  the  most 
strongly  heated  parts  the  silicic  acid  is  liable  to  unite  again  with 
the  separated  bases  to  compounds  which  are  not  decomposed,  or 
only  imperfectly,  by  hydrochloric  acid. 

When  the  mass  is  cold,  it  is  brought  to  a  state  of  semi-fluidity 
by  thoroughly  moistening  it  with  hydrochloric  acid ;  after  which 
it  is  allowed  to  stand  for  half  an  hour,  then  warmed  on  a  water- 
bath,  diluted  with  hot  water,  stirred,  allowed  to  deposit,  and  the 
fluid  decanted  on  to  a  filter;  the  residuary  silicic  acid  is  again 
stirred  with  hydrochloric  acid,  warmed,  diluted,  and  the  fluid  once 
more  decanted  ;'  after  a  third  repetition  of  the  same  operation,  the 
precipitate  also  is  transferred  to  the  filter,  thoroughly  washed  with 
hot  water,  well  dried,  and  ignited  at  last  as  strongly  as  possible,  as 
directed  in  §  52  or  53.  For  the  properties  of  the  residue,  see  §  93,  9. 
The  results  are  accurate.  The  basic  metals,  which  are  in  the  filtrate 
as  chlorides,  are  determined  by  the  methods  given  above.  Devia- 
tions from  the  instructions  here  given  are  likely  to  entail  loss  of 
substance  ;  thus,  for  instance,  if  the  mass  is  not  thoroughly  dried, 
a  not  inconsiderable  portion  of  the  silicic  acid  passes  into  the  solu- 
tion, whereas,  if  the  instructions  are  strictly  complied  with,  only 
traces  of  the  acid  are  dissolved ;  in  accurate  analyses,  however,  even 
such  minute  traces  must  not  be  neglected,  but  should  be  separated 
from  the  metals  precipitated  from  the  solution.  The  separation 
may,  as  a  rule,  be  readily  effected  by  dissolving  them,  after  ignition 
and  weighing,  in  hydrochloric  or  sulphuric  acid,  by  long  digestion 
in  the  heat,  the  traces  of  silicic  acid  being  left  undissolved.  Some- 
times it  is  better  to  fuse  the  metallic  oxides  with  potassium  disul- 
phate,  or  to  reduce  them  to  the  metallic  state  by  ignition  in  hydro- 
gen, and  then  to  treat  with  hydrochloric  acid.  Again,  if  the  silicic 
acid  is  not  thoroughly  dried  previous  to  ignition,  the  aqueous  vapor 
disengaged  upon  the  rapid  application  of  a  strong  heat  may  carry 
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away  particles  of  the  light  and  loose  silica.  If  a  suction  appara- 
tus has  been  used,  however,  and  the  precipitate  has  been  quite 
thoroughly  freed  from  water,  the  precipitate  may  be  ignited  at 
once,  as  described  in  §  52,  p.  116.  In  this  case,  however,  the 
incineration  of  the  filter  is  frequently  imperfect. 

The  silicic  acid  may  be  tested  as  follows :  This  testing  must  on 
no  account  be  omitted  if  the  silica  has  been  separated  in  a  pulveru- 
lent and  not  in  a  gelatinous  form.  Heat  a  portion  on  a  water-bath 
with  moderately  concentrated  solution  of  sodium  carbonate  for  an 
hour  in  a  platinum  or  silver  dish ;  with  less  advantage  in  a  porcor 
lain  dish.  Egoertz*  recommends,  for  O'l  grm.  silicic  acid,  6  c.c. 
of  a  saturated  solution  of  sodium  carbonate  and  12  c.c.  of  water. 
Pure  silica  would  dissolve.  If  a  residue  remains,  pour  off  the  clear 
fiuid  and  heat  again  with  a  small  quantity  of  sodium  carbonate.  If 
a  residue  still  remains,  weigh  the  rest  of  the  impure  silica  and 
treat  it  according  to  &,  to  estimate  the  amount  of  impurity. 

If  you  hsLvepicre  hydrofluoric  acid,  you  may  also  test  the  silicic 
acid  in  a  very  easy  manner,  by  treating  it  with  this  acid  and  a  few 
drops  of  sulphuric  acid  in  a  platinum  dish  ;  upon  the  evaporation 
of  the  solution,  the  silicic  acid,  if  pure,  will  volatilize  completely 
(as  silicon  fluoride).  If  a  residue  remains,  moisten  this  once 
more  with  hydrofluoric  acid,  add  a  few  drops  of  sulphuric  acid, 
evaporate,  and  ignite ;  the  residue  consists  of  the  sulphates  of  the 
metals  retained  by  the  silicic  acid,  as  well  as  any  titanic  acid  that 
was  present  (Beezelius).  Ammonium  fluoride  may  be  used 
instead  of  hydrofluoric  acid. 

h.  Compoimds  which  are  not  decomposed  hy  Hydrochloric  or 
Nitric  Acid  on  digestion  in  open  vessels. 

a.  Decomposition  hy  fusion  with  AlkaU  Carbonate. 

Keduce  the  substance  to  an  impalpable  powder,  by  trituration 
and,  if  necessary,  sifting  (§  25)  ;  transfer  to  a  platinum  crucible, 
and  mix  with  about  4  times  the  weight  of  pure  anhydrous  sodium 
carbonate  or  sodium  and  potassium  carbonate,  with  the  aid  of  a 
rounded  glass  rod ;  wipe  the  rod  against  a  small  portion  of  sodium 
carbonate  on  a  card,  and  transfer  this  also  from  the  card  to  the 
crucible.  Cover  the  latter  well,  and  heat,  according  to  size,  over  a 
gas  or  spirit-lamp  with  double  draught,  or  a  blast  gas-lamp  ;  or 

♦  Zettsehr.f,  analyU  Chem.,  vir.  502. 
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insert  in  a  Hessian  crucible,  compactly  filled  up  with  calcined 
magnesia,  and  heat  in  a  charcoal  fire. 

Apply  at  first  a  moderate  heat  for  some  time  to  make  the  mass 
simply  agglutinate ;  the  carbonic  acid  will,  in  that  case,  escape  from 
the  porous  mass  with  ease  and  unattended  with  spirting.  Increase 
the  heat  afterwards,  finally  to  a  very  high  degree,  and  terminate 
the  operation  only  when  the  mass  appears  in  a  state  of  calm  fusion, 
and  gives  no  more  bubbles. 

The  platinum  crucible  in  which  the  fusion  is  conducted  must 
not  be  too  small ;  in  fact,  the  mixture  should  only  half  fill  it.  The 
larger  the  crucible,  the  less  risk  of  loss  of  substance.  As  it  is  of 
importance  to  watch  the  progress  of  the  operation,  the  lid  must  be 
easily  removable  ;  a  concave  cover,  simply  lying  on  the  top,  is  there- 
fore preferable  to  an  overlapping  lid.  If  the  process  is  conducted 
over  the  spirit  or  simple  gas-lamp,  the  mixed  sodium  and  potas- 
sium carbonates  are  preferable  to  sodium  carbonate,  as  they  fuse 
much  more  readily  than  the  latter.  In  heating  over  a  lamp,  the 
cnicible  should  always  be  supported  on  a  triangle  of  platinum  wire, 
with  the  opening  just  sufficiently  wide  to  allow  the  crucible  to 
drop  into  it  fully  one  third,  yet  to  retain  it  firmly,  even  with  the 
wire  at  an  intense  red  heat.  When  conducting  the  process  over  a 
spirit-lamp  with  double  draught,  or  over  a  simple  gas-lamp,  it  is 
also  advisable,  towards  the  end  of  the  operation,  when  the  heat  is 
to  be  raised  to  the  highest  degree,  to  put  a  chimney  over  the  cnici- 
ble, with  the  lower  border  resting  on  the  ends  of  the  iron  triangle 
which  supports  the  platinum  triangle ;  this  chimney  should  be ' 
about  12  or  14  cm.  high,  and  the  upper  opening  measure  about  4 
cm.  in  diameter.  The  little  clay  chimneys  recommended  by  O.  L. 
Erdmann  are  still  more  serviceable  (Fig.  20,  )>.  22,  *'Qual.  Anal.'-). 
When  the  fusion  is  ended,  the  red-hot  crucible  is  removed  with 
tongs,  and  placed  on  a  cold,  thick,  clean  iron  plate,  on  which  it 
will  rapidly  cool ;  it  is  then  generally  easy  to  detach  the  fused  cake 
in  one  piece. 

The  cake  (or  the  crucible  with  its  contents)  is  put  into  a  beaker, 
from  10  to  15  times  the  quantity  of  water  poured  over  it,  and  heat 
Applied  for  half  an  hour,  then  hydrochloric  acid  is  gradually  added, 
or,  under  certain  circumstances,  nitric  acid;  the  beaker  is  kept 
covered  with  a  glass  plate,  or,  which  is  much  better,  with  a  large 
watch-glass  or  porcelain  dish,  perfectly  clean  outside,  to  prevent 
the  loss  of  the  drops  of  fluid  which  the  escaping  carbonic  acid  car- 
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ries  along  with  it ;  the  drops  thus  intercepted  by  the  cover  are 
afterwards  rinsed  into  the  beaker.  The  crucible  is  also  rinsed  with 
water  mixed  with  dilute  acid,  and  the  solution  obtained  added  to 
the  fluid  in  the  beaker. 

The  solution  is  promoted  by  the  application  of  a  gentle  heat, 
which  is  continued  for  some  time  after  this  is  effected  to  insure  the 
complete  expulsion  of  the  carbonic  acid ;  since  otherwise  some  loss 
of  substance  might  be  incurred,  in  the  subsequent  process  of  evapo- 
ration, by  spirting  caused  by  the  escape  of  that  gas.  If  in  the  pro- 
cess of  treating  the  fused  mass  with  hydrochloric  acid,  a  saline 
powder  subsides  (sodium  or  potassium  chloride),  this  is  a  sign  that 
more  water  is  required. 

If  the  decomposition  of  the  mineral  has  succeeded  to  the  full 
extent,  the  hydrochloric  acid  solution  is  either  perfectly  clear,  or 
light  flakes  of  silicic  acid  only  float  in  it.  But  if  a  heavy  powder 
subsides,  which  feels  gritty  under  the  glass  rod,  this  consists  of 
undecomposed  mineral.  The  cause  of  sucli  imperfect  decomposi- 
tion is  generally  to  be  ascribed  to  imperfect  pulverization.  In. 
such  cases  the  undecomposed  portion  may  be  fused  once  more  with; 
alkali  carbonate  ;  the  better  way,  however,  is  to  repeat  the  process, 
with  a  fresh  portion  of  mineral  more  finely  pulverized. 

The  hydrochloric  or  nitric  acid  solution  obtained  is  poured, 
together  with  the  precipitate  of  silicic  acid,  which  is  usually  floating 
in  it,  into  a  porcelain  or,  better,  into  a  platinum  dish,  and  treated 
as  directed  in  II.,  a.  That  the  fluid  may  not  be  too  much  diluted, 
the  beaker  should  be  rinsed  only  once,  or  not  at  all,  and  the  few 
remaining  drops  of  solution  dried  in  it ;  the  trifling  residue  thus 
obtained  is  treated  in  the  same  way  as  the  residue  left  in  the  evapo- 
rating basin.  This  is  the  method  most  commonly  .employed  to 
effect  the  decomposition  of  silicates  that  are  undecomposable  by 
acids ;  that  it  cannot  be  used  to  determine  alkalies  in  silicates  is 
self-evident. 

ß.  DeamposUion  ly  mecms  of  Hydroßuoric  A  cid. 

aa.  By  Aqtieous  Hydropaoric  Add, 

The  silicate  should  be  finely  pulverized,  dried  at  100°  (in  some 
cases  ignition  is  advisable*).     It  is  mixed,  in  a  platinum  dish,  with 

*  Many  minerals  are  much  more  readily  decomposed  by  hydrofluoric  acid 
also  if  they  are  previously  ignited  in  a  state  of  fine  division  (Hbbmann,  Ram- 
MEL8BER6,  Fr.  Mohb,  Z&iUchr.f.  analyt.  Chtm,\  vii,  291). 
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rather  concentrated,  slightly  fuming  hydrofluoric  acid,  the  acid 
being  added  gradually,  and  the  mixture  stirred  with  a  thick  plati- 
num wire.  Tlie  mixture,  which  has  the  consistence  of  a  thin  paste, 
is  digested  some  time  on  a  water-bath  at  a  gentle  heat,  and  pure 
concentrated  sulphuric  acid,  diluted  with  an  equal  quantity  of 
water,  is  then  added,  drop  by  drop,  in  more  than  sufficent  quantity 
to  convert  all  the  basic  metals  present  into  sulphates.  The  mixture 
is  ijow  evaporated  on  the  water-bath,  during  which  operation  sili- 
con fluoride  gas  and  hydrofluoric  acid  gas  are  continually  volatiliz- 
ing ;  then  it  is  finally  exposed  to  a  stronger  heat  at  some  height  above 
th^  lamp,  until  the  excess  of  sulphuric  acid  is  almost  completely 
expelled.  The  mass,  when  cold,  is  thoroughly  moistened  with  con- 
centrated hydrochloric  acid,  and  allowed  to  stand  at  rest  for  one 
hour ;  water  is  then  added,  and  a  gentle  heat  applied.  If  the 
decomposition  has  fully  succeeded,  the  whole  must  dissolve  to  a 
clear  fluid.  If  an  undissolved  residue  is  left,  the  mixture  is  heated 
for  some  time  on  the  water-bath,  then  allowed  to  deposit,  the  clear 
supernatant  fluid  decanted  as  far  as  pmcticable,  the  residue  dried, 
and  then  treated  again  with  hydrofluoric  acid  and  sulphuric  acid, 
and,  lastly,  with  hydrochloric  acid,  which  will  now  eflfect  complete 
solution,  provided  the  analyzed  substance  was  very  finely  pulver- 
ized, and  free  from  barium,  strontium  (and  lead).  The  solution  is 
added  to  the  first.  The  basic  metals  in  the  solution  (which  con- 
tains them  as  sulphates,  and  contains  also  free  hydrochloric  acid) 
are  determined  by  the  methods  which  will  be  found  in  Section  V. 

This  method,  which  is  certainly  one  of  the  best  to  eflfect  the 
decomposition  of  silicates,  was  proposed  by  Berzelius.  It  has 
been  but  little  used  hitherto,  because  we  did  not  know  how  to  pre- 
pare hydrofluoric  acid,  except  with  the  aid  of  a  distilling  appa- 
ratus of  platinum,  or,  at  least,  with  a  platinum  head  ;  nor  to  keep 
it,  except  in  platinum  vessels.  These  difficulties  can  now  be  con- 
sidered as  overcome,  comp.  §  58,  2.  Never  omit  testing  the  acid 
before  using  it. 

The  hydrofluoric  acid  may  also  be  employed  in  combination 
with  hydrochloric  acid ;  thus  1  grm.  of  finely  elutriated  felspar, 
mixed  with  40c.c.  water,  7  c.c.  hydrochloric  acid  of  2o^and  3Jc.c. 
hydrofluoric  acid,  and  heated  to  near  the  boiling  point,  dissolves 
completely  in  three  minutes.  4  c.c.  sulphuric  acid  are  then  added, 
the  barium  sulphate  which  may  separate  is  filtered  off,  and  the 
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filtrate   evaporated   till   no  more  hydrofluoric  acid  escapes  (Al. 

MrrSCHEBLICH  *). 

The  execution  of  the  method  requires  the  greatest  possible 
care,  both  the  liquid  and  the  gaseous  hydrofluoric  acid  being  most 
injurious  substances.  The  treatment  of  the  silicate  with  the  acid 
and  the  evaporation  must  be  conducted  in  the  open  air,  otherwise 
the  windows  and  all  glass  apparatus  will  be  attacked.  As  the 
silicic  acid  is  in  this  method  simply  inferred  from  the  loss,t  a 
combination  with  method  a  is  often  resorted  to. 

hb.  By  Oaseovs  Hydroßuoric  Acid. 

Instead  of  the  aqueous  solution  of  hydrofluoric  acid,  the 
gaseous  acid  may  also  be  used  for  decomposing  silicates.  This 
method,  which  was  formerly  much  used,  was  proposed  by  Bbuk- 
NBB,:t:  and  is  as  follows:  Place  1  or  2  grammes  of  the  very  flnely 
powdered  silicate  in  as  thin  a  layer  as  possible  in  a  shallow  platinum 
dish,  moisten  the  powder  with  diluted  sulphuric  acid,  and  place 
the  dish  on  a  leaden  tripod  or  other  support  within  a  leaden  box 
about  6  inches  in  diameter  and  about  6  inches  high,  and  on  the 
bottom  of  which  there  has  been  just  placed  a  half-inch  layer  of 
powdered  fluor-spar  mixed  into  a  paste  with  concentrated  sul- 
phuric acid.  (Take  care  to  avoid  the  vapors  evolved ;  the  mixing 
of  the  fluor-spar  and  sulphuric  acid  should  be  done  with  a  long 
glass  rod,  or,  better  still,  with  a  leaden  rod).  As  soon  as  the  plat- 
inum dish  has  been  placed  in  the  box,  by  the  aid  of  a  pair  of  pin- 
cers or  tongs,  put  on  a  tightly-fitting  cover,  lute  the  joints  airtight 
with  plaster-of-paris,  and  set  the  whole  for  6  to  8  days  in  a  warm 
place.  If  it  is  desired  to  facilitate  the  process  do  not  lute  air- 
tight, but  heat  the  apparatus  in  the  open  cdr  §  over  a  gas-  or 
alcohol-lamp ;  by  this  method  1  to  2  grammes  of  the  silicate  may 
be  decomposed  in  a  few  hours,  provided  the  Silicat»  has  been 
spread  out  in  a  very  thin  layer,  or  else  stirred  from  time  to  time, 
an  operation  which  must  be  cautiously  effected. 

♦  Jcum.  /.  prakX,  Chem,,  lxxxi,  108. 

t  The  sUicon  escaping  in  the  form  of  fluoride  may  sometimes  be  determined 
directly  by  the  method  of  Btobt  Mabkeltnb  (  ZeiUchr.f.  anaZyt  Chem,,  ix, 
880),  which,  however,  requires  a  platinum  retort  of  peculiar  construction. 

{  Pogg,  Annal, .  xuv,  184. 

g  An  apparatus  that  may  be  used  in  the  laboratory  has  been  described  by 
A.  MfJLLBB  {Jaum,  f.  prakt.  Chem.,  xcv,  51). 
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If  the  decompoeition  has  succeeded,  the  residue  in  the  plati- 
num dish  will  consist  of  silicofluorides  of  the  metals,  and  sulphates. 
Place  the  dish  now  in  a  larger  platinum  dish,  add  sulphuric  acid 
drop  by  drop,  using  a  little  more  than  is  sufficient  to  convert  the 
bases  into  sulphates,  evaporate  in  an  air-bath,  nearly  but  not  quite 
expel  finally  the  excess  of  sulphuric  acid  over  the  naked  flame, 
and  treat  the  residue  with  hydrochloric  acid  and  water  as  detailed 
under  aa.  The  decomposition  may  be  considered  as  complete 
only  when  a  perfect  solution  results  (apart  from  the  presence  of 
a  little  barium  sulphate). 

If  a  platinum  tube  adapted  for  the  purpose  is  at  hand  the  de* 
composition  may  also  be  effected  by  heating  the  finely  powdered 
mineral  placed  in  a  platinum  boat  inserted  into  the  tube  while 
passing  through  the  latter  a  current  of  dry  hydrofluric-acid  gas. 
The  platinum  tube  is  bent  downwards  in  front,  and  the  end  should 
dip  into  water ;  the  water  takes  up  the  volatile  fiuorides,  while 
the  non-volatile  remain  in  the  platinum  boat.  (Saint-Claire 
Dbville,  Kuhlmann.*) 

00.  By  Ammonium  Fliwride. 

Mix  the  very  finely  powdered  substance  in  a  platinum  dish 
with  four  times  its  weight  of  ammonium  fluoride,  moisten  well 
with  concentrated  sulphuric  acid,  heat  on  the  water-bath  till  the 
evolution  of  silicon  fluoride  and  hydrofluoric  acid  slackens,  add 
more  sulphuric  acid,  heat  again,  finally  somewhat  more  strongly 
till  the  greater  part  of  the  sulphuric  acid  has  escaped,  and  treat 
the  residue  according  to  aa  (L.  v.  Babo,  J.  Potyka,  R,  Hoff- 
mann t).  H.  BosE  X  first  warms  the  silicate  gently  with  seven 
times  its  amount  of  the  fiuoride  and  some  water,  then  heats  gradu- 
ally to  redness  till  no  more  fumes  escape,  and  finally  treats  with 
sulphuric  aaid. 

dd.  By  Hydrogen  Potassitim  Flttoride^  etc. 

In  silicates,  which  more  or  less  resist  the  action  of  hydrofiuoric 
acid,  such  as  zircon  and  beryl,  the  basic  metals  with  the  exception 
of  the  alkalies  may  be  determined  by  fusing  with  hydrogen 
potassium  fiuoride  (Mabignao,  Gibbs§),  or  by  mixing  with 
8  parts  of  sodium  fiuoride,  adding  12  parts  of  potassium  disulphate 

*  Gompt  Bend,,  lviii.  545.  ^Zeitsehr.f.  analyt.  Ch&m.,  vi.  366. 

tFl^g.  AnncU.,  cviii,  20.  §  Zeit^chr.f.  analyt.  Chem.,  iii.  899. 
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to  the  crucible,  and  then  heating  at  first  very  gently,  afterwards 
more  strongly  till  the  mass  fuses  cidmly .  The  residue  is  dissolved 
in  water  or  hydrochloric  acid  (Clabks*). 

y.  Decomposition  hy  Fttsion  with  Ba/rvwm  Hydroaside  or 
Barium  Carhoncnte. 

The  fusion  of  silicates  with  barium  carbonate  requires  a  very 
high  heat,  obtainable  only  with  a  good  blast-lamp,  a  Sefstbom  fur- 
nace, a  Deville  turpentine  lamp,  etc. ;  even  the  highest  temper- 
ature afforded  by  a  wind  furnace  is  insufficient  to  effect  the  melt- 
ing together  of  the  barium  carbonate  and  silicate,  and  only  when 
this  occurs  is  decomposition  complete.  Wlien  this  does  occur, 
however,  it  is  so  energetic  that  even  the  most  refractory  ^fossils 
are  easily  and  completely  decomposed.  From  4  to  6  parts  of 
barium  carbonate  are  taken  for  1  part  of  the  very  finely  powdered 
mineral.  The  fusion  is  effected  in  a  platinum  crucible,  which, 
if  a  Sefstbom  furnace  is  used,  is  placed  within  another  crucible 
of  refractory  fire-clay  filled  with  magnesia.  The  crucible  is  left 
in  the  furnace  for  at  least  half  an  hour.  The  greater  the  quan- 
tity of  barium  carbonate  taken  the  greater  is  the  danger  of  alka* 
lies  volatilizing.  Deville,  in  fact,  recommends  taking  only  0*8 
part  barium  carbonate  for  1  part  of  felspathic  mineral. 

More  readily  decomposable  minerals  may  be  more  easily  de-^ 
composed  by  means  of  barium  hydroxide  freed  from  its  water  of 
crystallization.  To  1  part  of  the  mineral,  from  4  to  5  parts  of 
barium  hydroxide  are  taken,  the  whole  intimately  mixed  and 
covered  with  a  layer  of  barium  carbonate.  The  fusion  may  be 
effected  over  an  ordinary  gas-  or  Bebzeliüs  alcohol-lamp ;  and  it 
is  best  to  use  silver  crucibles,  as  platinum  is  attacked.  The  mass 
fuses  either  completely  or  at  least  melts  together  into  a  mass. 
In  order  to  render  platinum  crucibles  also  applicable,  v.  Fellek- 
BEBa-jRiviEB  t  recommends  melting  4  or  5  parts  of  calcium  chlo» 
ride  in  the  platinum  crucible,  shaking  the  crucible  around  while 
cooling,  then  adding  1  part  of  barium  hydroxide  and  fusing  this 
in  turn.  After  cooling,  1  part  of  the  finely  powdered  silicate  la 
introduced  and  heat  is  applied,  gently  at  first,  but  strongly  later 
when  no  gas  appears  to  be  evolved.     Smith  J  recommends  fusing 

^ZeiUchr,  /.  afuUpt  Chem  ,  vii,  463.  f  -^^•»  «,  459. 

tJaum.f.  prakt  Chem,,  lx,  24S. 
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1  part  silicate  with  3  to  4  parts  barium  carbonate  and  2  parts 
barium  chloride. 

When  the  operation  is  at  an  end — ^no  matter  whether  bariuui 
carbonate  or  barium  hydroxide  has  been  used — allow  the  crucible 
to  cool,  clean  its  outside,  cover  it  with  10  to  15  parts  of  water  in 
a  beaker,  allow  to  macerate  for  some  time,  then  add  hydrochloric 
or  nitric  acid,  and  proceed  as  in  i,  a.  Care  must  be  taken  to 
avoid  adding  too  much  hydrochloric  acid  at  a  time,  because  the 
barium  chloride  is  difficultly  soluble  in  it,  and  hence  may  retard 
or  check  the  solution  of  the  still  undissolved  portion  by  forming 
over  this  an  insoluble  protective  coating.  In  the  filtrate  from 
silicic  acid  the  bases  are  estimated  according  to  the  methods  given 
under  Section  Y.  The  silicic  acid  is  to  be  tested  as  to  its  purity 
according  to  the  method  described  in  a,  before  the  operation  may 
be  regarded  as  having  been  successful.  These  methods,  which 
were  formerly  much  employed  in  determining  the  alkalies  in  sili- 
cates, have  been  more  or  less  superseded  by  decomposition  with 
aqueous  hydrofluoric  acid  and  with  ammonium  fluoride,  as  both 
of  these  are  now  readily  obtainable  commercially. 

6,  Decomposition  hy  Fudon  with  Calciu^n  Ca/rhonate  and 
Ammonium  Chloride. 

Deville  *  recommends  fusing  1  part  of  the  powdered  silicate 
with  0-3  to  0'8  part  calcium  carbonate,  but  I  have  not  found  the 
process  to  answer  with  many  silicates.  L.  Smith  f  recommends 
fusing  0*5  to  1  grm.  of  powered  silicate  with  1  grm.  finely  granu- 
lated ammonium  chloride  (prepared  by  interrupted  crystallization) 
and  8  grm.  pure  calcium  carbonate  (obtained  by  precipitation 
with  anmionium  carbonate  with  heat).  Should  the  temperature 
during  fusion  rise  too  high,  however,  a  portion  of  the  alkali 
chloride  may  be  lost  by  volatilization.  SMrrn  employs  crucibles 
9  mm.  high,  22  mm.  wide  at  the  mouth,  and  16  mm.  wide 
at  the  base.  The  crucibles  are  fixed  in  a  metal  clamp  or  in  the 
iron  plate  of  a  special  gas  furnace,  :|:  and  in  such  a  manner  that 
about  15  mm.  remains  outside.     Gentle  heat  is  applied  first  to 

*Journ.f,  prakt.  Cham,,  lx,  246. 

f/d.,  Lx,  246;  also  Chem.  NmM,  xxiii,  222  and  284;  SMtcihr,  /.  analtfi, 
Oh^m,,  XI,  85, 

IZeitschr,  /.  analyt  Chem.,  xi,  87. 
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tlic  part  of  the  crucible  above  the  mixture^  and  is  then  gradually 
moved  downwards,  so  that  in  aboat  5  minutes  all  the  ammonium 
chloride  is  decomposed.  The  heat  is  then  increased  and  the 
crucible  kept  at  a  bright-red  heat  for  40  to  60  minutes.  By  this 
method  of  heating  all  fear  of  volatilisation  of  alkali  chloride  is 
avoided.  After  cooling,  proceed  with  the  semi-fused  mass  accord- 
ing to  y.  Smith  states,  however,  that  a  solution  of  the  total 
alkalies  may  also  be  obtained  by  heating  the  ignited  mass  with 
water  for  several  hours,  filtering,  and  washing  the  residue.  From 
this  solution  of  alkalies,  calcium  chloride,  and  calcium  hydroxide, 
the  calcium  is  precipitated  bj'  ammonium  carbonate  and  a  little 
oxalate. 

[Prof.  J.  L.  Smtth's  Method  in  detail  for  separating  alkalies : 
Mix  1  part  of  the  pulverized  silicate  with  1  part  of  dry  •ammo- 
nium chloride,  by  gentle  trituration  in  a  smooth  mortar,  then  add 
8  parts  of  calcium  carbonate  (*'  Qual.  Anal."  p.  87)  and  mix  inti- 
mately. Bring  the  mixture  into  a  platinum  crucible,  rinsing  the 
mortar  with  a  little  calcium  carbonate.  Warm  the  crucible  gradu- 
ally over  a  small  Bunsen  burner  until  fumes  of  ammonium  salts  no 
longer  appear,  then  heat  with  the  flame  of  a  Bunsen  burner  until 
the  lower  three^ourths  only  of  the  crucible  are  brought  to  a  red 
heat.  Keep  this  temperature  constant  from  40  to  60  minutes. 
The  temperature  desired  is  that  which  suffices  to  keep  in  state  of 
fusion  the  calcium  chloride  formed  by  the  reaction  of  ammonium 
chloride  with  calcium  carbonate.  The  mass,  however,  does  not 
become  liquid  since  the  fused  calcium  chloride  is  absorbed  by  the 
large  quantity  of  calcium  carbonate  present.  If  the  silicate  is 
fused  by  application  of  too  strong  heat,  disintegration  of  the  mass 
at  the  end  of  the  operation  with  water  cannot  be  effected.  More- 
over, too  high  a  temperature  causes  volatilization  of  alkali  chlo- 
rides. Certain  silicates — e.ff.^  those  which  contain  much  ferrous 
iron — may  fuse  when  heated  with  the  above  mixture,  even  if  no 
higher  temperature  is  employed  than  is  necessary  to  effect  decom- 
position. If  this  occurs,  it  is  better  to  repeat  the  ignition  with  a 
new  portion  of  the  silicate,  using  8  to  10  parts  of  calcium  carbo- 
nate. The  mass  contracts  in  volume  during  the  ignition,  and  is 
usually  easily  detached  from  the  crucible.  Boil  it  in  a  covered 
porcelain  dish,  with  50-75  c.c.  water,  half  an  hour,  replacing  water 
lost  by  evaporation.  Decant  the  solution  from  the  residue  upon  a 
filter,  boil  the  residue  a  few  minutes  with  water,  and  decant  again. 
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If  the  residue  is  now  all  in  a  finely  disintegrated  state,  it  maj  be 
brought  upon  the  filter  and  washed.  But  if,  as  is  often  the  ease,  a 
portion  remains  coherent  or  in  a  coarsely  granular  state,  it  must  be 
reduced  to  a  fine  state  of  division  by  trituration  with  a  porcelain 
or  agate  pestle  in  the  dish,  and  boiling  with  water  again.  By  a 
few  repetitions  of  the  trituration,  boiling  and  decanting,  allowing 
the  fine  suspended  portion  to  pass  upon  the  filter  each  time,  the 
whole  can  usually  be  transferred  to  the  filter  in  properly  disinte- 
grated condition  in  course  of  an  hour.  Next  wash  until  a  few  drops 
of  the  washings  acidified  with  nitric  acid  give  but  a  slight  turbid- 
ity with  silver  nitrate.  The  filtrate  now  contains  the  alkalies  of 
the  silicate  as  chlorides  together  with  calcium  chloride  and  hydrox- 
ide. It  is  not  advisable  to  concentrate  this  filtrate  in  a  glass  vessel, 
since  it  might  take  an  appreciable  quantity  of  sodium  from  the 
glass.  Precipitate,  therefore,  the  calcium  at  once  with  ammonium 
carbonate;  allow  the  precipitate  to  settle,  and  concentrate  the 
supernatant  solution  in  a  porcelain  (or  platinum)  dish,  decanting  it 
into  the  latter,  portionwise  if  necessary,  rinsing  finally  the  precipi- 
tate into  the  porcelain  dish.  When  the  whole  is  thus  reduced  to 
about  30  C.C.,  add  a  little  more  ammonium  carbonate  and  ammonia, 
heat  and  filter  into  a  platinum  (or  porcelain)  dish,  evaporate  to 
dryness  on  a  water-bath,  expel  ammonium  chloride  by  ignition, 
dissolve  the  residual  alkali  chlorides  in  3  to  5  c.c.  of  water.  A 
little  black  or  dark-brown  flocculent  matter  usually  remains  undis- 
solved, while  the  solution  may  still  contain  tracies  of  calcium.  Add 
two  or  three  drops  of  ammonium  carbonate  and  ammonia,  warm 
gently,  and  filter  through  a  very  small  filter  into  a  weighable  plati- 
num vessel.  Evaporate  to  dryness  on  a  water-bath,  heat  to  in- 
cipient fusion  of  the  alkali  chlorides,  and  after  cooling  weigh. 

Prof.  Smith's  method  is  the  most  convenient  of  all  methods 
for  extracting  alkalies  from  silicates,  and  is  universally  applicable, 
except  perhaps  in  presence  of  boric  acid.  When  carried  out  as 
here  described,  the  results  are  sufiiciently  accurate  in  most  cases. 
If,  however,  the  silicate  is  rich  in  alkalies,  a  loss  amounting  to 
0*1  or  0*2  per  cent  of  the  mineral  is  possible.  If  great  accuracy 
is  desired  in  such  cases,  a  repetition  of  the  whole  process  may  be 
applied  to  the  residue  left  by  treatment  of  the  ignited  mass  with 
water.  It  need  hardly  be  mentioned  that  unless  care  be  taken  to  use 
reagents  perfectly  free  from  soda,  and  to  avoid  the  action  of  solu- 
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tions  on  glass,  an  amount  of  soda  maj  be  introduced  from  these 
sources  equal  to  0*1  or  0*2  per  cent  of  the  silicate.] 

€.  Deeompodtion  with  Hydrochloric  or  Stdphnric  Acid 
in    Sealed    Tubes    {vmder    Presswre\    according    to    Au 

MiTSOHEBLIOH.* 

Many  silicates,  as  well  as  aluminates,  which  are  scarcely  or  not 
at  all  attacked  on  being  digested  with  hydrochloric  or  sulphuric 
acid  in  open  vessels,  are  completely  decomposed  on  being  heated 
for  two  hours  in  sealed  tubes  to  200^  to  210°  with  25-per  cent 
hydrochloric  acid  or  with  a  mixture  of  1  part  by  weight  of 
water  and  3  parts  by  weight  of  concentrated  sulphuric  acid.  To 
carry  out  the  process  introduce  about  1  grm.  of  the  finely  elu- 
triated or  sifted  substance  into  a  tube  of  difficultly  fusible  Bohe- 
mian glass  sealed  at  one  end  and  drawn  out  somewhat  at  the 
other ;  then  add  the  acid,  carefully  seal  the  tube,  enclose  it  in  the 
wrought-iron  tube  of  a  metallic  bath,t  and  heat  in  the  manner 
prescribed.  After  cooling,  carefully  open  the  tube,  rinse  out  its 
contents  into  a  platinum  or  porcelain  dish,  and  proceed  as  in 
§  140,  II,  a.  This  method  possesses  the  advantage  over  others 
that  any  ferrous  salt  present  is  obtained  in  solution  as  such  and 
can  be  readily  determined. 

Second  Group. 

GHLOSIKE — ^BBOMINE — I0DINE^<TAN0GKN — SX7LFHÜB. 

§  141. 
1.  Chlobine. 

I.  DetermincUion. 

Chlorine  may  be  determined  very  accurately  in  the  gravimetric 
as  well  as  in  the  volumetric  way.  J 

a.  Grcmtnetric  Method, — DetermMuUion  as  Silver  Chloride. 

Solution  of  silver  nitrate,  mixed  with  some  nitric  acid,  is  added 
in  excess  to  the  solution  of  the  chloride,  the  precipitated  chloride 
is  made  to  unite  by  heating  and  agitating,  washed  by  decantation 

*Joum.  f.  prakL  Chem,,  lxxxi,  108,  and  lxxxiii,  455. 
f  Sach  a  bath  is  described  and  illustrated  in  the  Journ.  f.  prakt,  Ch4m., 
Lxxxiii,  489,  and  in  the  Zeitsehr,  f.  anaiyU  Chem.,  i,  55. 

X  For  the  acidimetric  estimation  of  free  hydrochloric  acid,  see  §  215. 
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and  filtration,  dried,  and  ignited.  The  details  of  the  procees  have 
been  given  in  §  115, 1,  a.  Care  mnst  be  taken  not  to  heat  the 
solution  mixed  with  nitric  acid,  before  the  nitrate  of  silver  has 
been  added  in  excess.  As  soon  as  the  latter  is  present  in  excess, 
the  silver  chloride  separates  immediately  and  completely  upon 
shaking  or  stirring,  and  the  supernatant  fluid  becomes  perfectly 
clear  after  standing  a  short  time  in  a  warm  place.  The  determina- 
tion of  chlorine  by  means  of  silver  is  therefore  more  readily  eflEected 
than  that  of  silver  by  means  of  hydrochloric  acid. 

h.  Volumetric  Methods, 

a.  By  Solution  of  Silver  Nitrate. 

In  §  116,  5,  we  have  seen  how  the  silver  in  a  fluid  may  be  esti- 
mated by  adding  a  standard  solution  of  sodium  chloride  until  no 
further  precipitation  ensues ;  in  the  same  way  we  may  determine 
also,  by  means  of  a  standard  solution  of  silver,  the  amount  of  hydro- 
chloric acid  in  a  fluid,  or  of  chlorine  in  combination  with  a  metal. 
Pelouze  has  used  this  method  for  the  determination  of  several 
atomic  weights.  Levol*  proposed  a  modification  which  serves  to 
indicate  more  readily  the  exact  point  of  complete  precipitation. 
To  the  fluid,  which  must  be  neutral^  he  added  one  tenth  volume 
of  a  saturated  solution  of  sodium  phosphate.  When  the  whole  of 
the  chlorine  has  been  precipitated  by  the  silver,  the  further  addi- 
tion of  the  solution  of  silver  produces  a  yellow  precipitate  which 
does  not  disappear  upon  shaking  the  vessel.  Fb.  Mohb  has  since 
iieplaced,  with  the  most  complete  success,  the  sodium  phosphate  by 
potassium  Chromate. 

This  convenient  and  accurate  method  requires  a  perfectly  neu- 
tral solution  of  silver  nitrate  of  known  value.  The  strength  most 
convenient  is,  1  litre  =  0*1  at.  CI.  I  recommend  the  following 
method  of  preparation :  Dissolve  18-80  to  18*85  grm.  pure  fused 
silver  nitrate  in  1100  c.c.  water,  and  filter  the  solution  if  required ; 
the  solution  is  purposely  made  too  strong  at  first.  Now  weigh  off 
exactly  four  portions  of  pure  sodium  ciiloride,  each  of0-10to0'18 
grm.,  one  after  another.  The  salt  should  be  moderately  ignited, 
not  fused,  powdered  roughly  while  still  warm,  and  introduced  into 
a  small  dry  tube,  that  can  be  well  closed.  The  weighing  off  is  per- 
formed by  first  weighing  the  filled  tube,  then  shaking  out  into  a 
dry  beaker  the  quantity  required,  weighing  again,   dropping  a 

♦  Journ.f.  prakt,  Ghem.,  lx,  884. 
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fiecoud  portion  into  beaker  No.  2,  weighing  again,  and  so  on. 
Each  portion  is  dissolved  in  20  to  30  c.c.  water,  and  about  3  drops 
of  a  cold  saturated  solution  of  pure  normal  potassium  Chromate 
added. 

Fill  a  Mohr's  burette  (in  very  accurate  analysis  an  Erdmann's 
float  should  be  used)  with  the  silver  solution,  and  run  it  slowly, 
with  constant  stirring,  into  the  light  yellow  solution  contained  in 
one  of  the  beakers.  Each  drop  produces,  where  it  falls,  a  red  spot, 
which  on  stirring  disappears,  owing  to  the  instant  decomposition 
of  tlie  silver  Chromate  with  the  sodium  chloride.  At  last,  how- 
ever, the  slight  red  coloration  remains.  Now  all^dhlorine  has  com- 
bined with  silver,  and  a  little  silver  Chromate  has  been  permanently 
formed.  Bead  off  the  burette  and  reckon  how  much  silver  solu- 
tion would  have  been  required  f<»r  0*1  mol.  sodium  chloride,  i.^., 
6*85  grm.  Suppose  we  have  used  to  0*11  sodium  chloride  18*7 
c.c.  silver  solution : 

0-11  :  5-85  ::  18-7  :  x;     »  =  994-6. 

Now,  without  throwing  away  the  contents  of  the  first  beake« , 
make  a  second  and  third  experiment  in  the  same  manner,  of  course 
always  taking  notice  to  regard  the  same  shade  of  red  as  the  sign  of 
the  end.  The  results  of  these  are  reckoned  out  in  the  same  way 
as  the  first.  Suppose  they  gave  for  5-85  NaCl  995-0  and  993-0 
respectively,  we  take  the  mean  of  the  three  numbers,  which  is 
994-2,  and  we  now  know  that  we  have  only  to  take  this  number  of 
C.C.  of  silver  solution,  and  make  it  up  to  1000  c.c.  with  5-8  water, 
in  order  to  obtain  a  solution  of  the  required  strength,  i.e.^  1000  c.c. 
=  0-1  mol.  NaCl.  But  if  994-2  requires  5-8  water,  1000  requires 
5-83.  Hence  we  fill  a  litre-fiask  (previously  dried  or  rinsed  with 
a  small  portion  of  the  solution)  up  to  the  "  holding "  mark  with 
the  solution,  add  5-83  c.c.  water,  insert  a  caoutchouc  stopper,  and 
shake. 

The  solution  must  now  be  correct ;  however,  to  make  quite 
sure,  we  perform  another  experiment  with  it.  To  this  end  rinse 
the  empty  burette  with  the  new  solution,  fill  it  with  the  same  and 
test  with  the  portion  of  salt  in  beaker  No.  4.  The  c.c.  used  of 
«ilver  solution  must  now,if  multiplied  by  0-00585,  give  exactly  the 
weight  of  the  salt. 

Being  now  in  possession  of  a  standard  silver  solution,  and  being 
practised  in  exactly  hitting  the  transition  from  yellow  to  tlio  elinde 
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of  red,  we  are  in  the  position  to  determine  with  precision  chlorine 
in  the  form  of  hydrochloric  acid  or  of  a  metallic  chloride  soluble  in 
water.  The  fluid  to  be  tested  must  be  neutral — free  acids  dissolve 
the  silver  Chromate.  The  solution  of  the  substance  is  therefore. 
If  necessary,  rendered  neutral  by  addition  of  nitric  acid  or  sodium 
carbonate  (it  should  be  rather  alkaline  than  acid),  about  3  drops 
of  the  solution  of  Chromate  added,  and  then  silver  from  the  burette, 
till  the  reddish  coloration  is  just  perceptible.  The  number  of  cc 
used  has  only  to  be  multiplied  by  the  atomic  weight  of  chlorine 
or  the  mol.  weight  of  the  metallic  chloride  and  divided  by  10,000 
to  give  the  amount  of  these  respectively  present. 

If  the  operator  fears  he  has  added  too  much  silver  solution,  ^.«., 
if  the  red  color  is  too  strongly  marked,  he  may  add  1  cc.  of  a  solu- 
tion of  sodium  chloride  containing  5*85  in  a  litre  (and  therefore 
corresponding  to  the  silver  solution),  and  then  add  the  silver  drop 
by  drop  again.  Of  course  in  tliis  case  1  cc.  must,  be  deducted  from 
the  amount  of  silver  solution  used. 

The  results  are  very  satisfactory.  The  fluid  to  be  analyzed 
should  be  about  the  same  volume  as  the  solutions  employed  in 
standardizing  the  silver  solution,  and  also  about  the  same  strength, 
otherwise  the  small  quantity  of  silver  which  produces  the  colora- 
tion will  not  stand  in  the  same  proportion  to  the  chlorine  present. 
This  small  quantity  of  silver  solution  is  extremely  small,  varying 
between  0'05  and  0  *1  cc. :  the  inaccuracy  hereby  arising  even  in  the 
case  of  quantities  of  chlorine  differing  widely  from  that  originally 
used  in  standardizing  the  silver  solution  is  therefore  almost  incon- 
siderable. If  the  amount  of  silver  solution  necessary  to  impart  the 
coloration  always  remained  the  same,  we  should  have  simply  to 
deduct  the  amount  in  question  in  all  experiments,  in  order  to 
avoid  this  small  inaccuracy  entirely ;  since,  however,  the  greater 
the  quantity  of  silver  chloride  the  more  silver  Chromate  is  required 
for  visible  coloration,  this  method  of  proceeding  would  not  increase 
the  exactness  of  the  results. 

ß.  By  Solution  of  Silver  Nitrate  and  Iodide  of  Starch 
(PiSANi's  method*). 

Add  to  the  solution  of  the  chloride,  acidified  with  nitric  acid,  a 
slight  excess  of  standard  solution  of  silver  niti-ate,  warm,  and  filter. 
Determine  the  excess  of  silver  in  the  filtrate  by  means  of  solution 

*  Aw^al.  d  Mlv'w,  --.  «8;  L^EBiG  and  Korr*B  Jnhr^^hrHcht,  1856,  751. 
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of  iodide  of  starch  (see  p.  349),  and  deduct  this  from  the  amount 
of  silver  solution  used.  The  difference  shows  the  quantity  of 
silver  which  has  combined  with  the  chlorine ;  calculate  from  this 
the  amount  of  the  latter.     Besults  satisfactory. 

y.  By  Mercuric-Nitrate  Solution  (Liebio's  method,^  par- 
ticularly recommended  for  estimating  chlorine  in  the  chlorides  in 
urine). 

aa.  Principle  of  the  method.  Mercuric-nitrate  solution  causes 
an  immediate,  dense,  white  precipitate  in  a  solution  of  urea; 
mercuric  chloride,  however,  does  not.  On  mixing  a  mercuric- 
nitrate  solution  with  an  alkali  chloride,  mercuric  chloride  and 
alkali  nitrate  are  formed.  Hence  on  adding  sodium  chloride  to  a 
urea  solution  and  then  dropping  in  a  dilute  mercuric-nitrate  solu- 
tion a  white  cloudiness  forms  at  the  point  where  the  drops  fall, 
but  on  shaking  it  disappears  immediately  so  long  as  the  mercu- 
ric nitrate  continues  to  react  with  the  sodium  chloride.  The 
moment  the  double  decomposition  is  complete,  however,  an 
additional  drop  of  mercuric-nitrate  solution  causes  a  permanent 
turbidity.  Hence,  if  the  volume  and  strength  of  the  mercuric- 
nitrate  solution  added  be  known,  the  chlorine  strength  of  the  salt 
solution  is  also  known,  since  1  eq.  of  mercury  in  the  mercuric 
solution  corresponds  to  2  eq.  of  chlorine. 

hb.  Preparation  of  the  mercuric-nitrate  solution.  As  this 
solution  must  be  perfectly  free  from  other  metals,  it  is  advisable 
to  prepare  it  from  mercury  oxide  obtained  by  precipitating  mer- 
curic chloride  with  soda  solution  and  thoroughly  washing  the 
precipitate.  10*8  grm.  of  the  dried  oxide  so  obtained  are  dissolved 
in  nitric  acid,  the  solution  evaporated  to  a  syrupy  consistency, 
and  then  diluted  to  550  c.  c.  with  water.  The  solution  may  also 
be  made  by  dissolving  repeatedly  recrystallized  mercurous  nitrate 
in  water,  with  the  addition  of  some  nitric  acid,  boiling,  adding 
strong  nitric  acid  until  red  fumes  no  longer  are  evolved,  evapo- 
rating to  syrupy  consistency,  and  diluting  with  enough  water  to 
yield  a  solution  of  approximately  correct  strength. 

cc.  Determdninff  the  strength  of  the  solution.  This  is  effected 
by  means  of  a  sodium-chloride  solution  of  known  strength,  pre- 
pared according  to  Liebio  by  mixing  20  c.  c.  of  a  saturated  (at 
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ordinary  temperatures)  solution  of  pure  rock  salt  or  chemically 
pure  sodium  chloride,  with  298*4  c.  c.  water.  Every  c.  c.  of  the 
solution  will  contain  20  mg.  of  sodium  chloride. 

Of  this  solution  measure  10  c.  c.  into  a  beaker  and  add  3  c.  c. 
of  a  urea  solution  containing  4  grm.  in  every*  100  c.  c. 

Drop  the  mercury  solution  to  be  standardized  from  a  burette 
into  the  mixture,  with  shaking,  until  a  just  perceptible  precipitate^ 
which  fails  to  dissolve  on  shaking,  forms.* 

Ad.  Having  thus  ascertained  how  many  c.  c.  of  mercuric- 
nitrate  solution  are  equivalent  to  10  c.  c.  of  sodium-chloride  solu- 
tion (=0*2  grm.  !NaCl),  the  mercuric  solution  is  applicable 
for  immediate  use,  if  a  little  calculation  is  not  objected  to.  If 
this  is  rather  avoided,  dilute  the  mercuric  solution  so  that  every 
c.  c.  may  correspond  to  a  given  number  of  milligrammes  of 
sodium  chloride  or  chlorine.  Liebig  dilutes  the  solution  so  that 
1  c.  c.  corresponds  to  O'Ol  grm.  of  sodium  chloride. 

ee.  If  the  test-fluid  is  to  be  used  for  testing  solutions  which 
contain  much  foreign  salts  or  an  excess  of  urea,  add  to  10  c.  c.  of 
the  sodium-chloride  solution  3  c.  c.  of  the  urea  solution  and  also 
5  c.  c.  of  a  cold  saturated  sodium-sulphate  solution  before  drop- 
ping in  the  mercuric  solution  f .     Results  accurate. 

<J.  AlkaLimetricaUy  (according  to  Bohlio  J).  Add  to  the 
solution,  if  necessary,  potassium  carbonate  in  not  too  great  excess, 
to  precipitate  the  alkali  earths,  earths,  or  metallic  oxides,  dilute  to 
250  c.  c,  mix,  filter,  and  determine  the  alkalinity  of  50  c.  c.  of  the 
filtrate  according  to  §  220.  To  125  c.  c.  of  the  filtrate  in  a  250- 
c.  c.  flask  add  an  excess  of  pure  silver  oxide,  fill  to  the  mark  with 
water  and  shake  repeatedly,  with  exclusion  of  light.  After  a  few 
minutes  filter  through  a  dry  folded  filter,  pipette  ofi  100  c.  c. 
of  the  filtrate  (corresponding  to  50  c.  c.  of  the  original  liquid), 
and  determine  its  alkalinity  also.     The  difference  in  the  c.  c.  of 

*  A  mere  opalescence  of  the  fluid  is  to  be  disregarded,  as  this  depends  upon 
a  trace  of  foreign  metals,  and  has  no  bearing  on  the  reaction,  as  may  be  readily 
seen  from  the  fact  that  the  cloudiness  is  not  increased  by  a  further  addition  of 
the  mercuric  solution. 

t  The  reason  for  this  addition  is  that  the  mercuric  nitrate  and  urea  are  more 
readily  soluble  in  pure  water  than  in  saline  solution,  hence  the  solvent  powers  of 
the  solutions  should  be  as  nearly  alike  as  possible  when  standardizing  and  when 
performing  the  analysis,  if  accurate  results  are  desired. 

X  Zeitschr.  /.  analyi,  Chem.,  ix,  814. 
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standard  acid  used  in  the  two  determinations  of  alkalinity  cor- 
responds to  the  chlorine  content  of  the  solution.  The  result  is 
naturally  correct  only  when  another  portion  of  the  filtrate  has 
been  tested  and  found  free  from  chlorine.  Bohlio's  method  is 
particular!/  well  adapted  for  technical  purposes. 

Of  these  volumetric  methods  of  estimating  chlorine,  the  first 
deserves  the  preference  in  all  ordinary  cases.  It  is  not,  however, 
applicable  in  urinalysis,  because  compounds  of  the  silver  oxide, 
with  coloring  matters,  etc.,  are  precipitated  with  the  silver  chloride 
(C.  Nbubaubb*).  Pisani's  method  (J,  ß)  is  especially  suited  for 
the  estimation  of  very  minute  quantities  of  chlorine,  but  is  not 
applicable  when,  as  in  nitre  analyses,  large  quantities  of  alkaline 
nitrate  are  present  (p.  344). 

II.  Sepa/roitian  of  Chlormefrom  the  Metals, 
a.  In  Soluble  Chlorides. 

The  same  method  as  in  I,  a.  The  metals  in  the  filtrate  are 
separated  from  the  excess  of  the  salt  of  silver  by  the  methods 
which  will  be  found  in  Section  V.  Chlorides  soluble  in  water  may 
also  be  completely  decomposed  by  cold  digestion  with  oxide  or 
carbonate  of  silver.  Silver  chloride  is  obtained,  while  the  metal 
combined  with  the  chlorine  is  converted  into  oxide  or  carbonate 
and  either  remains  in  solution  or  falls  down  with  the  silver  chlo- 
ride. Take  care  that  no  traces  of  oxide  or  carbonate  of  silver  pa^ 
into  the  filtrate. 

Stcmnous  chloride^  merowrio  chloride^  platmic  chloride^  the 
cJdorides  of  arUimony^  and  the  green  chloride  of  chrorrvium^  form 
exceptions  from  the  rule. 

a.  From  stannic  cldoride^  silver  nitrate  would  precipitate, 
besides  silver  chloride,  a  compound  of  stannic  oxide  and  silver 
oxide.  To  precipitate  the  tin,  therefore,  the  solution  is  mixed  with 
concentrated  solution  of  ammonium  nitrate,  boiled,  allowed  to 
deposit,  decanted,  and  filtered  (compare  §  126,  1,  h\  and  the  chlo- 
rine in  the  filtrate  is  precipitated  with  solution  of  silver.  Löwkn- 
THAL,  the  inventor  of  this  method,  has  proved  its  accuracy.f 

*  To  apply  this  method  to  urine  also,  R.  Pbibram  (Zeitsehr,  f.  analyi.  Ch&m,, 
IX,  428)  heats  10  c.  c.  of  urine  with  60  c.  c.  of  a  solution  of  pure  potassium 
permanganate  (1  or  2  : 1,000)  to  gentle  boiling,  filters  off  the  brown  flocks,  washes 
these,  and  determines  the  chlorine  in  the  filtrate  according  to  h,  a. 

j[Joum.  f.  prakt.  Ohem.,  lxvi,  871. 
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ß.  When  mercuric  chloride  is  precipitated  with  Bolution  of 
silver  nitrate,  the  silver  chloride  thrown  down  contains  an  admix- 
ture of  mercury.  The  mercury  is,  therefore,  first  precipitated  by 
hydrogen  sulphide,  and  the  chlorine  in  the  filtrate  determined  as 
directed  in  §  169. 

y.  The  chlorides  ofcmUmony  are  also  decomposed  in  the  man- 
ner described  in  ß.  The  separation  of  basic  salt  upon  the  addi- 
tion of  water  may  be  avoided  by  addition  of  tartaric  acid.  The 
antimonous  sulphide  should  be  tested  for  chlorine. 

6.  Solution  of  silver  fails  to  precipitate  the  whole  of  the  chlo- 
rine from  solution  of  the  green  chloride  of  chromi/UTn  (Pelioot). 
Tiie  chromium  is,  therefore,  first  precipitated  with  ammonia,  the 
fluid  filtered,  and  the  chlorine  in  the  filtrate  precipitated  as  in  I.,  a. 

e.  From  platinic  chloride  silver  nitrate  throws  down  a  com- 
pound of  platinous  chloride  and  silver  chloride  (Comaille  *).  We 
may  either  ignite  the  platinic  chloride  in  a  current  of  hydrogen 
and  pass  the  hydrochloric  acid  produced  into  solution  of  silver 
(Bonsdorff),  or  we  may  evaporate  the  solution  with  sodium  car- 
bonate, fuse  the  residue  in  a^  platinum  crucible,  and  determine  the 
chloride  in  the  aqueous  solution  of  the  fusion.  Or,  thirdly,  we 
may  (after  Topsob  f)  digest  the  moderately  dilute  solution  in  the 
cold  with  zinc  clippings  till  hydrogen  ceases  to  escape,  add  ammo- 
nia in  excess,  heat  on  a  water-bath  till  the  fluid  is  fully  decolorized, 
all  the  platinum  being  precipitated,  and  finally  determine  the  chlo- 
rine in  the  filtrate. 

J.  In  Insoluble  Chlorides. 

a.  Chlorides  scluble  in  Nitric  Acid. 

Dissolve  the  chloride  in  nitric  acid,  without  applying  heat,  and 
proceed  as  in  I.,  a. 

ß.    Chlorides  imsoluble  m  Nitric  Acid  (lead  chloride, 
silver  chloride,  mercurous  chloride). 

CLa.  Lead  chloride  is  decomposed  by  digestion  with  alkali 
hydrogen  carbonate  and  water.  The  process  is  exactly  the  same 
as  for  the  decomposition  of  lead  sulphate  (§  132,  II.,  &,  ß). 

ib.  Silver  chloride  is  ignited  in  a  porcelain  crucible,  with  3 
parts  of  sodium  and  potassium  carbonate,  until  the  mass  com- 
mences to  agglutinate,     upon  treating  with  water,  the  metallic 

♦  Zeit9€hr.  /.  analyt.  CTiem.,  vi.  121.  f  ^K  ix,  80. 


§  142.]  CHLORINE.  ß29 

silver  is  left  undissolved;  the  solution  contains  the  alkali  chloride, 
which  is  then  treated  as  in  I.,  a. 

Silver  chlorid«  may  also  be  readily  decomposed  by  long  diges- 
tion with  pure  iron  (reduced  by  hydrogen)  and  dilute  sulphuric 
acid.  Zinc  may  be  used  instead  of  iron,  but  it  does  not  answer  so 
well.  The  separated  metallic  silver  may  be  washed,  heated  with 
dilute  sulphuric  acid,  washed  again  and  weighed ;  it  must  after- 
wards be  ascertained,  however^  whether  it  dissolves  in  nitric  acid. 
The  chlorine  is  determined  in  the  chloride  of  iron  or  zinc  as  in 
I.,  a, 

cc.  Mercuroics  chloride  is  decomposed  by  digestion  with  solu- 
tion of  soda  or  potassa.  The  hydrochloric  acid  in  the  filtrate  is 
determined  as  in  I.,  a.  The  mercurous  oxide  is  dissolved  in  nitnc 
or  nitrohydrochloric  acid,  and  the  mercury  determined  as  directed 
in  §  117  or  §  118. 

e.  The  solvhle  chlorides  oftJie  meidla  of  the  fourth^  fifths  and 
siocth  groups  may  generally  be  decomposed  also  by  hydrogen  sul- 
phide or  ammonium  sulphide.  The  chlorine  in  the  filtrate  is 
determined  as  in  §  169.  It  must  not  be  omitted  to  test  the  pre- 
cipitated sulphides  for  chlorine.  Several  chlorides,  cadmium  chlo- 
ride for  instance,  give  sulphides  free  from  chlorine  with  ammonium 
sulphide,  but  not  with  hydrogen  sulphide. 

d.  In  many  metallic  chlorides,  for  instance  in  those  of  the  first 
and  second  groups,  the  chlorine  may  be  determined  also  by  evapo- 
rating with  sulphuric  acid,  converting  the  metal  thus  into  a  sul- 
phate, which  is  then  ignited  and  weighed  as  such ;  the  chlorine 
being  calculated  from  the  loss.  This  method  is  not  applicable  in 
the  case  of  silver  chloride  and  lead  chloride,  which  are  only  imper- 
fectly and  with  diflBculty  decomposed  by  sulphuric  acid ;  nor  in 
the  case  of  mercuric  chloride  and  stannic  chloride,  which  sulphuric 
acid  fails  almost  or  altogether  to  decompose. 

SupplemerU. 

§142. 

Dbtkrionation  of  Chlorine  in  the  Free  State. 

Chlorine  in  the  free  state  may  be  determined  both  in  the  volu- 
metric and  in  the  gravimetric  way.  The  volumetric  methods, 
however,  deserve  the  preference  in  most  cases.  They  are  very 
numerous. 
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I  shall  only  here  adduce  that  one  which  is  undoubtedly  the 
moBt  accurate  and  at  the  same  time  the  most  convenient.* 

1.  VUv/metric  Method, 

With  Potassi/um  Iodide  {after  Bunsen). 

Brmg  the  chlorine,  in  the  gaseous  form  or  in  aqueous  solution, 
into  contact  with  an  excess  of  solution  of  potassium  iodide  in  water. 
Each  at.  chlorine  liberates  1  at.  iodine,  which  remains  dissolved  in 
the  excess  of  potassium  iodide.  By  determining  the  liberated  iodine 
by  means  of  sodium  thiosulphate  as  in  §  146,  you  will  accordingly 
learn  the  quantity  of  chlorine,  and,  in  fact,  with  the  greatest  accuracy. 
If  you  have  to  determine  the  chlorine  of  chlorine  water,  measure 
a  portion  off  with  a  pipette.  So  as  to  prevent  any  of  the  gas 
entering  the  mouth,  connect  the  upper  end  of  the  pipette  with  a 
tube  containing  moist  potassium  hydroxide  laid  between  cotton. 
When  the  pipette  has  been  correctly  filled  allow  its  contents  to  flow, 
with  stirring,  into  an  excess  of  solution  of  potassium  iodide  (I  in  10). 
There  Is  no  difficulty  about  knowing  whether  the  latter  is  sufficiently 
in  excess,  for  if  not,  a  black  precipitate  iö  formed.  If  the  cliloriue 
is  evolved  in  the  gaseous  condition,  you  may  employ  either  the 
apparatus  given  in  §  130,  I,  e^  ß^  or  the  following^  Fig.   103| 


Fig.lOa. 
which  is  especially  suitable  where  the  chlorine  is  not  pure,  but 
*~  d  with  other  gases. 

♦Compare  *•  Chlorimetry  "  in  the  Special  Part. 


§  142.]  CHLORINE.  531 

a  is  a  little  flask,  from  which  the  chlorine  is  evolved  by  boiling 
the  sabstanoe  with  hydrochloric  acid,  a  small  lump  of  magnesite 
being  added ;  it  is  connected  with  the  tnbe,  b^  by  means  of  a  flexible 
tube.  The  latter  must  be  free  from  sulphur — should  it  contain 
sulphur  it  is  well  boiled  with  dilute  potassa  and  then  thoroughlj^ 
washed.  The  thinner  tube,  0,  which  has  been  fused  to  the  bulb  of  J, 
leads  through  the  caoutchouc  stopper  (which  has  been  deprived  of  sul- 
phur) to  the  bulbed  U-tube,  dj  which  contains  solution  of  potassium 
iodide,  and  which  for  safety  is  connected  with  the  plain  ü-tube,  e,  also 
containing  potassium  iodide  solution.  Both  tubes  stand  in  a  beaker 
filled  with  water.  The  apparatus  offers  the  advantages  that  the 
fluid  cannot  return,  that  the  potassium  iodide  remains  cold,  and 
that  the  absorption  is  complete.  After  all  the  chlorine  has  been 
expelled  by  boiling  long  enough,  rinse  d  and  e  out  into  a  beaker  and 
titrate  with  standard  sodium  thiosulphate  (§  146). 

2.  Gravimetric  Method. 

The  fluid  under  examination,  which  must  be  free  from  sulphu- 
ric acid,  say,  for  instance,  30  grin,  chlorine  water,  is  mixed  in  a  stop- 
pered bottle,  with  a  slight  excess  of  sodium  thiosulphate,  say  0'5 
grm. ,  the  stopper  inserted,  and  the  bottle  kept  for  a  short  time  in  a 
warm  place;  after  which  the  odor  of  chlorine  is  found  to  have 
gone  off.  The  mixture  is  then  heated  to  boiling  with  some  hydro- 
chloric acid  in  excess,  to  destroy  the  excess  of  sodium  thiosulphate, 
filtered,  and  the  sulphm'ic  acid  in  the  filtrate  determined  by  barium 
chloride  (§  132).  1  mol.  sulphuric  acid  con-esponds  to  4  at.  chlorine 
(Wicke*). 

In  fluids  containing^  besides/ree  chlorine,  also  hydrochloric  a^cid, 
or  a  metallic  chloride,  the  chlorine  existing  in  a  state  of  combination 
may  be  determined,  in  presence  of  the  free  chlorine,  in  the  follow- 
ing way : 

A  weighed  portion  of  the  fluid  is  mixed  with  solution  of  sulphur- 
ous acid  in  excess,  after  some  time  nitric  acid  is  added,  and  then  potas- 
sium Chromate  to  destroy  the  excess  of  sulphurous  acid,  and  the 
whole  of  the  chlorine  is  precipitated  as  silver  chloride.  The  quantity 
of  the  free  chlorine  is  then  determined  in  another  weighed  portion, 
by  means  of  potassium  iodide ;  the  difference  gives  the  amount  of 
combined  chlorine.f 

*  Annal,  d.  Ghem.  u.  Pharm.,  xcix,  99. 

t  If  chlorine  water  ik  mixed  at  once  with  silver  nitrate,  {  only  of  the  chlorine 
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Having  thus  Been  in  how  simple  and  accurate  a  manner  the 
quantity  of  free  chlorine  may  be  determined  by  Bünsbn's  method, 
it  will  be  readily  understood  that  all  oxides  and  peroxides  which 
yield  chlorine  when  heated  with  hydrochloric  acid,  may  be  analyzed 
by  heating  them  with  concentrated  hydrochloric  acid,  with  addition 
of  a  small  lump  of  magnesite,  and  determining  the  amount  of 
chlorine  evolved.    As  regards  the  procedure,  compare  §  142,  1 . 

§  143. 
2.  Bbomine. 

I.  Determination. 

a.  Gravimetric  Methods, 

Eatima/tioii  as  silver  bromule.  Free  hydrobromic  acid — ^in  a 
solution  free  from  hydrochloric  acid  or  chlorides — is  precipitated 
by  silver  solution,  and  the  further  process  is  conducted  as  in  the 
case  of  liydrochloric  acid  (g  141).  For  the  properties  of  silver  bro- 
mide, see  §  94, 2.     The  results  ai-e  perfectly  accurate. 

h.  Volumetrie  Methods. 

Like  chlorine  in  hydrochloric  acid  and  alkali  chlorides,  bromine 
may  be  estimated  in  the  analogous  compounds  by  stamdard  silver 
solution  (§  141, 1.,  J,  flf),  by  solution  of  silver  a/nd  iodide  of  starch 
(§  141,  I.,  J,  ß),  and  also  alkalimetrically  (§  141,  I.,  6,  6).  But 
these  methods  are  seldom  applicable,  as  they  cannot  be  used  in  the 
presence  of  hydrochloric  acid  and  metallic  chlorides. 

The  following  methods  must  therefore  be  detailed ;  they  are 
especially  useful  for  the  estimation  of  small  quantities  of  bromine 
in  solutions  containing  chlorides,  but  in  point  of  accuracy  they 
leave  much  to  be  desired.* 

a.  With  chlorine  water  and  chloroform  (after  A.  EEiMANNf). 
This  method  depends  on  the  facts  that  chlorine  when  added  to 
bromides  first  liberates  the  bromine  and  then  combines  with  it,  and 
that  bromine  colors  chloroform  yellow  or  orange,  while  bromine 

is  obtained  as  silver  chloride :  6C1  +  8Ag,0  =  5AgCl  +  AgOlOs  (H.  Robe, 
Weltzien,  AnncU.  d.  Chsm.  u.  Pharm.,  xci,  45).  If  chlorine  water  is  mixed 
with  ammonia  in  excess,  there  are  formed  at  first  ammonium  chloride  and  am- 
monium hypochlorite;  the  latter  then  gradually  decomposes  into  nitrogen  and 
ammonium  chloride.  However,  a  little  ammonium  chlorate  is  also  formed  be- 
sides (ScuoNBEiN,  Joum,  /.  prakt.  Chem.,  lzxxiv,  886 ;  ZeiUehr.  f.  analjfU 
Chem.,  II,  59). 

*  Compare  §  189.  f  Annal.  d.  Chem,  u.  Pharm.,  cxy,  140. 


§  143.]  BROMINE.  633 

chloride  merely  communicates  a  yellowish  tinge  to  that  fluid.  The 
process  is  as  follows :  Mix  the  liquid  containing  a  bromide  of  an 
alkali  metal  in  neutral  solution,  in  a  stoppered  bottle  with  a  drop 
of  pure  chloroform  about  the  size  of  a  hazel-nut,  then  add  standard 
chlorine  water  from  a  burette,  protected  from  the  light  by  being 
surrounded  with  black  paper.  On  shaking,  the  chloroform  becomes 
yellow,  on  further  addition  of  chlorine  water,  orange,  then  yellow 
again,  and  lastly — at  the  moment  when  2  at.  chlorine  have  been 
used  for  1  at.  bromine — ^yellowish  white  (KBr  +  2C1  =  KCl  + 
BrCl).  Considerable  practice  and  skill  are  required  before  the 
operator  can  tell  the  end-reaction.  He  will  be  assisted  by  placing 
the  bottle  on  white  paper  and  comparing  the  color  of  the  chloro- 
form with  that  of  a  dilute  solution  of  yellow  potassium  Chromate 
of  the  required  color.  The  strength  of  the  chlorine  water  should 
depend  on  the  amount  of  the  bromine  to  be  determined.  It  should 
be  so  adjusted  that  about  100  c.c.  may  be  used.  The  chlorine  water 
is  standardized  with  potassium  iodide  and,  sodium  thiosulphate 
(§  142,  1).  The  method  is  especially  suited  for  the  determination 
of  small  quantities  of  bromine  in  mother  liquors,  kelp,  &c.  The 
results  are  approximate:  e.g.^  0-018  instead  of  0'0185 — 0*055 
instead  of  0-0Ö9— 0*0112  instead  of  0*01,  &c.  If  the  fluid  con- 
tains  organic  substances,  it  is — after  being  rendered  alkaline  with 
caustic  soda — evaporated  to  dryness,  the  residue  ignited  in  a  silver 
dish,  extracted  with  water,  the  solution  neutralized  exactly  with 
hydrochloric  acid,  and  then  tested. 

ß.  With  chlorine  water  and  heat  {after  Figüies  *). 

The  principles  underlying  this  method  are  that  in  a  solution 
of  a  metallic  bromide,  1  eq.  of  bromine  is  liberated  by  1  eq.  of 
chlorine,  and  that  bromine  gives  an  aqueous  yellow  solution  from 
which  it  readily  escapes  on  boiling  and  leaves  behind  a  colorless 
liquid. 

The  chlorine  is  used  in  the  form  of  a  dilute  solution.  It  must 
be  standardized  immediately  before  use,  its  strength  being  deter- 
mined by  its  action  on  a  sodium-bromide  solution  of  known 
strength  acidulated  with  a  few  drops  of  hydrochloric  acid  (or  more 
simply  by  testing  with  potassium  iodide  and  sodium  thiosulphate 
according  to  §  142,  1).     The  mother-liquor  is  heated  almost  to 

*  Aivnal,,  d,  Ghsm.  et  de  Phps.,  xxxiir,  808;  Joum,f,  prakt.  Chem,,  liv,  293. 
Proposed  for  the  determinalion  of  bromine  in  mother- liquors. 
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boiling  in  a  flask,  then  the  chlorine  water  is  allowed  to  flow  ia 
from  the  burette  covered  with  black  paper,  and  the  mixture  heated 
for  about  three  minutes,  whereby  the  liquid  becomes  again  color- 
less. After  allowing  to  cool  for  two  minutes,  drop  some  more 
chlorine  water  into  the  mixture  and  continue  in  this  manner  until 
the  liquid  is  no  longer  colored  on  adding  chlorine  water.  If  the 
experiments  take  several  hours  to  carry  out,  titrate  the  chlorine 
water  again  at  the  close  of  the  operations  and  base  the  calcula- 
tions on  the  mean  of  the  two  chlorine  determinations.  Alkaline 
fluids  should  be  acidulated  with  a  little  hydrochloric  acid.  Fer- 
rous and  manganous  salts,  iodine,  and  organic  substances  must  be 
absent.  Mother-liquors  colored  yellow  by  organic  matters  are 
best  evaporated  to  dryness,  gently  ignited,  and  the  residue  treated 
with  water  and  filtered.  On  evaporating  the  solution  to  dryness, 
sodium  carbonate  must  be  added,  because  in  this  process  magnesium 
chloride  or  bromide  evolves  hydrochloric  or  hydrobromic  acid. 

According  to  my  investigations,  the  process  is  best  carried  out 
by  heating  the  mother-liquor  in  a  flask  the  stopper  of  which  has 
three  perforations.  Through  one  of  these  carbonic  acid  is  con- 
ducted nearly  to  the  bottom  of  the  flask  and  escapes,  together 
with  the  liberated  bromine,  through  another,  while  the  chlorine 
water  is  introduced  through  the  middle  perforation,  in  which  is 
inserted  the  somewhat  elongated  tip  of  the  burette.  The  process 
is  carried  out  while  the  liquid  is  kept  gently  boiling.  The  deter- 
minations may  in  this  manner  be  quite  rapidly  carried  out,  and 
then  afford  satisfactory  results. 

ß.  Heine's  colorimetric  method.*  The  bromine  is  liberated 
by  means  of  chlorine,  and  taken  up  with  ether;  the  solution  is 
compared,  with  respect  to  color,  with  an  ethereal  solution  of  bro- 
mine of  known  strength,  and  the  quantity  of  bromine  in  it  thus 
ascertained.  Fehlinq  f  obtained  satisfactory  results  by  this  method. 
It  will  at  once  be  seen  that  the  amount  of  bromine  contained  in 
the  fluid  to  be  analyzed  must  be  known  in  some  measure  before 
this  method  can  be  resorted  to.  As  the  brine  examined  by  Fehl- 
iNG  could  contain  at  the  most  0*02  grm.  bromine  in  60  grm.,  he 
prepared  ten  different  test  fluids  by  adding  to  ten  several  portions 
of  60  grm.  each  of  a  saturated  solution  of  common  salt,  increasing 

*Joum,f.  prakt.  Chem,,  xxxvi,  184.    Proposed  to  effect  the  determination 
of  bromine  in  mother- liquors.  \J<yvim,f»  prakt,  Chem,,  xlv,  269. 
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quantities  of  potafisium  bromide,  containing  respectively  from  0  '002 
grm.  to  0*02  grm.  bromine.  He  added  an  equal  volume  of  ether 
to  the  test  fluids,  and  then  chlorine  water,  until  there  was  no  fur- 
ther darkening  observed  in  the  color  of  the  ether.  It  being  of  the 
highest  importance  to  hit  this  point  exactly,  since  too  little  as  well 
as  too  much  chlorine  makes  the  color  appear  lighter,  Fehling  pre- 
pared three  samples  of  each  test  fluid,  and  then  chose  the  darkest 
of  them  for  the  comparison.  60  grm.  are  now  taken  *  of  the 
mother  liquor  to  be  examined,  the  same  volume  of  ether  added  as 
was  added  to  the  test  fluids,  and  then  chlorine  water.  Every 
experiment  is  repeated  several  times.  Direct  sunlight  must  be 
avoided,  and  the  operation  conducted  with  proper  expedition.  In 
my  opinion  it  is  well  to  replace  the  ether  by  chloroform  or  car- 
bon disulphide.  CAioNKxt  substituted  sodium  hypochlorite  for  the 
chlorine  water,  and  removed  the  colored  carbon  disulphide  from 
time  to  time. 

II.  Separation  of  Bromine  from  the  Metals, 
The  metallic  bromides  are  analyzed  exactly  like  the  correspond- 
ing chlorides  (§  141,  II.,  a  to  d)^  the  whole  of  these  methods  being 
applicable  to  bromides  as  well  as  chlorides.  In  the  decomposition 
of  bromides  by  sulphuric  acid  (§  141,  II.,  (Z),  porcelain  crucibles 
must  be  used  instead  of  platinum  ones,  as  the  latter  would  be 
attacked  by  the  liberated  bromine.  Some  bromides,  it  must  be 
remembered,  are  not  completely  decomposed  by  sulphuric  acid ; 
for  instance,  mercuric  bromide  is  not.  The  soluble  bromides  may 
be  converted  into  chlorides  by  evaporation  with  hydrochloric  acid 
and  excess  of  chlorine  water ;  but  this  process  cannot  be  applied 
where  the  chloride  is  liable  to  be  carried  away  with  the  steam ;  for 
insti'^ce,  in  the  case  of  mercuric  bromide. 


*  The  best  way  is  to  take  them  by  measure, 
t  ZtiMvr,  f.  analpt.  Chem,,  ix,  427. 


536  DETERMINATION.  [§§  144,  145, 

&wpjpl€7nent, 

§  144. 

Detebmination  of  Free  Bbominb. 

Free  bromine  in  aqueous  solution,  or  evolved  in  the  gaseous 
form,  is  caused  to  act  on  excess  of  solution  of  potassium  iodide. 
Each  at.  bromine  liberates  1  at.  iodine,  which  is  most  conveniently 
determined  by  means  of  sodium  thiosulphate  (§  146).  As  regards 
the  best  mode  of  bringing  about  the  action  of  the  bromine  on  the 
potassium  iodide,  compare  §  142,  1. 

The  determination  of  free  bromine  in  presence  of  hydrobromio 
acid  or  metallic  bromides  is  effected  in  the  same  manner  as  that  of 
free  chlorine  in  presence  of  hydrochloric  acid  (see  §  142). 

§  145. 
3.  Iodine. 

I.  Determination.* 

a.  Gravimetric  Methods. 

a.  Estimation  as  silver  iodide.  If  you  have  hydriodic  acid  in 
solution,  free  from  hydrochloric  and  hydrobromic  acids,  precipitate 
with  silver  nitrate,  and  proceed  exactly  as  with  hydrochloric  acid 
(§  141).  If  the  solution  is  colored  with  free  iodine,  first  add 
sulphurous  fujid  cautiously  till  the  color  is  removed.  The  particles 
of  silver  iodide  adhering  to  the  filter  are  not  reduced  on  incinera- 
tion, but  a  little  of  the  iodide  is  liable  to  volatilize  if  the  heat  is 
too  high.  Hence  the  filter  should  be  got  as  clean  as  possible,'  and 
the  heat  during  incineration  should  not  be  unduly  raised.  For  the 
properties  of  silver  iodide,  see  §  94,  3.  The  results  are  perfectly 
accurate. 

ß.  Estimation  as  paUadious  iodide.  The  following  method, 
recommended  first  by  Lassaigne,  is  resorted  to  exclusively  to  effect 
the  separation  of  iodine  from  chlorine  and  bromine,  for  which  pur- 
pose it  is  extremely  well  adapted.  The  solution  may  not  contain 
any  alcohol.  Acidify  it  slightly  with  hydrochloric  acid,  and  add  a 
solution  of  palladious  chloride,  as  long  as  a  precipitate  forms ;  let 

♦  For  the  methods  to  be  adopted  in  the  presence  of  bromine  and  chlorine, 
see  §  169 
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the  mixture  stand  from  24  to  4rS  lioiirs  in  a  warm  place,  filter  the 
brownish-black  precipitate  oflE  on  a  weighed  filter,  wash  with  warm 
water,  and  dry  at  100°,  until  the  weight  remains  constant.  For 
the  properties  of  the  precipitate,  see  §  94,  3.  This  method  gives 
very  accurate  results.  Instead  of  simply  drying  the  palladions 
iodide,  and  weighing  it  in  that  form,  yon  may  ignite  it  in  a  current 
of  hydrogen  in  a  crucible  of  porcelain  or  platinum,*  and  calculate 
the  iodine  from  the  residuary  palladium  (H.  Rose).  Compare 
§  122,  1. 

h.  Volumetric  Methods. 

a.  The  methods  given  for  hydrochloric  acid  hj  precipitating 
with  silver  solution  (§  141,  I.,  J,  a);  by  siher  sohUion  and 
iodide  of  sta/rch  (§  141, 1. ,  6,  ß)^  and  also  alkaUmetrically  (§141, 
I-,  6,  <y),  may  be  nsed  for  hydriodic  acid  and  alkali  iodides;  the 
absence  of  chlorine  and  bromine  being  of  course  presupposed. 

ß.  With  nitrous  acid  and  carbon  disxdphide.  This  excellent 
method  has  been  in  frequent  use  in  my  laboratory  for  a  length  of 
time ;  it  may  be  nsed  for  small  or  large  quantities  of  iodine.  We 
require : 

aa.  Solution  of  potassium  iodide  of  known  strength.  Made  by 
drying  the  pure  salt  at  180°  (see  p.  149)  and  dissolving  an  exactly 
weighed  quantity  (about  5  grm.)  to  1  litre. 

hb.  Solution  of  sodium  thiosulphate  containing  about  13  or  13'5 
grm.  of  the  pure  crystallized  salt  in  1  litre. 

cc.  Solution  of  nitrous  acid  in  sulphuric  acid.  Prepared  by 
passing  nitrous  acid  gas  into  sulphuric  acid  to  saturation. 

dd.  Pure  carbon  disulphide. 

ee.  Solution  of  sodium  hydrogen  carbonate.  Made  by  dissolv- 
ing 5  gnn.  in  1000  cc.  cold  water  and  adding  1  cc.  of  hydrochloric 
acid  to  the  solution. 

Begin  by  standardizing  the  thiosulphate  as  follows:  Take  a 
well-stoppered  bottle  of  about  400  cc.  capacity,  transfer  to  it  50 
cc.  of  the  potassium  iodide  solution,  add  about  150  cc  water,  20 
(i.(i,  carbon  disulphide,  some  dilute  sulphuric  acid,  and  10  drops  of 
the  solution  of  nitrous  acid  in  sulphuric  acid.  Insert  the  stopper 
and  shake  the  bottle  violently  for  some  time,  allow  to  settle,  and 
ascertain  by  adding  a  few  more  drops  of  the  nitrous  acid  that  the 
whole  of  the  iodine  has  been  liberated.     Shake  again,  allow  to 

•  This  substance  is  not  injured  by  the  operation. 
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s^ettle,  and  ponr  the  snpernatant  fluid  as  completely  as  possible 
into  a  flask,  leaving  the  carbon  disnlphide  in  the  bottle,  add  20O 
C.C.  water  to  the  latter,  shake  well,  pour  off  the  water  into  the  flask 
and  repeat  the  washing  till  the  last  water  has  no  acid  reaction.  To 
the  contents  of  the  flask  add  10  c.c.  carbon  disulphide,  shake  well, 
pour  off  into  a  second  flask,  wash  the  disulphide  a  little,  and  finally 
shake  the  contents  of  the  second  flask  again  with  some  fresh  disnl- 
phide, which  should  now  be  barely  tinged.  Collect  the  disulphide 
from  both  flasks  on  a  filter  moistened  with  water,  wash  it  till  the 
washings  are  no  longer  acid,  place  the  funnel  in  the  bottle  and 
pierce  the  point  of  the  filter  so  that  the  disulphide  from  all  the 
operations  may  be  mixed.  Add  30  c.c.  of  the  sodium  hydrogen 
carbonate  and  then  the  thiosulphate  from  a  burette,  with  continual 
shaking,  till  the  disulphide  has  lost  its  color.  The  number  of  cc. 
of  thiosulphate  used  will  correspond  to  the  iodine  in  50  cc.  of 
potassium  iodide  solution. 

The  analysis  is  performed  exactly  as  above.  The  thiosulphate 
requires  to  be  standardized  before  every  fresh  series  of  experi- 
ments, as  it  is  liable  to  slight  alteration.  The  presence  of  chlorides 
has  no  influence  whatever  on  the  results.  In  determining  minute 
quantities  of  iodine  let  the  solutions  be  ten  times  weaker,  and  use 
smaller  quantities  and  smaller  vessels. 

The  results  are  entirely  concordant  and  exact. 

y.    Wüh  potassium  permanffonate J  aooordinff  to  Reikige.* 

This  method,  which  is  accurate  and  gives  good  results,  depends 
upon  the  fact  that  all  alkali  iodides  decompose  potassium  perman- 
ganate according  to  the  following  equation : 

KI  +  2KMnO^  =  KIO,  +  K.0  +  2MnO.. 

This  reaction  was  flrst  recommended  by  Pean  de  Saint-Gilles  t 
as  a  basis  for  the  volumetric  determination  of  iodine.  Boiling 
facilitates  the  decomposition;  in  very  dilute  solutions  a  little 
alkali  carbonate  is  added  in  order  to  start  the  reaction.  Metallic 
chlorides  and  bromides  have  no  disturbing  influence  on  the  reaction, 
since  they  are  unaffected  by  the  permanganate. 

In  this  process  there  are  required  a  solution  of  potassium 
permanganate  (standardized  according  to  §  112,  2,  a,  or  by  a  po- 


*Zeiiiehr.f.  anaXyt  Ohern,,  ix.  89.  f  Compt.  rend.,  xlvi,  624. 
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taflsium-iodide  solution  of  known  strength,  as  described  below) 
and  a  dilute  solution  of  sodium  thiosulphate,  each  solution  con- 
taining about  5  grm.  per  litre.  The  thiosulphate  solution  being 
UBed  to  determine  the  excess  of  permanganate,  it  must  therefore 
be  standardized  against  the  latter,  according  to  the  following 
reaction : 

2KMnO,  +  6Na.S  A  =  2MnO,  +  3NaJS,0.  +  K,0  +  3Na.O. 

To  effect  standardization,  measure  off  1  c.  c.  of  the  permanganate 
solution,  add  to  it  a  large  volume  of  water  and  a  few  drops  of  a 
sodium-carbonate  solution,  and  then  run  in  sodium-thiosulphate 
solution  until  the  red  color  just  disappears,  a  point  readily 
observed  in  dilute  solutions  notwithstanding  the  presence  of  the 
precipitated  hjdrated  manganese  peroxide. 

After  having  added  a  little  potassium-  or  sodiufn  carbonate  to 
the  solution  to  be  analyzed,  and  containing  all  the  iodine  as  an 
alkali  iodide,  heat  to  gentle  boiling  and  gradually  add  perman- 
ganate solution  until  the  liquid  containing  the  suspended  precipi^ 
täte  of  hydrated  manganese  peroxide  acquires  a  decided  red  tint, 
which  it  retains  even  after  repeated  boiling.  To  better  observe  the 
color,  remove  the  heat  a  few  seconds  after  each  ebullition  in  order 
to  allow  the  precipitate  to  settle.  Now  pour  the  whole  into  a  500- 
c.  c.  flask,  allow  to  cool$  fill  up  to  the  mark,  pipette  off  100  c.  c.  of 
the  liquid,  and  add  to  this  thiosulphate  solution  until  decoloriza- 
tion  ensues.  Multiply  the  number  of  c.  c.  required  for  tliis 
purpose  by  5,  calculate  from  this  the  equivalent  of  permanganate 
solution,  and  deduct  this  from  the  permanganate  solution  used ;  the 
remainder  corresponds  to  the  metallic  iodide  decomposed,  accord- 
ing to  the  equation  given  above.  The  direct  titration  of  the  excess 
of  the  permanganate  in  the  liquid  containing  the  suspended 
hydrated  manganese  peroxide,  as  recommended  by  BEunoE,  is 
less  easily  accomplished. 

It  need  scarcely  be  mentioned  that  organic  and  other  reducing 
substances  must  be  carefully  excluded. 

S,    With  silver  solution  amd  ata/roh  iodide  (Pisani  *). 

For  this  process  there  are  required  a  titrated  decinormal  silver 
solution  (p.  522)  and  standardized  starch-iodide  solution  (p.  349). 

To  the  solution,  containing  the  iodine  as  an  alkali  iodide,  and 

*  Compi.  rend.,  xliv,  852 ;  Jcum^f  prakt,  Chem»,  Lxxn,  dM. 
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which  must  be  nentral  or  faintlj  acid,  add  first  a  little  pnre^ 
precipitated  calcium  carbonate,  then  0*5  to  1  c.  c.  of  the  starch- 
iodide  solution,  and  then  run  in  from  a  burette  the  silver  solution, 
with  constant  stirring,  until  the  starch  iodide  is  just  decolorized. 
The  volume  of  silver  solution  used,  after  deducting  the  small 
quantity  required  to  decolorize  the  0*5  or  1  c.  c.  starch-iodide 
solution  taken,  corresponds  to  the  iodine  content.  The  method 
depends,  as  seen,  upon  the  fact  that  silver  solution  decom- 
poses metallic  iodides  first,  then  starch  iodide,  and  lastly  any 
chloride  that  may  be  present.  The  process  is  rapid  and  gives 
good  results  in  the  absence  of  metallic  chlorides  and  bromides.  If 
but  little  chloride  is  present,  the  results  are  still  approximate,  but 
if  considerable  is  present,  the  results  are  altogether  unreliable,  as 
the  silver  chloride  precipitated  is  not  decomposed  with  sufficient 
rapidity  by  the  metallic  iodide  and  starch  iodide  present.  Metallic 
bromides  interfere  to  a  still  greater  extent  than  the  chlorides. 

€.  By  distillation  with  ferric  chloride  (Duflos).  When 
hydriodic  acid  or  a  metallic  iodide  is  heated  in  a  retort  with  solu- 
tion of  pure  ferric  chloride,  the  whole  of  the  iodine  escapes  with 
the  aqueous  vapor,  and  ferrous  chloride  is  formed  (Fe,Cl,  -j-  2HI  = 
2FeCl,  -|-  2HC1  +  21).  The  iodine  passing  over  is  received  in  so- 
lution of  potassium  iodide  and  determined  by  sodium  thiosulphate, 
as  directed  in  §  146.  In  employing  this  method  it  must  be  borne 
in  mind  that  the  ferric  chloride  must  be  free  from  chlorine  and 
nitric  acid.  It  is  best  to  prepare  it  from  ferric  oxide  and  hydro- 
chloric acid.  We  must  not  forget  too  that  the  separated  iodine 
is  liable  to  act  on  cork  and  caoutchouc ;  the  apparatus  should 
therefore  be  constructed  according  to  Fig.  81. 

C.  Keesting's  method,*  depending  upon  precipitation,  with 
palladiouS'Chloride  solution  until  no  further  precipitate  forms, 
gives  good  results,  but  is  rather  inconvenient,  and  is  hence  but 
little  used.  The  same  may  be  said  of  the  method  devised  by  A. 
and  F.  Düprb  f,  which  depends  upon  the  action  of  chlorine 
water  on  an  alkali  iodide.  This  method  gives  good  results  only 
when  metallic  chlorides  are  absent  j:. 

•  Annal,  d.  Chem.  u.  Pharm,,  lxxxvii,  25. 
\Ib.,  xcrv,  865. 

X  H.  Rose's  Handbuch  der  analyi.  Chem,,  6.  Aufl.  von  Finkenbr,  ii,  028 ; 
also  my  own  experiments. 
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V>  H.  Stbuve's*  colorimetric  method  may  be  used  in  many 
cases.  In  this  method  the  amount  of  iodine  is  estimated  by  the 
depth  of  color  which  the  separated  iodine  gives  to  a  measured 
quantity  of  carbon  disulphide. 

II.  Sepwratuyfi  of  Iodine  from  the  Metals. 

The  metallic  iodides  are  in  general  analyzed  like  the  corre- 
sponding chlorides.  From  iodides  of  the  alkali  metals  containing 
free  alkali  the  iodine  may  be  precipitated  as  silver  iodide,  by  first 
saturating  the  free  alkali  almost  completely  with  nitric  acid,  then 
adding  solution  of  silver  nitrate  in  excess,  and  finally  nitric  acid  to 
strongly  acid  reaction.  If  an  excess  of  acid  wei-e  added  at  the 
beginning,  free  iodine  might  separate,  which  is  not  converted  com- 
pletely into  silver  iodide  by  solution  of  silver  nitrate.  In  com- 
pounds soluble  in  water  the  iodine  may  generally  be  precipitated 
as  palladious  iodide ;  you  may  also  determine  the  base  in  one  por- 
tion (decomposing  the  compound  with  concentrated  sulphuric 
acid)  and  the  iodine  in  another  portion  according  to  §  145,  I., 
J,  e. 

Iodine  cannot  be  separated  from  platinum  directly  with  silver 
nitrate,  as  insoluble  platinum  salts  would  be  thrown  down  with  the 
silver  iodide.  For  this  purpose  H.  Topsöe  f  recommends  the  fol- 
lowing process :  Dissolve  the  substance  in  a  good  amount  of  water, 
add  solution  of  sodium  hydrogen  sulphite  and  sulphurous  acid, 
heat  on  a  water-bath  till  the  color  has  entirely  disappeared,  and  the 
platinum  is  consequently  converted  into  platinous  sulphite.  In 
this  operation  a  white  flocculent  precipitate  of  sodium  platinous 
sulphite  which  is  difficultly  soluble  separates;  it  redissolves  on 
addition  of  sulphurous  acid.  After  heating  on  the  water-bath  for 
some  time,  allow  to  cool  completely,  precipitate  with  silver  solu- 
tion, which  should  not  be  added  in  large  excess,  add  nitric  acid, 
heat  for  about  an  hour  to  redissolve  the  silver  sulphite  first  thrown 
down  with  the  iodide,  and  then  filter  oflE  the  latter.  Occasionally 
it  is  to  be  preferred  to  add  sulphurous  acid  instead  of  the  sulphite, 
and  then,  when  the  fluid  has  been  heated  and  the  color  has  gone, 
to  add  an  excess  of  ammonia.    In  this  way  the  platinum  compound 

*Zeit»ehr.f.  analpi,  Chem,,  viii,  280. 
f  lb.,  IX,  80. 
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is  not  t}i)X)wii  down,  and  tho  silver  sulphite  does  not  separate  after 
the  addition  of  silver  solution  till  nitric  acid  is  added,  and  is  imme- 
diately redissolved  by  the  excess  of  the  same. 

For  the  analysis  of  insoluble  iodides,  especially  silver  and  lead 
iodides,  mercurous  and  cuproup  iodides,  E.  Meüsel*  strongly 
recommends  sodium  thiosulphate,  in  which  these  salts  dissolve. 
Very  little  water  should  be  used,  and  as  small  a  quantity  of  the 
thiosulphate  as  possible.  The  metal  is  precipitated  from  the  solu- 
tion by  ammonium  sulphide  in  the  form  of  sulphide.  Evaporate 
the  filtrate  with  soda,  and  heat  the  residue  in  a  platinum  dish  to 
incipient  redness  to  destroy  sodium  thiosulphate  and  tetrathionate. 
Dissolve  the  melt  in  water  by  the  aid  of  heat,  and  determine  the 
iodine  in  it  by  §  145,  I. ,  J,  e.  A  large  quantity  of  ferric  chlo- 
ride will  be  required  to  decompose  the  sodium  sulphite ;  the  resi- 
due in  the  retort  should  have  a  deep  reddish-brown  color. 

Silver  iodide  may  be  decomposed  also  by  fusing  with  sodium 
carbonate,  but  not  by  igniting  in  a  current  of  hydrogen,  and  not 
completely  by  zinc  or  iron.  Mercurous  iodide  may  be  easily 
decomposed  by  distilling  with  8  or  10  parts  of  a  mixture  of  1  part 
potassium  cyanide  and  2  parts  quicklime.  For  the  apparatus, 
see  Fig.  88;  aft  is  filled  with  magnesite  (H.  BosBf).  Palladi- 
ous  iodide  may  be  decomposed  by  igniting  in  hydrogen.  Cuprous 
iodide  and  many  other  iodides  may  be  decomposed  by  boiling  with 
potassium  or  sodium  carbonate.  Portions  of  metal,  which  may 
pass  into  the  alkaline  solution,  may  be  thrown  down  by  ammonium 
sulphide,  or  by  acidifying  with  acetic  acid,  and  passing  hydrogen 
sulphide. 

Suj^Ument 

§  146. 
Detebmination  of  Fbee  Iodike. 

The  determination  of  free  iodine  is  an  operation  of  great  impor- 
tance in  analytical  chemistry,  since,  as  BuNSENij:  first  pointed  out,  it 
is  a  means  for  the  estimation  of  all  those  substances  which,  when 
brought  in  contact  with  potassium  iodide,  separate  from  the  same 
a  definite  quantity  of  iodine  (e,g,^  chlorine,  bromine,  &c.),  or,  when 

♦    ZeiUchr.f.  analyt,  CJnm,,  ix,  208.  fift.,  ii,  l. 

XAnnal.  d,  Chem.  u.  Pharm.,  lxxxvi,  265. 
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boiled  with  hydrochloric  acid,  yield  a  definite  quantity  of  chlorine 
{e.g.^  chromic  acid,  peroxide  of  manganese,  &c.).  By  causing  the 
chlorine  produced  to  act  on  potassium  iodide,  we  obtain  the  equiva- 
lent quantity  of  free  iodine. 

Of  the  various  methods  which  have  been  proposed  for  the  esti- 
mation of  free  iodine,  the  oldest  is  that  of  Schwarz.''^  It  is  based 
upon  the  following  reaction :  2Na,S,0,  +  21  =  2NaI  +  Na,S,0,. 
24*832  grm.  pure  crystallized  sodium  thiosulphate  are  dissolved 
to  1  litre.  1000  c.c.  of  the  solution  correspond  to  12*685,  i.«., 
to  01  at.  iodine.  This  solution  is  added  to  the  solution  of  the 
substance  in  potassium  iodide  until  the  fluid  appears  bright  yel- 
low, 3  or  4  c.c.  thin  and  very  clear  starch-paste  are  then  added, 
which  must  produce  blue  coloration,  and  finally  again  sodium 
thiosulphate,  until  the  blue  fluid  is  decolorized. 

This  method,  though  in  itself  excellent,  is  open  to  this  objec- 
tion, that  it  is  difficult  to  obtain  a  solution  of  absolutely  exact  value 
by  weighing  off  sodium  thiosulphate,  as  the  salt  is  not  readily  pro- 
curable in  a  perfectly  pure  and  dry  condition,  and  although  the 
solution  does  not  change  rapidly  or  to  any  great  extent,  it  is  still 
liable  to  gradual  alteration,  especially  under  the  influence  of  light. 

Bünsen's  researches  on  the  vohmietric  estimation  of  iodine 
cited  above  produced  a  very  important  and  beneficial  effect  on  the 
whole  domain  of  chemical  analysis.  His  process  depends  on  the 
fact  that  when  iodine  comes  in  contact  with  an  aqueous  solution 
of  sulphurous  acid,  a  decomposition  takes  place  in  accordance  with 
the  equation  H,SO,  +  H,0  +  21  =  H,SO,  +  2HI,  provided  the 
solution  does  not  contain  more  than  0*04  to  0*0ö  per  cent,  of  an- 
hydrous sulphurous  acid.  If  the  solution  is  more  concentrated, 
another  reaction  also  takes  place  to  a  greater  or  less  extent — 
namely,  H.SO,  +  2HI  =  H,SO,  +  H/)  +  21. 

In  this  method,  a  solution  of  iodine  in  potassium  iodide  con- 
taining a  known  quantity  of  free  iodine  is  employed,  and  we  com- 
mence by  determining  the  relation  between  it  and  a  sufficiently 
dilute  solution  of  sulphurous  acid.  In  applyhig  the  method,  the 
iodine  to  be  estimated  is  dissolved  in  potassium  iodide,  the  stand- 
ard sulphurous  acid  is  added  to  decoloration,  then  thin  starch-paste, 
and  finally  standard  iodine  solution  till  the  blue  color  of  iodide  of 
starch  is  just  visible. 


*Anlsit,  tu  MaoManul.  NachtTäye,  1868,  22. 
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We  calculate  now  the  c.c  of  iodine  solution  which  correspond 
to  the  sulphurous  acid  employed,  and  deduct  therefrom  the  c.c.  of 
iodine  added  to  destroy  the  excess  of  sulphurous  acid.  The 
remainder  gives  tlie  number  of  c.c.  of  iodine  solution  which 
contain  a  quantity  of  iodine  equal  to  that  in  the  substance  ana- 
lyzed. 

On  account  of  the  rapidity  with  which  solution  of  sulphurous 
acid  changes,  this  method  is  somewhat  inconvenient,  and  has  given 
place  to  the  following,  which  is  now  universally  employed.  It 
retains  the  basis  of  Bunsen's  method,  but  substitutes  sodium  thio- 
sulphate  for  sulphurous  acid,  employing  the  reaction  of  Schwarz's 
method.  With  F.  Mohe*  I  give  this  "  combined  method "  the 
preference,  because,  first,  we  are  not  bound  to  a  definite  strength 
of  the  thiosulphate ;  secondly,  the  solution  of  thiosulphate  is  far  less 
affected  by  the  oxygen  of  the  air  than  sulphurous  acid ;  and  thirdly, 
it  loses  nothing  by  evaporation.  FiNKENEsf  even  says,  that  the 
use  of  thiosulphate  makes  the  method  more  accurate,  his  experi- 
ments having  shown  that  in  using  Bunsen'b  method  the  results 
differ  if,  on  one  occasion,  we  add  the  sulphurous  acid  to  the 
iodine,  and,  on  another,  the  iodine  to  the  sulphurous  acid. 

a.  REQuisriES  foe  the  Combined  Method. 

a.  Iodine  solviion  of  known  strength.  Dissolve  6*2  to  6-3 
grm.  iodine  with  the  aid  of  about  9  grm.  potassium  iodide  (free 
from  iodic  acid)  to  about  1200  c.c. 

ß.  Solution  of  sodiv/m  thiostdphcUe,  Dissolve  12*2  to  12*3 
grm.  of  the  pure  and  dry  salt  to  about  1200  c.c. 

y.  Solution  of  potassium  iodide.  Dissolve  1  part  of  the  salt 
(free  from  iodic  acid)  in  about  10  parts  of  water.  The  solution 
must  be  colorless  and  must  remain  so  immediately  after  the  addi- 
tion of  dilute  sulphuric  or  hydrochloric  acid  (either  must  be  iron- 
free). 

<y.  Starch  solution.  Stir  the  purest  starch  powder  gradually 
with  about  100  parts  cold  water  and  heat  to  boiling  with  constant 
stirring.  Allow  to  cool  quietly,  and  pour  oflF  the  fluid  from  any 
deposit.  The  solution  should  be  almost  clear  and  free  from  all 
lumps.  The  starch  solution  is  best  prepared  fresh  before  each 
series  of  experiments. 

*  Lehrbuch  d,  chem.-analyU  TUrirmethode,  8.  Aufl.,  266. 

f  H.  RosB,  Handb,  d.  analyU  Glun*-,,  6.  Aafl.  von  Finkenbr,  ii,  087. 
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h.    PbELIMINAKT    DsTTERMUfATIONB. 

a.  DetermindUon  of  the  relation  between  the  Iodine  Solution 
and  Thiosulphate  Solution. 

Fill  two  burettes  with  the  solutions.  Eun  20  c.  c.  of  the 
thiosulphate  into  a  beaker,  add  some  water  and  3  or  4  c.  c.  starch 
solution,  then  add  the  iodine  till  a  blue  coloration  is  just  pro- 
duced. If  you  have  added  a  drop  too  much,  run  in  one  or  two 
drops  more  of  the  thiosulphate  and  then  more  cautiously  the 
iodine  solution.  After  a  few  minutes  read  off  the  height  of  the 
fluid  in  both  burettes.  Let  us  suppose  we  had  used  20  c.  c.  thio- 
sulphate to  20*2  c.  c.  iodine. 

ß,  Exa^t  Determination  of  the  Iodine  in  the  Solution 
This  is  done  immediately  before  each  series  of  analyses  with 
the  aid  of  an  exactly  weighed  quantity  of  pure  and  dry  iodine. 
Experience  has  convinced  me  that  solution  of  iodine  in  potassium 
iodide,  even  when  kept  cool  and  in  the  dark,  is  much  more  liable 
to  change  than  is  usually  supposed.*  The  determination  is  best 
made  as  follows :  The  tubes  shown  in  Fig.  104  are  heated,  al- 
lowed to  cool  in  an  exsiccator,  and  then  weighed.  0*2 
grm.  of  pure,  resublimed  iodine  f  is  then  introduced  into 
the  inner  tube,  the  tube  placed  obliquely  in  a  small 
sand-bath,  heated  until  the  iodine  melts,  and  cooled 
in  a  very  oblique  position,  so  that  it  may  be  held  in 
the  hand.  Now  slip  on  the  outer  tube,  let  the  whole 
cool  in  an  exsiccator,  weigh,  and  thus  ascertain  the 
exact  quantity  of  iodine  in  the  tube.  Now  place  the 
inner  tube  (the  outer  tube  also,  of  course,  if  any  iodine 
adheres  to  it)  in  a  stoppered  bottle  containing  about 
10  c.  c.  potassium-iodide  solution.  As  soon  as  all  the 
iodine  is  dissolved  dilute  with  water,  run  in  sodium- 
thiosulphate  solution  from  a  burette  until  decolorization  is  just 
effected,  add  3  or  4  c.  c.  starch  paste,  and  then  iodine  solution 

*  I  filled  several  small  well-stoppered  bottles  with  some  solution  of  iodine  in 
potassium  iodide,  the  standard  of  which  had  been  accurately  determined,  and 
placed  them  in  a  cellar.  Even  in  the  course  of  a  few  weeks  the  standard  had 
altered.  I  now  never  rely  on  the  strength  of  a  solution  of  iodine  unless  I  have 
determined  it  shortly  before. 

t  Regarding  the  preparation  of  absolutely  pure  iodine,  compare  Stas,  ZeiUohr, 
/.  analyt  Chenu,  vi,  419. 
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(a,  a)  until  a  blue  tinge  appears.     Bead  off  both  burettes  and 
calculate  the  iodine  content  of  the  solution  a,  a  as  follows : 

Suppose  we  had  weighed  off  0*15  grm.  iodine  and  used  29*5 
c.  c.  thiosulphate  and  0*3  c.  c.  iodine  solution. 

From  h^  nr,  we  know  that  20  c.  c.  thiosulphate  correspond  to 
20*2  c.  c.  iodine  solution;  29*5  c.  c.  therefore  correspond  to 
29*8  c.  c. 

Now  29*5  c.  c.  thiosulphato  correspond  to  0*15  grm.  iodine 
+  0*3  c.  c.  iodine  solution. 

But  29*5  c.  c.  thiosulphate  also  correspond  to  29*8  c.  c.  iodine 
solution. 

.*.  0*15  grm.  iodine  +  0*3  c.  c.  iodine  solution  =  29*8  c.  c. 
iodine  solution. 

.*.   0*16  grm.  iodine  =  29*5  c.  c.  iodine  solution. 

.*.  1  c.  c.  iodine  solution  =  0*0050847  grm.  iodine. 

The  experiment  just  described  is  repeated  and  the  mean  of 
the  two  results  taken,  provided  they  exhibit  sufficient  uniformity. 

Where  tubes  are  not  at  hand  the  process  may  be  conducted 
in  the  following  manner :  Select  three  watch-glasses,  a,  J,  and  c, 
whiijh  fit  each  other ;  weigh  h  and  c  together  accurately.  Put 
about  0*5  grm.  pure  dry  iodine  into  a,  place  it  on  an  iron  plate, 
and  heat  gently  till  dense  fumes  of  iodine  escape.  Now  cover  it 
with  h  and  regulate  the  heat  so  that  the  iodine  may  sublime  en- 
tirely, or  almost  entirely,  into  h.  Next  remove  h  while  still  hot 
and  give  it  a  gentle  swing  in  the  air  to  remove  the  still  uncon- 
densed  iodine  fumes  and  any  traces  of  aqueous  vapor,  cover  it 
with  c,  allow  to  cool  under  the  desiccator,  weigh,  and  transfer  the 
two  watch-glasses  together  with  the  weighed  iodine  to  a  capacious 
beaker  containing  a  sufficient  quantity  of  potassium-iodide  solu- 
tion to  dissolve  the  whole  of  the  iodine  to  a  clear  fluid.  The 
process  is  then  continued  as  above  detailed. 

y.  Dilution  of  the  Standard  Fluids  to  a  Convenient  Strength, 

With  the  aid  of  the  iodine  solution  the  strength  of  which  we  now 
know  exactly,  and  the  solution  of  sodium  thiosulphate  which  stands 
in  a  known  relation  to  the  iodine  solution,  we  might  make  any  deter- 
minations of  iodine.  The  calculation,  although  in  principle  ex- 
tremely simple,  is  yet  somewhat  hampered  by  reason  of  the  long 
decimal  which  expresses  the  quantity  of  iodine  in  1  c.  c.  of  the 
solution.     It  is  therefore  convenient  to  dilute  the  iodine  solution 
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80  that  1  c.  c.  may  exactly  contain  6-005  grm.  iodine.  TLis  is 
done  by  filling  a  litre  flask  therewith  and  adding  the  neceesory 
quantity  of  water;  in  onr  case  16 '94  c.  c,  for  5 :  6-0847 : :  1000: 
1016*94.  If  the  litre  flask  will  hold  above  the  mark  this 
16*94  c.  c,  it  is  simply  added,  otherwise  it  is  put  into  the  dry 
bottle  destined  to  receive  the  iodine  solution,  the  iodine  solution 
added,  the  whole  shaken  together,  a  portion  of  the  fluid  returned 
to  the  flask,  shaken,  poured  back  into  the  bottle,  and  the  whole 
shaken  again. 

The  solution  of  tliiosulphate  may  now  be  diluted  in  a  corre- 
sponding manner.  In  our  case  we  should  have  had  to  add  27*11 
c.  c.  water  to  1000  c.  c.  of  the  solution,  as  will  be  seen  from  the 
following  consideration : 

20*2  c.  c.  of  the  original  iodine  solution  correspond  to  20  c.  c. 
of  the  tliiosulphate  solution. 

.-.  1000  c.  c.  correspond  to  990*1  c.  c. 

Now  these  1000  c.  c.  were  made  up  to  1016'94  by  addition 
of  water;  if  therefore  we  make  up  990*1  c.  c.  of  the  sodium 
tliiosulphate  to  the  same  bulk  by  addition  of  water  we  shall  have 
equivalent  solutions.  Hence,  to  990*1  c.  c.  we  must  add  26*84 
c.  c.  water,  or  to  1000  c.  c.  27*11  water. 

In  such  cases  of  dilution  I  always  prefer  to  take  exactly  1 
litre  instead  of  an  uneven  number  of  c.  c,  as  in  measuring  the 
latter  errors  and  inaccuracies  may  readily  occur ;  I  have  therefore 
above  recommended  the  preparation  of  1200  c.  c.  of  the  fluids,  so 
that  after  their  determination  1000  c.  c.  may  be  sure  to  remain. 

c.  The  actual  Analysis. 

Weigh  the*  iodine  to  be  determined  in  a  glass-stoppered  tube, 
dissolve  in  potassium-iodide  solution  as  in  S,  >9,  add  thiosulphate 
solution  from  the  burette  till  decoloration  is  just  produced,  then 
3  or  4  c.  c.  starch  solution,  then  iodine  solution  from  a  second 
burette  to  incipient  blueness.  The  substance  contains  the  same 
amount  of  iodine  as  the  c.  c.  of  iodine  solution  corresponding  to 
the  thiosulphate  used  minvs  the  c.  c.  of  the  former  used  to  de- 
stroy the  excess  of  the  latter.  Where  the  solutions  are  of  equal 
value,  and  1  c.  c.  corresponds  to  0*005  grm.  iodine,  the  calcula- 
tion is  in  the  highest  degree  simple ;  for  suppose  we  had  used  21 
c.  c.  Ka^S^O.  and  1  c.  c.  iodine,  the  quantity  of  iodine  present  is 
0*1  grm. 

21  —  1  =  20,  and  20  X  0*006  =  0*1. 
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Where  jou  are  analyzing  chromic  acid  or  manganese  dioxide 
by  boiling  with  hydrochloric  acid,  and  passing  the  chlorine  evolved 
into  potassium  iodide,  you  must  allow  the  solution  to  cool  before 
titrating  with  thiosulphate ;  for  at  a  high  temperature  a  portion  of 
the  sodium  tetrathionate  produced  is  converted  into  sodium  sul- 
phate by  the  iodine  (Wbight*). 

Free  acid  in  the  iodine  solution  to  be  estimated  is  not  injuri- 
ous ;  when  such  is  present,  however,  the  excess  of  the  thiosulphate 
must  be  titrated  without  delay,  or  the  free  thiosulphuric  acid  may 
be  decomposed  before  the  iodine  is  added. 

d.  Keeping  of  the  Solutions. 

The  iodine  solution  and  the  thiosulphate  solution  are  kept  in 
glass-stoppered  bottles  in  a  cool,  dark  place.  But  the  relation 
between  the  two  solutions  must  be  tested  before  each  new  series 
of  experiments,  and  the  iodine  in  the  iodine  solution  must  be  rede- 
termined. 

If  a  fluid  contains  free  iodine  in  presence  of  iodine  in  combina- 
tion, determine  the  former  in  one  portion  by  tlie  combined  method, 
and  the  total  quantity  in  another  portion.  For  this  purpose  you 
may  either  (1)  add  sulphurous  acid  to  decoloration,  precipitate 
with  silver  nitrate  (§  145, 1.,  a,  or),  digest  the  precipitate  with  nitric 
acid  to  remove  any  silver  sulphite  which  it  may  contain,  filter,  &c. ; 
or  (2)  distil  with  ferric  chloride  as  directed,  §  145, 1.,  J,  e. 

§147. 

4.  Cyanogen,  t 

I.  Determination, 
a.  Grammetric  Estimation, — If  you  have  free  hydrocyanic  acid 
in  solution  run  it  into  an  excess  of  solution  of  silver  nitrate,  add  a 
little  nitric  acid,  allow  to  settle  without  warming,  and  determine 
the  precipitated  silver  cyanide  either  by  collecting  on  a  weighed 
filter,  drying  at  100°  and  weighing  (§  115,  3),  or  by  collecting  on 
an  unweighed  filter  and  converting  into  metallic  silver.  The  latter 
operation  is  performed  by  igniting  the  precipitate  in  a  porcelain 

*Z0it96hr.f,  analyU  Chem.,  ix,  482. 

t  With  regard  to  Herapath's  colorimetric  method  which  is  founded  on  the 
intensity  of  the  color  of  a  solution  of  persulphocyanide  of  iron«  compare  Chem. 
Oat,,  Aug.  1868,  294. 
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crucible  for  J  hour,  or  till  it  ceases  to  lose  weight  (H.  Rose).  If 
you  wish  to  determine  in  this  way  the  hydrocyanic  acid  in  bitter 
almond  water  or  cherry  laurel  water,  add  ammonia  after  the  addi- 
tion of  the  solution  of  silver  nitrate  till  the  fluid  is  strongly  alka- 
line (it  is  not  necessary  to  dissolve  all  the  silver  cyanide),  and  at 
once  acidify  with  nitric  acid.  When  the  precipitate  has  settled, 
filter.  The  whole  of  the  cyanogfen  in  the  fluid  will  have  been  now 
converted  into  silver  cyanide.  (The  cyanogen  was  originally  pres- 
ent partly  as  hydrocyanic  acid,  partly  as  ammonium  cyanide,  but 
principally  as  hydrocyauate  of  benzaldehyd — S.  Feldbaus.*) 

Feldbaus  recommends  the  following  proportions:  100  grm. 
bitter  almond  water,  about  1*2  grm.  silver  nitrate,  dissolved  in 
water  and  2  to  8  c.c.  ammonia  sp.  gr.0'96.  A  portion  of  the  filtrate 
should  be  tested  to  make  sure  that  it  contains  silver  salt  in  excess, 
another  portion  should  be  tested  by  making  it  strongly  alkaline 
with  ammonia,  and  then  acid  again  with  nitric  acid.  If  a  precipi- 
tate is  formed  in  the  latter  case  it  shows  that  the  whole  of  the  ' 
hydrocyauate  of  benzaldehyd  was  not  decomposed,  and  the  precipi- 
tation must  be  repeated.  If  you  want  to  measui*e  off  a  fluid  con- 
taining hydrocyanic  acid  with  a  pipette,  insert  a  little  tube  with' 
soda-lime  between  the  pipette  and  the  flexible  tube  which  you  put 
into  your  mouth. 

b.  LiEBio's  Volumetric  Methodf. — If  hydrocyanic  acid  is  mixed 
with  potassa  to  strong  alkaline  reaction,  and  a  dilute  solution  of 
silver  nitrate  is  then  added,  a  permanent  turbidity  of  silver  cyanide 
— or,  if  a  few  drops  of  solution  of  sodium  chloride  have  been  added, 
of  silver  chloride — forms  only  after  the  whole  of  the  cyanogen  is 
converted  into  double  cyanide  of  silver  and  potassium.  The  first 
drop  of  solution  of  silver  nitrate  added  in  excess  produces  the  per- 
manent precipitate.  1  at.  silver  consumed  in  the  process  corre- 
sponds, therefore,  exactly  to  2  mol.  hydrocyanic  acid  (2KCy  +  Ag 
NO,  =  AgCy.KCy  +  KNO,).  A  decinormal  solution  of  silver 
nitrate,  containing  consequently  10*792  grm.  silver  in  the  litre, 
should  be  used ;  1  c.c.  of  this  solution  corresponds  to  0*0054096 
of  hydrocyanic  acid.  In  examining  medicinal  hydrocyanic  acid  5  to 
10  grm.  ought  to  be  used,  but  of  bitter  almond  water  about  50grm. ; 
if  exactly  6*4096  or  54*096  grm.  are  used,  the  number  of  c.c. 
of  the  silver  solution,  divided  by  10,  or  by  100,  expresses  exactly 

•  Ziitschr,  f.  analffi,  Chetn.,  iii,  84.    f  Anrial.  d,  Ohem.  u.  Pharm,,  Lxxvu,  102. 
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the  percentage  of  hydrocjanie  acid.  Medicinal  hydrocyanic  acid 
is  suitably  diluted  first  by  adding  from  5  to  8  volumes  of  water ; 
bitter  almond  water  also  is  slightly  diluted ;  if  the  latter  is  turbid 
the  end-reaction  will  not  be  sufficiently  distinct,  and  the  gravimetric 
method  is  to  be  preferred. 

LiEBio  has  examined  hydrocyanic  acid  of  various  degrees  of  dilu- 
tion, and  has  obtained  results  by  this  method  corresponding  exactly 
with  those  obtained  by  a.  Souohat,*  too,  obtained  results  almost 
identical ;  with  pure  dilute  hydrocyanic  acid,  the  gravimetric  results 
were  to  the  volumetric  as  100  to  100*5 — 101 ;  with  clear  or  nearly 
clear  bitter  almond  water  as  100  to  102.  Feldbaus  {J^k.  cit.) 
obtained  very  nearly  similar  results.  The  slightly  higher  results 
of  the  volumetric  process  are  to  be  explained  from  the  fact  that  a 
small  excess  of  silver  solution  is  necessary  to  produce  the  final 
reaction.  The  less  the  amount  of  the  substance  taken  the  greater 
importance  does  this  error  assume.  We  should  also  notice  that  in 
the  bitter  almond  water,  which  contains  ammonium  cyanide,  some 
ammonia  is  set  free  which  has  a  solvent  action  on  the  silver  cyanide. 
In  this  method  it  does  not  matter  whether  the  hydrocyanic  acid 
contains  an  admixture  of  hydrochloric  acid  or  formic  add.  A 
considerable  excess  of  potassa  must  be  avoided. 

If  it  is  intended  to  determine  potassium  cyanide  by  this 
method,  a  solution  of  that  salt  must  be  prepared  of  known 
strength,  and  a  measured  quantity  used  containing  about  0*1  grm. 
of  the  salt.  Should  it  contain  potassium  sulphide,  a  small  quantity 
of  freshly  precipitated  lead  carbonate  must  be  first  added  and 
the  solution  filtered  before  proceeding  to  the  determination. 

0.  FordoB  <md  Gdis*8  Volumetric  Method.'^  This  method 
is  founded  on  the  reaction  of  free  iodine  on  potassium  cyanide, 
described  by  Sbbvllas  and  Wohleb,  and  which  is  as  follows: 
KCN  +  21  =  KI  +  ICN.  According  to  this,  2  eq.  of  iodine 
correspond  to  1  eq.  of  cyanogen  or  1  eq.  hydrocyanic  acid,  or 
1  eq.  of  potassium  cyanide.  The  iodine  solution  is  best  pre- 
pared according  to  §  146.  If  free  hydrocyanic  acid  is  to  be  deter- 
mined, add  first  some  soda  solution  cautiously  until  an  alkaline 
reaction,  then  add  carbonic-acid  water  to  convert  any  possible 
excess  of  alkali  into  carbonate  (the  fluid  must  not  render  curcuma 
paper  brown),  and  finally  sufficient  iodine  solution  to  just  perma- 

*  ZeiUchr.f.  ancUyt.  Cfiem.,  ii,  180. 

t  Joum,  de  Ghim,  et  de  Pharm,,  xxiii,  48;  Joum,f.  prakt,  Ch&m.,  lix.  256. 


I  147.]  OYAKOGEK.  651 

nently  tinge  the  colorless  solntion  yellowish.  When  analyzing 
potassium  cyanide  prepare  a  solution  first  of  known  strength  and 
use  a  volume  containing  about  0*05  grm.  of  potassium  cyanide. 
In  this  case,  too,  the  addition  of  carbonic-acid  water  is  necessary. 
The  potassium  cyanide  must  contain  no  potassium  sulphide,  as 
this  vitiates  the  results.  The  method  on  the  whole  gives  good 
results.  Compare  Soüohay  (loc.  cit.);  it  is  not  applicable  for 
bitter-almond  water,  however. 

II.  Separation  of  Cyanogen  from  the  Metals. 

a.  In  Cyanides  of  the  Alkali  Metals, 

Mix  the  substance  (if  solid,  without  previous  solution  in  water) 
with  excess  of  silver  nitrate  solution,  then  add  water,  finally  nitric 
acid  in  slight  excess,  allow  to  settle  without  warming,  and  deter- 
mine the  silver  cyanide  as  in  I.,  a.  The  basic  metals  are  deter- 
mined in  the  filtrate  after  separating  the  excess  of  silver. 

5.  In  Cya/nides  and  dovUe  Cyanides^  which  are  completely 
decomposed  by  Silver  Nitrate  a/nd  Nitric  Add  or  SU/ver  Nilrale 
and  Ammonia. 

Digest  for  some  time  with  a  dilute  solution  of  silver  nitrate, 
stirring  frequently,*  then  add  nitric  acid  in  moderate  excess,  and 
digest  at  a  gentle  heat,  till  the  foreign  cyanide  is  fully  dissolved 
and  the  silver  cyanide  has  become  pure  and  quite  white.  Then 
add  water  and  filter.  As  a  precautionary  measure  it  is  well  to  test 
the  metal  obtained  by  long  ignition  of  the  silver  cyanide,  whether 
it  is  free  from  those  metals  which  were  combined  with  the  cyano- 
gen. The  filtrate  is  used  for  estimating  the  basic  metals,  the  silver 
being  first  precipitated  with  hydrochloric  acid.  This  method  affords 
us  an  exact  analysis  of  the  double  cyanides  of  potassium  with 
nickel,  copper,  and  zinc  (H.  Bose). 

W.  WEiTHf  recommends  a  solution  of  silver  nitrate  in  ammo- 
nia for  the  decomposition  of  many  cyanogen  compounds,  such  as 
potaßsium  ferrocyanide,  Prussian  blue,  and  even  potassium  cobalti- 
cyauide.  He  digests  them  in  sealed  tubes  at  100°  (in  the  case  of 
potassium  cobalticyanide,  150**)  for  4  or  5  hours.  Warm  the  con- 
tents of  the  tube  gently  in  a  dish,  until  the  crystals  of  ammonio- 
cyanide  of  silver  are  dissolved,  filter  oflE  the  separated  metallic 

*  Double  cyanide  of  Dickel  and  potassium  yields  by  this  process  a  mixture  of 
silver  cyanide  with  nickel  cyanide.    Like  double  cyanides  are  similarly  decom»- 
posed.  ^Z9iUchfr.f,ane^ltfi,Chwn.,Ui,%19. 
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oxide,  wafih  it  with  ammonia,  dilnte,  and  precipitate  the  silver 
cyanide  by  acidifying  with  nitric  acid.  In  the  filtrate  separate  the 
silver  from  the  alkalies,  &c.  In  respect  to  the  undissolved  oxides 
it  should  be  noted  that  metaUic  silver  is  always  mixed  with  the 
ferric  oxide. 

c.  In  Mercuric  Cyanide. 

Precipitate  the  aqueous  solution  with  hydrogen  sulphide ;  the 
mercuric  sulphide  may  be  filtered  without  difficulty  if  a  little 
ammonia  or  hydrochloric  acid  be  added ;  it  is  determined  accord- 
ing to  §  118,  3.  If  the  compound  is  in  the  solid  condition,  the 
cyanogen  may  be  determined  in  another  portion  by  ignition  with 
cupric  oxide,  the  nitrogen  and  cai'bonic  acid  being  collected  and 
separated  (comp.  Organic  Analysis). 

H.  Kobe  and  Finkeneb*  have,  after  much  trouble,  succeeded 
in  finding  out  a  method  for  determining  cyanogen  with  precision 
also  in  solutions  of  mercuric  cyanide.  Mix  the  solution  of  the  mer- 
curic cyanide  with  zinc  nitrate  dissolved  in  ammonia.  To  1  part 
of  mercuric  salt  you  may  add  about  2  parts  of  the  zinc  salt.  Add 
to  the  clear  solution  hydrogen  sulphide  water  gradually  till  it  pro- 
duces a  perfectly  white  precipitate  of  zinc  sulphide.  The  precipi- 
tate, which  is  a  mixture  of  the  mercuric  and  zinc  sulphides,  settles 
well.  After  a  quarter  of  an  hour  filter  it  oflE  and  wash  with  very 
dilute  ammonia.  The  filtrate  contains  zinc  cyanide  dissolved  in 
ammonia,  together  with  ammonium  nitrate.  It  does  not  smell  of 
hydrocyanic  acid,  and  consequently  no  escape  of  the  latter  takes 
place.  Mix  it  with  silver  nitrate  and  then  add  dilute  sulphuric  acid 
in  excess.  The  silver  cyanide  is  next  washed  a  little  by  decantation, 
then — to  free  it  from  any  zinc  cyanide  simultaneously  precipitated 
— heated  with  a  solution  of  silver  nitrate,  finally  filtered  off, 
washed,  and  determined  after  §  147,  I.,  a.  The  precipitated  sul- 
phides may  be  dissolved  in  aqua  regia,  and  the  mercury  precipitated 
as  mercurous  chloride  according  to  §  118,  2.  The  test-analyses  com- 
municated by  EosE  yielded  excellent  results. 

d.  In  coinpounds  decompqaahle  by  Mercuric  Oodde  in  the  Wet 
Way. 

Many  simple  cyanides,  and  also  double  cyanides — both  of  the 
character  of  the  double  cyanide  of  nickel  and  potassium,  and  of 
the  ferro-  or  f erricyanides  (not,  however,  cobalticyanides) — may,  as 

*  Zeitichr.  f.  anaXyt.  Chem.,  i,  288. 
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is  well  known,  be  completely  decomposed  by  boiling  with  excess 
of  mercuric  oxide  and  water,  all  cyanogen  being  obtained  as  mer- 
curic cyanide  and  the  metals  passing  into  oxides. 

H.  KosE  (}oc.  cU.)  has  shown  that  Prussian  blue,  potassium 
ferro-  and  f erricyanide,  more  particularly,  may  be  readily  analyzed 
in  this  manner. 

Boil  a  few  minutes  with  water  and  excels  of  mercuric  oxide  till 
complete  decomposition  is  effected,  add — in  order  to  render  the 
ferric  hydroxide  and  mercuric  oxide  removable  by  filtration — nitric 
acid  in  small  portions,  till  the  alkaline  reaction  has  nearly  disap- 
peared, filter,  wash  with  hot  water,  dry  the  precipitate,  ignite — 
very  gradually  raising  the  heat — under  a  hood  (with  a  good 
draught),  and  weigh  the  ferric  oxide  remaining.  In  the  filtrate 
the  cyanogen  is  determined  according  to  (?,  and  any  potassium  that 
may  be  present  is  determined  in  the  filtrate  from  the  silver  cya- 
nide. 

e.  DeterminaMon  of  Metals  contamed  in  Cyamdeawüh  decom- 
position and  voLalüizoition  of  the  Cyanogen. 

Of  the  various  means  for  completely  decomposing  compounds 
of  cyanogen,  especially  also  the  double  cyanides,  according  to  H. 
Rose  (J^oc.  cit.)  three  particularly  are  worthy  of  recommendation — 
viz.,  concentrated  sulphuric  acid,  mercuric  sulphate,  and  ammo- 
nium chloride.  The  nitrates  seemed  decidedly  less  suitable  on 
account  of  their  too  violent  action. 

a.  DficoMPOsmoN  by  Sulphubio  Aero.  All  cyanogen  com- 
pounds, simple  or  double,  are  completely  decomposed  and  con- 
verted into  sulphates  or  oxides,  as  the  case  may  be,  if  treated  in  a 
powdered  condition  in  a  platinum  dish  or  a  capacious  platinum 
crucible  with  a  mixture  of  about  3  parts  concentrated  sulphu- 
ric acid  and  1  part  water,  and  heated  till  almost  all  the  sulphuric 
acid  had  been  expelled.  The  residual  mass  is  then  free  from  cyan- 
ogen. It  is  dissolved  in  water,  if  necessary  with  addition  of 
hydrochloric  acid,  and  the  metals  determined  by  the  usual  methods.- 
This  way  is  not  adapted  for  mercuric  cyanide,  as  a  little  of  the 
metal  would  escape  with  the  fumes  of  the  sulphuric  acid. 

ß.  Decomposition  by  Mbrcukic  Sulphate.  Of  the  mercuric 
sulphates,  those  suitable  to  our  present  purpose  are  the  normal  and 
the  basic  (Turpeth  mineral).  The  substance  is  mixed  with  6  parts 
of  the  latter,  heated  in  a  platinum  crucible  gradually,  and  finally 
maintained  for  a  long  time  at  a  red-heat,  till  all  the  mercury  has 


664  DETEBMIKATION.  [§  147. 

volatilized,  and  the  weight  of  the  crucible  remains  constant.  If 
alkalies  are  present,  a  little  ammonium  carbonate  is  added  from 
time  to  time  during  the  final  ignition,  in  order  to  convert  the  acid 
sulphates  into  normal.  The  residue  may  usually  be  analyzed  by 
simple  treatment  with  water;  in  the  case  of  potassium  ferro- 
cyanide,  for  instance,  the  potassium  sulphate  dissolves  and  pure 
(alkali-free)  ferric  oxide  remains  behind.  The  test-analyses  that 
have  been  communicated  show  excellent  results. 

y.  DBooMPOsmoN  by  Ammonium  Chlobide.  Mix  the  sub- 
stance with  twice  or  thrice  the  amount  of  this  salt  and  ignite  the 
mixture  moderately  in  a  stream  of  hydrogen  (apparatus.  Fig.  83). 
From  the  cooled  mass  water  extracts  alkali  chloride,  while  the 
reducible  metals  remain  in  the  metallic  state.  The  method  is 
peculiarly  adapted  for  the  analysis  of  double  cyanide  of  nickel  and 
potassium  and  cobalticyanide  of  potassium,  not  so  for  iron  com- 
pounds, since  the  iron  obtained  is  not  pure,  but  contains  carbon. 

If  one  of  the  methods  described  in  e  is  employed,  the  nitrogen 
and  carbon  (the  cyanogen)  must  be  determined  by  a  combustion, 
if  an  estimation  by  the  loss  is  not  sufficient. 

f.  Detenmnaüon  of  the  Alkalies j  especicUly  of  Ammoma^  in 
SokMe  Ferrooyanides. 

Mix  the  boiling  solution  with  a  solution  of  cupric  chloride  in 
moderate  excess,  filter  off  the  precipitated  cupric  ferrocyanide, 
free  the  filtrate  from  copper  by  means  of  hydrogen  sulphide,  and 
then  determine  the  alkalies  (Reindel  ^).  In  the  case  of  fixed 
alkalies  the  object  may  also  be  obtained  by  igniting  with  barium 
thiosulphate  (Fbohde  f ). 

g.  Volumetric  Determination  of  Ferro-  amd  Ferricycmogen. 

a.  After  £.  de  Haen.  This  method,  devised  in  my  labora- 
tory, is  founded  upon  the  simple  fact  that  a  solution  of  potassium 
ferrocyanide  acidified  with  sulphuric  acid  (and  which  may  accord- 
ingly be  assumed  to  contain  free  hydroferrocyanic  acid)  is  by  ad- 
dition of  potassium  permanganate  converted  into  the  correspond- 
ing ferricyanide.  If  this  conversion  is  effected  in  a  very  dilute 
fluid,  containing  about  0-2  grm.  potassium  ferrocyanide  in  from 

^J&wm.f.  prakt,  Chem.,  lxv,  452. 
^ZmtBchr.  /.  aruüyi,  Chem,,  ui,  181. 
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100  to  200  c.  c,  the  termination  of  the  reaction  is  dearly  and 
unmifitakablj  indicated  by  the  change  of  the  originally  pure  yel- 
low color  of  the  fluid  to  reddish-yellow.* 

Tlie  process  requires  two  test-fluids  of  known  strength,  viz. : 

1.  A  solution  of  pure  potsu^ium  ferrocyanide. 

2.  A  solution  of  potassium  permanganate. 

Tlie  former  is  prepared  by  dissolving  20  gnn.  perfectly  pure 
and  dry  crystallized  potassium  ferrocyanide  in  water  to  1  litre; 
each  C.C.  therefore  contains  20  ingrm.  The  loiter  is  diluted  so  that 
somewhat  less  than  a  buretteful  is  required  for  10  c.c.  of  the  solu- 
tion of  potassium  ferrocyanide. 

To  determine  the  strength  of  the  potassium  permanganate  solu- 
tion in  its  action  upon  the  potassium  ferrocyanide,  measure  off,  by 
means  of  a  pipette,  10  c.c.  of  the  solution  of  potassium  ferrocyanide 
(containing  0*2  grra.),  dilute  with  100  to  200  c.c.  water,  acidify  with 
sulphuric  acid,  place  the  glass  on  a  sheet  of  white  paper,  and  allow 
the  permangimate  to  drop  into  the  fluid,  stirring  it  at  the  same 
time,  until  the  change  from  yellow  to  reddish-jeMow  indicates  that 
the  conversion  is  complete,  f  Bepetitions  of  the  experiment  always 
give  very  accurately  corresponding  results.  If  at  any  time  you 
have  reason  to  suspect  that  the  permanganate  has  suffered  altera- 
tion, recourse  must  be  had  again  to  this  experiment.  If  after 
acidifying  the  potassium  ferrocyanide  with  sulphuric  acid  you  add 
a  trace  of  ferric  chloride  to  produce  a  bluish-green  color,  the  latter 
will  disappear  at  the  end  of  the  reaction,  which  is  thus  rendered 
very  distinct  (GintlJ). 

To  determine  the  amount  of  real  potassium  ferrocyanide  con- 
tained in  any  given  sample  of  the  commercial  article,  dissolve  5 
grm.  to  250  c.c. ;  take  10  c.c.  of  this  solution,  and  examine  as  just 
directed.  Suppose,  in  determining  the  strength  of  the  permanga- 
nate, you  have  used  20  cc,  and  you  find  now  that  19  c.c.  is  suffi- 
cient, the  simple  rule-of-three  sum, 

20 :  -2  : :  19  :  a? 

*  Instead  of  the  permanganate  you  may  use  potassium  Chromate.  The  solu- 
tion is  added  till  spots  of  iron  sesquichloride  on  a  plate  are  no  longer  colored 
blue  or  green,  but  brownish.     E.  Mbtbr,  Zeitichr,  f.  analyU  Chem.,  viii»  508. 

f  If  you  wish  at  first  for  some  additional  evidence  besides  the  change  of  color, 
«dd  to  a  drop  of  the  mixture  on  a  plate,  a  drop  of  solution  of  ferric  chloride; 
if  this  fails  to  produce  a  blue  tint,  the  conversion  is  accomplished. 

J2«<ÄSÄr./.  a7ialf/t  Chem,,  vi,  446. 
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will  inform  jou  bow  much  pore  potasainin  ferrocjanide  0*2  grm.  of 
the  analyzed  salt  contains.  And  even  this  small  calculation  may 
be  dispensed  with  by  diluting  the  permanganate  so  that  exactly  50 
c.  c.  correspond  to  0*2  of  potassium  ferrocyanide,  as,  in  that  case, 
the  number  of  half-c.c.  consumed  expresses  directly  the  percentage 
of  pure  ferrocyanide. 

Instead  of  determining  the  strength  of  the  pennanganate  by 
means  of  pure  potassium  ferrocyanide,  which  is  unquestionably 
the  best  way,  oiie  of  the  methods  given  in  §  112,  2,  may  also  be 
employed ;  bearing  in  mind,  in  that  case,  that  2  mol.  potassium 
ferrocyanide  =  846*256,  2  at.  iron  =  111*8,  and  1  mol.  oxalic 
acid  =  126*048  are  equivalent  in  their  action  upon  solution  of 
potassium  permanganate« 

The  analysis  of  soluble  ferricyanides  by  this  method  is  effected 
by  reducing  them  to  ferrocyanides,  acidifying,  and  then  proceeding 
in  the  way  described.  The  reduction  is  effected  as  follows  :  Mix 
the  weighed  ferricyanide  with  a  solution  of  soda  or  potassa  in 
excess,  boil  and  add  concentrated  solution  of  ferrous  sulphate 
gradually,  and  in  small  portions,  until  the  color  of  the  precipitate 
appears  black,  which  is  a  sign  that  protosesquioxide  of  iron  has 
precipitated.  Dilute  now  to  300  cc,  mix,  filter,  and  proceed  to 
determine  the  ferrocyanide  in  portions  of  50  or  100  cc.  of  the 
fluid.  As  the  space  occupied  by  the  precipitate  is  not  taken  into 
account  in  this  process,  the  results  are  not  absolutely  accurate ;.  the 
difference  is  so  very  trifling,  however,  that  it  may  safely  be  disre- 
garded. GiNTL  (loc,  CiL)  suggests  to  put  the  neutral  or  alkaline 
fluid  in  a  tall  vessel  and  add  a  few  lumps  of  sodium  amalgam  as 
big  as  peas :  in  ten  minutes  the  reduction  will  be  effected  and  with- 
out the  aid  of  heat. 

Insoluble  ferro-  or  ferricyanides,  decomposable  by  boiling  solu- 
tion of  potassa  (as  are  most  of  these  compounds),  are  analyzed  by 
boiling  a  weighed  sample  sufficiently  long  with  an  excess  of  solu- 
tion of  potassa  (adding,  in  the  case  of  ferricyanides,  ferrous  sul- 
phate), and  then  proceeding  as  directed  above. 

ß.  After  £.  Lbkssbn.  Ferricyanides  may  also  be  analyzed 
according  to  the  following  method,  which  too  was  devised  in  my 
laboratory:  The  method  is  based  on  the  fact  that  on  bringing 
together  potassium  ferricyanide,  potassium  iodide,  and  concen- 
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trated  hydrochloric  acid,  for  every  eq.  of  potassinm  fernqranide 
1  eq.  of  iodine  are  precipitated,  Aus : 

K.Fe(CN).  +  KI  =  K,Fe(ON),  + 1. 

On  estimating  the  liberated  iodine  according  to  §  146,  the 
quantity  of  potassium  ferricyanide  is  then  determined.  In  four 
experiments  Lbnssbn  obtained  99*22,  101-7,  102*1,  and  100-6, 
instead  of  100.  The  solution  may  be  diluted  only  after  the  hy- 
drochloric acid  has  been  added.  C.  Mohb  *  obtained  still  more 
accurate  results,  as  he  avoided  the  formation  of  hydroferricyanic 
acid  by  adding  zinc-sulphate  solution,  which  is  not  at  all  decomposed 
by  iodine.  He  directs  adding  potassium  iodide  and  hydrochloric 
acid  in  excess  to  the  diluted  ferricyanide  solution,  then  to  add  an 
excess  of  iron-free  zinc-sulphate  solution,  neutralize  the  free  acid 
with  sodium  bicarbonate  in  slight  excess,  and  to  then  detenuine 
the  liberated  iodine  according  to  §  146. 

y.  To  determine  potassium  ferrocyanide  in  dyers'  baths, 
which  contain  oxidizable  organic  substances,  and  which,  hence, 
cannot  be  estimated  with  permanganate,  H.  Bheikeok  f  recom- 
mends a  process  based  on  the  fact  that  potassium-ferrocyanide 
solution,  on  gradually  adding  a  solution  of  a  ferric  salt,  whether 
a  mineral  acid  is  added  or  not,  yields  a  clear,  blue  solution  which 
becomes  turbid  and  which,  when  all  the  ferrocyanogen  is  thrown 
down,  forms  a  clear,  colorless  liquid  containing  Berlin  blue  sus- 
pended in  flocculent  form.  Hence  on  adding  a  solution  of  a  fer- 
ric salt  to  equal  volumes  of  a  potassium-ferrocyanide  solution  of 
known  strength  and  of  the  bath,  until  in  both  cases  the  flocculent 
precipitate  forms,  the  unknown  quantity  of  ferrocyanide  may  be 
readily  calculated. 

d.  After  E.  Bohlig.:}: 

In  the  case  of  a  fluid  containing  potassium  ferrocyanide,  and 
also  sulphocyanide  (for  instance,  the  red  liquor  of  the  prussiate 
works),  the  method  given  in  a  cannot  be  employed,  as  the  hydro- 
sulphocyanic  acid  also  reduces  permanganic  acid.  The  following 
method— depending  on  the  precipitation  of  the  ferrocyanogen  with 
solution  of  cupric  sulphate — may  then  be  used;  it  is  accurate 
enough  for  technical  purposes:  Dissolve  10  grm.  pure  cupric  sul- 

*Annal  d.  Chem.  u.  Pharm.,  cv,  62.        f  Chmn,  CenircUbl,  1871,  p.  778. 
X  Polytechn,  NotiOflatt,  xvi,  81. 
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phate  to  1  litre,  also  4  grm.  pnre  dry  potassitun  ferrocyanide  to  1 
litre.  Add  to  50  c.c.  of  the  latter  solution  (which  contain  0*2  grm. 
potassium  f errocyanide)  copper  solution  from  a  burette  to  complete 
precipitation  of  the  ferrocyanogen.  In  order  to  hit  this  point 
exactly,  from  time  to  time  dip  a  strip  of  filter-paper  into  the 
brownish-red  fluid  which  will  imbibe  the  clear  filtrate,  leaving  the 
precipitate  of  copper  f  errocyanide  behind.  At  first  the  moist  strips 
of  paper,  when  touched  with  ferric  chloride,  become  dark  blue,  the 
reaction  gradually  gets  weaker  and  weaker,  and  finally  yanishes 
altogether.  We  now  know  the  value  of  the  copper  solution  with 
reference  to  its  action  on  potassium  ferrocyanide,  and  can,  there- 
fore, by  its  means  test  solutions  containing  unknown  amounts  of 
ferrocyanogen.  If  alkali  sulphides  are  present,  they  are  first 
removed  by  boiling  with  lead  carbonate.  After  filtering  off  the 
lead  sulphide,  acidify  with  dilute  sulphuric  acid,  and  then  proceed. 

§148. 

5.    SULPHUE. 

I.  Determindtion. 

To  determine  hydrogen  sulphide  m  a  mixture  of  gases  confined 
over  mercury*  it  may  be  absorbed  by  a  ball  made  of  2  parts  precipi- 
tated lead  phosphate  and  3  parts  plaster  of  Paris.  The  mixture  is 
Tnade  into  a  paste  with  water,  and  pressed  into  a  bullet  mould  in 
which  the  platinum  wire  is  inserted.  The  mould  should  previously 
be  oiled.  The  balls  are  dried  at  100°,  saturated  with  concentrated 
phosphoric  acid,  and  are  then  ready  for  use  (LuDWiof). 

To  determine  sulphuretted  hydrogen  dissolved  in  water  the 
following  methods  are  in  use : 

a.  The  method  of  determining  hydrogen  sulphide  volumetri- 
cally  by  solution  of  iodine,  was  employed  first  by  Dupasquier  ;  it 
is  very  convenient  and  accurate.  That  chemist  used  alcoholic  solu- 
tion of  iodine.  But  as  the  action  of  the  iodine  upon  the  alcohol 
alters  the  composition  of  this  solution  somewhat  rapidly,  it  is  bet- 
ter to  use  a  solution  of  iodine  in  potassium  iodide.  The  decom- 
position is  as  follows : 

H.S  +  21  =  2HI  +  S 

*  When  this  gas  remains  long  in  contact  with  mercury,  sulphide  of  mercury 
Is  liable  to  be  formed.  f  Annal.  d.  Chem.  u.  Pharm,,  clxii,  55. 
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2  at.  I  =  253-70  oorreepond,  hence,  to  1  mol.  H,S  =  34  086. 
However,  this  exact  decomposition  can  be  relied  upon  with  cer- 
tainty only  if  the  amonnt  of  hydrogen  sulphide  in  the  fluid  does 
not  exceed  0*04 per  cent.(BuN8EN).  Fluids  containing  a  larger  pro- 
portion of  hydrogen  sulphide  must  therefore  first  be  diluted  to  the 
required  degree  with  boiled  water  cooled  out  of  the  contact  of  air. 

The  iodine  solution  of  §  146  may  be  used  for  the  estimation  of 
larger  quantities  of  hydrogen  sulphide ;  for  weak  solutions,  e.g,, 
sulphuretted  mineral  water,  it  is  advisable  to  dilute  the  iodine  solu- 
tion 5  times,  so  that  1  c.c.  may  contain  0*001  grm.  iodine. 

The  process  is  conducted  as  follows : 

Measure  or  weigh  a  certain  quantity  of  the  sulphuretted  water, 
dilute,  if  required,  in  the  manner  directed,  add  some  thin  starch- 
paste,  and  then  solution  of  iodine,  with  constant  shaking  or  stir- 
ring, until  the  permanent  blue  color  begins  to  appear.  The  result 
of  this  experiment  indicates  approximately,  but  not  with  positive 
accuracy,  th^  relation  between  the  examined  water  and  the  iodine 
solution.  Suppose  you  have  consumed,  to  220  c.c.  of  the  sulphu- 
retted water,  12  c.c.  of  a  solution  of  iodine  containing  0*000918 
grm.  iodine  in  the  ü.(i.*  Introduce  now  into  a  flask  nearly  the 
quantity  of  iodine  solution  required,  add  the  sulphuretted  water 
in  quantity  either  already  determined,  or  to  be  determined,  by 
weight  or  measure  ;t  then  to  the  colorless  fluid  add  thin  starch- 
paste,  and  after  this  iodine  solution  until  the  blue  color  just  begins 
to  show.  By  this  course  of  proceeding,  you  avoid  the  loss  of 
hydrogen  sulphide  which  would  otherwise  be  caused  by  evaporation 
and  oxidation.  In  my  analysis  of  the  Weilbach  water,  256  c.c.  of 
the  water  required,  in  my  second  experiment,  16*26  c.c.  of  iodine 
solution,  which,  calculated  to  the  quantity  of  sulphuretted  water 
used  in  the  first  experinient,  viz.,  220  cc,  makes  13*9  c.c.,  or  1*9 
C.C.  more.  But  even  now  the  experiment  cannot  yet  be  considered 
quite  conclusive,  when  made  with  a  solution  of  iodine  so  dilute ;  it 
being  still  necessary  to  ascertain  how  much  iodine  solution  is  required 
to  impart  the  same  blue  tint  to  the  same  quantity  of  ordinary  water 
mixed  with  starcli-paste,  of  the  same  temperature,;}:  and  as  nearly 
as  possible  in  the  same  condition  §  as  the  analyzed  sulphuretted 

*  The  numbers  here  stated  are  those  which  I  obtained  in  the  analysis  of  the 
Weilbach  water.  f  Compare  Experiment  No.  89. 

X  Annal,  d.  Chem.  u.  PJiarm.,  ou,  186.  % 

§  In  this  connection  I  would  recommend,  in  cases  where  the  sulphuretted 
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water,  aud  to  deduct  this  from  the  quantity  of  iodine  Solution 
used  in  the  second  experiment.  Thus,  in  the  case  mentioned,  I 
had  to  deduct  0*5  c.  c.  from  the  16*26  c.  c.  used.  If  the  instruc- 
tions here  given  are  strictly  followed,  this  method  gives  very 
accurate  results.     (See  Expt.  Ko.  82.) 

h.  Fb.  Mohb's  method  slightly  modified. 

Add  to  the  sulphuretted  water  a  slight  excess  of  sodium-arsen- 
ite  solution  standardized  against  iodine  solution  (§  127,  5,  a), 
then  add  hydrochloric  acid  until  the  liquid  is  distinctly  acid. 
Dilute  to  800  c.  c,  pass  through  a  dry  filter-paper,  miJce  sure 
that  the  solution  still  contains  sodium  arsenite  by  testing  a  sample 
with  hydrogen-sulphide  water,  and  then  determine  in  100  c.  c, 
after  adding  powdered  sodium  bicarbonate,  the  remainder  of  the 
arsenous  acid.  Deduct  the  c.  c.  of  iodine  solution  last  used,  mul- 
tiplied by  3  (because  only  100  c.  c.  of  the  800  c.  c.  have  been 
operated  upon),  from  that  corresponding  to  the  entire  quantity  of 
arsenous  acid  used ;  the  remainder  will  express  the  quantity  of 
iodine  solution  equivalent  to  the  hydrogen  sulphide  present.  In 
calculating  it  must  be  remembered  that  here  2  eq.  of  iodine  cor- 
respond to  3  eq.  of  hydrogen  sulphide,  since  1  eq.  of  As,0, 
decomposes  8  eq.  of  II,S  on  the  one  hand,  forming  As,S|  and 
3H,0,  and  requires  on  the  other  hand  2  eq.  of  iodine  for  its  con- 
version into  arsenic  acid. 

Yery  dilute  hydrogen-sulphide  solutions  cannot  be  estimated 
by  this  method,  as  the  arsenic  sulphide  formed  in  them  takes  a 
long  time  to  deposit,  and  a  very  small  portion  always  remains  in 
solution.* 

c.  Mix  the  sulphuretted  fluid  with  an  excess  of  solution  of 
sodium  arsenite,  add  hydrochloric  acid,  allow  to  deposit,  and  deter- 
mine the  arsenous  sulphide  as  directed  in  §  127,  4.  The  resultsare 
accurate,  unless  the  solution  is  very  dilute,  in  which  case  the  slight 
solubility  of  arsenous  sulphide  occasions  loss.  (See  Expt.  No.  82.) 

In  an  analysis  of  the  Weilbach  waters,  this  method  hence 
gave  0-006621  and  0*006604  per  1000,  whereas  water  taken 

water  contains  bicarbonate  of  soda,  to  add  to  tlie  ordinary  water  an  equal  qaan- 
tity  of  tills  salt,  as  Its  presence  has  a  slight  influence  on  the  appearance  of  the 
final  reaction. 

*  Hydrogen-sulphide  water  containing  0*008  gnn.  H^S  in  a  litre  gave  with  a 
solution  of  arsenous  acid  in  hydrochloric  acid  a  precipitate  that  could  be  filtered 
off  only  after  12  hours. 
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from  the  well  at  the  same  time,  and  titrated  with  iodine,  gave- 
0*007025  H,S  per  1000.  Instead  of  arsenous  acid  the  precipi- 
tation may  be  effected  by  means  of  cupric  acetate  together  with 
a  little  acetic  acid,  or  by  means  of  a  silver  solution,  and  the  sul- 
phur determined  in  the  precipitated  copper  sulphide  as  barium 
sulphate,  according  to  §  148,  II,  or  the  silver  may  be  determined 
in  the  silver  sulphide  in  the  metallic  state.  When  copper  salts  are 
used  in  very  dilute  solutions,  the  results  are  also  too  low ;  whether 
this  is  also  the  case  with  the  silver  solution  T  cannot  say,  from 
lack  of  personal  experience«  The  silver  solution  best  adapted  for 
the  purposes  is  recommended  by  Lttb  *  to  be  prepared  by  dissolv- 
ing silver  chloride  in  sodium-thiosulphate  solution  and  adding  a  few 
drops  of  ammonia.  In  an  analysis  of  water  containing  iron  suU 
phate,  Lyte  f  threw  down  the  hydrogen  sulphide  with  freshly  pre- 
cipitated lead  sulphate,  filtered,  washed,  and  extracted  the  lead  sul- 
phate with  hot  ammonium-acetate  solution,  converted  the  residual 
lead  sulphide  into  lead  sulphate  by  oxidation  with  nitric  acid,  etc., 
and  then  weighed  the  sulphate. 

In  the  case  of  mineral  waters  the  method  a  is  always  to  be 
preferred,  unless  thiosulphates  should  be  present  and  impair  its 
accuracy. 

d.  If  the  hydrogen  sulphide  is  evolved  in  the  gaseous  state,  and 
large  quantities  are  to  be  determined,  the  best  way  is  to  conduct  it 
first  through  several  bulbed  U-tubes  (Fig.  103),.  containing  an 
alkaline  solution  of  sodium  arsenite,  then  through  a  tube  connected 
with  the  exit  of  the  last  U-tube,  which  contains  pieces  of  glass 
moistened  with  solution  of  soda,  to  mix  the  fluids  afterwards,  and 
proceed  as  in  h.  If,  on  the  other  hand,  we  have  to  determine 
small  quantities  of  hydrogen  sulphide  contained  in  a  large  amount 
of  air,  etc.,  it  is  well  to  pass  the  gaseous  mixture  in  separate  small 
bubbles  through  a  yerj  dilute  solution  of  iodine  in  potassium 
iodide  of  known  volume  and  strength,  which  is  contained  in  a  long 
glass  tube  fixed  in  an  inclined  position  and  protected  from  sun- 
light. The  free  iodine  remaining  is  finally  estimated  by  means 
of  a  solution  of  sodium  thiosulphate  (§  146) ;  the  difference  gives 
us  the  quantity  of  iodine  which  has  been  converted  by  hydrogen 
sulphide  into  hydriodic  acid,  and  consequently  corresponds  to  the 

*  Compt  rend,,  xuii«  765.  f  ZeiUe/ir./.  analyU  Ohsm.,  v,  441, 
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amount  of  the  hydrogen  ralphide  present.  The  yolame  of  the 
gaseous  mixture  may  be  known  by  measuring  the  water  which 
has  escaped  from  the  aspirator  used.  The  arrangement  of  the 
absorption  tube  is  the  same  as  is  figured  in  connection  with  the 
Determination  of  Carbonic  Acid  in  Air.  The  thin  glass  tube 
conducting  the  gas  into  the  absorption  tube,  however,  must  not 
be  provided  with  an  india-rubber  elongation« 

From  my  own  experiments*  it  appears  that  hydrogen  sul- 
phide, whether  in  small  or  large  quantities,  may  be  also  estimated 
by  the  increase  in  weight  of  absorption  tubes.  We  have  only  to 
take  care  that  the  mixture  of  gases  is  first  thoroughly  dried  by 
passing  over  calcium  chloride.  To  take  up  the  hydrogen  sulphide 
we  use  U-tubes,  five-sixths  filled  with  copper  sulphate  on  pumice, 
one-sixth  at  the  exit  containing  calcium  chloride.  To  prepare  the 
pumice  with  copper  sulphate,  proceed  as  follows:  Treat  60  grm. 
pumice  in  lumps  the  size  of  peas  in  a  small  porcelain  dish  with  a 
hot  concentrated  solution  of  30  or  35  grm.  copper  sulphate,  dry 
the  whole  with  constant  stirring,  place  the  dish  in  an  air  or  oil 
bath  of  the  temperature  of  150®  to  160°,  and  allow  to  remain 
therein  four  hours.  A  tube  containing  14  grm.  of  this  prepared 
pumice  will  absorb  about  0*2  grm.  hydrogen  sulphide.  It  is  well 
always  to  employ  two  such  tubes.  If  tlie  prepared  pumice  is 
dried  at  a  lower  temperature  it  takes  up  much  less  of  the  gas,  if 
dried  at  a  higher  temperature  the  gas  is  decomposed  and  sulphur- 
ous acid  is  formed.  This  method  is  more  completely  detailed 
under  the  Analysis  of  Black  Ash. 

Finally,  small  quantities  of  hydrogen  sulphide  mixed  with  other 
gases  may  be  estimated  by  passing  through  bromine  water  and  con- 
verting into  sulphuric  acid. 

II.  Sepa/roMon  cmd  Determination  of  8uiphv/r  in  Sulphides. 

Ä*  Methods  based  on  the  Conversion  of  the  Sulphuk  into 

Sulphuric  Acid. 

1.  Methods  in  the  Dry  Way, 
a,  OxidMion  by  Alkali  titrates  (applicable  to  all  compounds 
of  sulphur).     If  the  sulphides  do  not  lose  any  sulphur  on  heating, 
mix  the  pulverized  and  weighed  substance  with  6  parts  of  anhy- 

*  ZeitseJiT.  /.  ancUyt,  Chnn,,  x,  75 
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drous  sodium  carboDate  and  4  of  potassium  nitrate,  with  the  aid 
of  a  rounded  glass  rod,  wipe  the  particles  of  the  miirture  which 
adhere  to  the  rod  carefully  off  against  some  sodium  carbonate,  and 
add  this  to  the  mixture.  Heat  in  a  platinum  or  porcelain  crucible 
(whicJti,  however,  is  somewhat  affected  by  the  process),  at  a  grad- 
ually increased  temperature  to  fusion  ;*  keep  the  mass  in  that  state 
for  some  time,  then  allow  it  to  cool,  heat  the  residue  with  water, 
filter  the  fluid,  boil  the  residue  with  a  solution  of  pure  sodium  car- 
bonate, filter,  wash,  remove  all  nitric  acid  from  the  filtrate  by 
repeated  evaporation  with  pure  hydrochloric  acid,  and  determine 
the  sulphuric  acid  as  directed  in  §  132.  The  metal,  metallic  oxide, 
or  carbonate,  which  remains  undissolved,  is  determined,  according 
to  circumstances,  either  by  direct  weighing  or  in  some  other  suit- 
able way.  In  the  presence  of  lead,  .before  filtering,  pass  carbonic 
acid  through  the  solution  of  the  fused  mass,  to  precipitate  the 
small  quantity  of  that  metal  which  has  passed  into  the  alkaline 
solution. 

Should  the  sulphides,  on  the  contrary,  lose  sulphur  on  heat- 
ing, the  finely  powdered  compound  is  mixed  with  4  parts  sodium 
carbonate,  8  parts  nitre,  and  24  parts  pure  and  perfectly  dry 
sodium  chloride,  and  the  process  otherwise  conducted  as  already 
given. 

J.  Oxidation  hy  Potaaaitmi  Chlorate.  The  oxidation  of 
metallic  sulphides  by  a  mixture  of  potassium  chlorate  and  sodium 
carbonate  has  been  repeatedly  recommended.  It  is  advantageous 
in  so  far  that  the  sulphuric  acid  in  the  melt  may  be  more  readily 
converted  into  barium  sulphate  than  when  nitrates  are  present ; 
on  the  other  hand,  it  is  dangerous  because,  when  the  mixture  is 
used  in  the  proportions  usually  recommended — 1  part  sulphide, 
3  parts  potassium  chlorate,  and  3  parts  sodium  carbonate  (or  4 
parts  sodium-potassium  carbonate) — many  sulphides,  d.^.,  fahl- 
erz,  antimony  sulphide,  etc.,  afford  violent  explosions. f  Also 
with  many  sulphides,  like  iron  pyrites  and  copper  pyrites  (Fb. 
Mohk),  the  decomposition  is  not  complete.  Great  caution  must 
hence  be  exercised  in  using  potassium  chlorate  in  this  method. 

*  If  gas  not  free  from  sulphur  is  used  for  heating,  some  sulphur  is  likely  to 
be  absorbed  (Price,  Journ.  Chem.  8oc.  (2),  ii,  51).  If  a  platinum  crucible  is 
used,  do  not  raise  the  heat  more  than  is  necessary  or  the  crucible  will  be 
attacked. 

t  AuncU.  d.  Chem.  u.  Pharm.,  cvii,  138. 


664 


DETERMINATION. 


[§  148. 


!ß.  B08B  recommends  taking  6  to  8  parts  of  sodium  carbonate  and 
1  part  of  potassium  chlorate  to  1  part  of  substance. 

h.  Oxidation  hy  Chlorine  Oaa  (after  Berzelius  and  H.  Bose, 
especially  suitable  for  sulphosalts  of  complicated  composition). 

The  following  apparatus  (Fig.  105),  or  one  of  similar  con- 
struction/is  used.     Corks  should  be  used,  not  india-rubber  stop- 


Pig.  105. 

pers,  and  wherever  there  is  an  india-rubber  connection  the  glass 
tubes  should  be  close  to  each  other. 

-4  is  a  chlorine-evolution  flask,*  B  contains  concentrated  öul- 
phuric  acid,  and  C  calcium  chloride.  The  sulphide  to  be  decom- 
posed is  placed  in  the  bulb-tube  i),  the  straight  tube  of  which 
should  be  rather  narrow  and  somewhat  inclined,  to  prevent  the 
heavy  fumes  of  the  chlorine  compound  from  returning,  ^is  the 
receiver  containing  water  (or,  if  antimony  is  present,  a  solution  of 
tartaric  acid  in  diluted  hydrochloric  acid),  F  is  a  U-tube  contain- 
ing water,  and  G  conducts  the  escaping  chlorine  into  a  carboy 
containing  moist  calcium  hydroxide. 

When  the  apparatus  is  arranged  weigh  off  the  substance  in  a 
narrow  glass   tube   sealed   at   one   end,  and   carefully  transfer 


*  18  parts  of  salt  mixed  with  15  ^rts  finely  potedered  manganese  dioxide  are 
treated  with  a  perfectly  cold  mixture  of  45  parts  sulphuric  acid  and  21  parts  of 
w^r.  On  shaking,  chlorine  is  evolved,  and  when  the  evolution  clackens«  it 
may  be  promoted  by  a  gentle  heat. 
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from  this  to  the  bulb  D  in  the  manner  shown  in  Fig.  106,  so  that 
no  part  of  the  substance  is  allowed  to  get 

into  the  ends  of  the  bulb-tube.     When    ^ n. 

the  apparatus  is  filled  with  chlorine,  con-  ^"^         1 1 

nect  D  and  67,  and  allow  the  chlorine  to  w    in« 

act  on  the  sulphide,  and  at  first  without 

applying  heat.  When  no  further  change  is  observed,  and  the 
receiver  E  is  completely  filled  with  chlorine,  heat  the  bulb  D 
gently,  and  take  care  to  keep  the  tube  O  warm  also,  in  order  to 
prevent  it  from  being  closed  up  by  the  sublimate  from  a  volatile 
chloride.  '  The  sulphide  is  completely  decomposed  by  the  chlo- 
rine, the  metals  being  converted  into  chlorides,  part  of  which 
remain  in  the  bulb  and  part  (the  volatile  ones,  like  antimony, 
arsenic,  and  mercury  chlorides)  distil  over  into  the  receiver.  The 
sulphur  unites  with  the  chlorine  to  fonn  sulphur  chloride,  which 
flows  into  the  receiver  E^  where,  coming  into  contact  with  water, 
it  decomposes,  hydrochloric  and  thiosulphuric  acids  being  formed 
and  sulphur  precipitating.  The  thiosulphuric  acid  in  turn  decom- 
poses into  sulphur  and  sulphurous  acid,  and  this  last  is  converted 
by  the  action  of  the  chlorine  in  E  into  sulphuric  acid.  The  final 
result  of  the  decomposition  is  hence  sulphuric  acid,  with  more  or 
less  precipitated  sulphur.  As  the  separation  of  sulphur  renders 
troublesome  the  further  treatment  of  the  contents  of  the  receiver, 
the  separation  is  usually  prevented  by  slowly  heating,  so  that  only 
small  portions  of  sulphur  chloride  I'each  the  fluid  (saturated  with 
chlorine)  in  E,  The  operation  is  concluded  when  no  more  products 
(excepting  perhaps  a  little  ferric  chloride,  the  complete  expulsion 
of  which  need  not  be  waited  for)  distil  over  from  the  bulb.  Then 
heat  the  bulb-tube  from  2>  to  Ö  in  a  manner  to  drive  all  the 
sulphur  chloride  and  volatile  metallic  chlorides  into  E^  or  at  least 
to  the  end  of  the  bulb-tube. 

Let  the  apparatus  stand  undisturbed  for  a  short  time  longer, 
then  cut  off  the  tube  under  the  bend  O,  and  close  the  separated 
end,  containing  usually  a  part  of  the  volatile  chlorine  compounds, 
with  a  smooth  cork,  or  by  inverting  over  it  a  glass  tube  sealed  at 
one  end  and  moistened  within.  Let  the  whole  now  stand  for  24 
hours  to  allow  the  volatile  metallic  chlorides  to  absorb  moisture 
and  thus  become  soluble  in  water  without  generating  heat.  The 
chlorides  in  the  cut-off  end  are  dissolved  in  diluted  hydrochloric 
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aoid,  the  tabe-end  rinsed  out,  and  the  solution  added  to  the  con- 
tents of  the  tubes  E  and  F\  a  very  gentle  heat  is  applied  until  the 
free  chlorine  is  expelled,  and  the  fluid  is  then  allowed  to  stand  until 
the  sulphur,  if  any  is  present,  has  solidified.  The  sulphur  is  filtered 
off  on  a  weighed  filter,  washed,  dried,  and  weighed.  The  filtrate  is 
precipitated  with  barium  chloride  (§  132),  by  which  operation  the 
amount  of  that  portion  of  the  sulphur  is  determined  which  has  been 
converted  into  sulphuric  acid.  The  fluid  filtered  from  the  barium 
sulphate  contains,  besides  the  excess  of  barium  chloride  added,  also 
the  volatile  metallic  chlorides,  which  latter  are  finally  determined 
in  it  by  the  proper  methods,  which  will  be  found  in  Section  V. 

The  chloride  remaining  in  the  bnllvtube  is  either  at  once 
weighed  as  such  (silver  chloride,  lead  chloride),  or  where  this  is 
impracticable — as  in  the  case  of  copper,  for  instance,  which  remains 
partly  as  cuprous,  partly  as  cupric  chloride — it  is  dissolved  in  water, 
hydrochloric  acid,  nitrohydrochloric  acid,  or  some  other  suitable 
solvent,  and  the  metal  or  metals  in  the  solution  are  determined  by 
the  methods  already  described,  or  wliicl»  will  be  found  in  Section 
V.  To  be  enabled  to  ascertain  the  weight  of  the  bulb-tube  con- 
taining silver  chloride,  it  is  advisable  to  reduce  the  chloride  by 
hydrogen  gas,  and  then  dissolve  the  metal  in  nitric  acid. 

In  cases  where  you  have  only  to  estimate  the  sulphur,  say  in 
substances  containing  also  sulphuric  acid,  O.  Lindt*  recommends 
conducting  the  chloride  of  sulphur  and  the  volatile  metallic 
chlorides  into  pure  solution  of  soda,  when  decomposition  immedi- 
ately takes  place,  producing  sodium  sulphide,  sodium  thiosulphate, 
sodium  chloride,  and  hypochlorite.  When  the  decomposition  is 
over,  continue  passing  the  chlorine  for  two  hours  through  the  soda, 
evaporate  then  to  dryness,  ignite  the  residue  cautiously  to  destroy 
the  sodium  chlorate,  dissolve  in  water,  and  estimate  the  sulphuric 
acid  according  to  §  132. 

c.  Oxidation  hy  Oxide  of  Mercury  {after  Bünskn). 

This  method,  which  will  be  found  in  detail,  §188,  is  particu- 
larly suited  to  the  estimation  of  sulphur  in  volatile  compounds,  or 
in  substances  which  when  heated  lose  sulphur. 


*ZeiUehr.f.  andlyU  Chem,,  iv.  870. 
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2.  Methods  in  the  Wet  Way. 

a.  Oxidation  of  the  Sulphur  hy  Adds  yielding  Oxygen^  or  hy 
Halogens.* 

a.  Weigh  the  finely  pnlyerized  salphide  in  a  small  glass  tube 
sealed  at  one  end,  and  drop  the  tube  into  a  tolerably  capacious 
strong  bottle  with  glass  stopper,  which  contains  red  filming  nitric 
acid  (perfectly  free  from  sulphuric  acid  f )  in  more  than  sufScient 
quantity  to  eflfect  the  decomposition  of  the  sulphide.  Immediately 
after  having  dropped  in  the  tube,  close  the  bottle.  When  the  action, 
which  is  very  impetuous  at  first,  has  somewhat  abated,  shake  the 
bottle  a  little ;  as  soon  as  this  operation  ceases  to  cause  renewed 
action,  and  the  fumes  in  the  flask  have  condensed,  take  out  the 
stopper,  rinse  this  with  a  little  nitric  acid  into  the  bottle,  and  then 
heat  the  latter  gently. 

oa.  The  whole  of  the  SvJ/phv/r  has  been  oxidized,  ihe  Fluid  is 
perfectly  clear :  %  Evaporate  with  some  sodium  chloride,  towards 
the  end  adding  pure  hydrochloric  acid  repeatedly,  cooling  the  dish 
each  time  before  adding  the  acid.  Dilute  with  much  water,  and 
determine  the  sulphuric  acid  as  directed  §  132.  Make  sure  that  the 
precipitate  is  pure ;  if  it  is  not,  purify  it  according  to  §  132.  Separate 
the  bases  in  the  filtrate  from  the  excess  of  the.  barium  salt  by  the 
methods  given  in  Section  V. 

bh.  undissolved  Sulphur  floats  in  the  Fluid :  Add  potassium 
chlorate  in  small  portions,  or  strong  hydrochloric  acid,  and  digest 
some  time  on  a  water-bath.  This  process  will  often  succeed  in  dis- 
solving the  whole  of  the  sulphur.  Should  this  not  be  the  case,  and 
the  undissolved  sulphur  appear  of  a  pure  yellow  color,  dilute  with 
water,  collect  on  a  weighed  filter,  wash  carefully,  dry,  and  weigh. 
After  weighing,  ignite  the  whole,  or  a  portion  of  it,  to  ascertain 
whether  it  is  perfectly  pure.   If  a  fixed  residue  remains  (consisting 

*  In  presence  of  lead,  barium,  strontium,  calcium,  tin,  and  antimony,  method 
h  is  preferable  to  a. 

t  To  test  for  sulphuric  acid  in  nitric  or  hydrochloric  add,  it  is  necessary  to 
evaporate  on  a  water-bath  nearly  to  dryness  and  take  up  with  water  before  add- 
ing barium  chloride.  When  the  acid  cannot  be  got  pure,  determine  the  sul- 
phuric acid  and  allow  for  it. 

;  This  can  of  oourse  be  the  case  only  in  absence  of  metals  forming  insoluble 
salts  with  sulphuric  add.  If  such  metals  are  present,  proceed  as  in  M,  as  it  is 
in  that  case  less  easy  to  Judge  whether  complete  oxidation  of  the  sulphur  has 
been  attained. 
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commonly  of  quartz,  gangae,  &c.,  but  possibly  also  of  lead  sul- 
phate, barium  sulphate,  &c.),  deduct  its  weight  from  that  of  the 
impure  sulphur.  In  the  filtered  fluid  determine  the  sulphuric  acid 
as  in  da^  calculate  the  sulphur  in  it,  and  add  the  amount  to  that  of 
the  undissolved  sulphur.  If  the  residue  left  upon  the  ignition  of 
the  undissolved  sulphur  contains  an  insoluble  sulphate,  decompose 
this  as  directed  in  §  132,  and  add  the  sulphur  found  in  it  to  the 
principal  amount. 

In  the  pi'esence  of  bismuth,  the  addition  of  potassium  chlorate 
or  of  hydrochloric  acid,  is  not  advisable,  as  chlorine  interferes  with 
the  determination  of  bismuth. 

ß.  Mix  the  finely  pulverized  metallic  sulphide  in  a  dry  flask, 
by  shaking,  with  powdered  potassium  chlorate  (free  from  sulphuric 
acid),  and  add  moderately  concentrated  hydrochloric  acid  in  small 
portions.  Cover  the  flask  with  a  watch-glass,  or  with  an  inverted 
s.nall  flask.  After  digestion  in  the  cold  for  some  time,  heat  gently, 
finally  on  the  water-bath,  until  the  fluid  smells  no  longer  of  chlo- 
rine. Proceed  now  as  directed  in  a^  aa^  or  ftj,  according  as  the 
sulphur  is  completely  dissolved  or  not.  In  the  latter  case  you  must 
of  course  immediately  dilute  and  filter.  The  oxidation  of  the  sul- 
phur may  be  usually  effected  more  quickly  and  completely  by 
warming  with  nitric  acid  of  1-36  sp.  gr.  on  a  water-bath,  and  add- 
ing potassium  chlorate  in  small  portions.  Compare  Stokee,*  Peab- 
soN,  and  BowDrrcH.f 

y.  Aqua  regia  is  also  frequently  used.  J.  Lefoet:j:  recommends 
a  mixture  of  1  part  strong  hydrochloric  acid  and  3  parts  strongest 
niiric  acid.  Complete  conversion  of  sulphur  into  sulphuric  acid, 
however,  is  rarely  effected  by  aqua  regia. 

6.  Bromine  may  also  be  used.  Pyrites  or  blende  is  digested  at 
a  gentle  heat  with  water,  and  bromine  gradually  added.  If  the  sul- 
phides have  been  prepared  in  the  wet  way,  good  bromine  water  is 
sufläcient  to  oxidize  them.  P.  Waage§  prefers  bromine  to  all  other 
wet  agents,  and  advises  its  purification  by  distillation  in  an  appa- 
ratus from  which  all  caoutchouc  connections  are  excluded. 

h.  Oxidation  of  the  Sxdphur  hy  Chlorine  in  Alkaline  Solution^ 
after  Ri vox,  Beud ant,  and  Daquin.  1|  (Suitable  also  for  determining 
the  sulphur  in  the  crude  article.) 

*Zeü»ehr.f.  analyt,  GTiem,,  ix.  71.  f  ^>*  ix,  82.  J  lb,,  ix,  81. 

§  76  ,  X,  206. 

I  Compt,  rend,,  1835,  865  ;  Jvum,  f,  prakt.  Chem.,  lxt,  134. 
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Heat  the  very  finely  pulverized  sulphide  or  crude  sulphur  for 
several  hours  Mrith  solution  of  potassa  free  from  sulphuric  acid 
(which  dissolves  free  sulphur,  as  well  as  the  sulphides  of  arsenic 
and  antimony),  and  then  conduct  chlorine  into  the  fluid.  This 
speedily  oxidizes  the  sulphur;  the  sulphuric  acid  formed  combines 
with  the  potassa  to  sulphate,  which  dissolves  in  the  fluid,  whilst 
the  metals  converted  into  oxides  remain  undissolved.  Filter,  acid- 
ify the  alkaline  filtrate,  and  precipitate  the  sulphuric  acid  by  barium 
chloride  (§  132).  Arsenic  and  antimony  pass  into  the  alkaline 
solution  in  the  form  of  acids,  but  not  so  lead,  which  is  converted 
into  binoxide,  and  remains  completely  undissolved.  This  method 
is,  therefore,  particularly  suitable  in  presence  of  lead  sulphide.  In 
presence  of  iron  sulphide,  potassium  sulphate  is  formed  at  first, 
and  ferric  hydroxide,  which,  if  the  action  of  the  chlorine  is  allowed 
to  continue,  begins  to  be  converted  into  potassium  ferrate.  As 
soon,  therefore,  as  the  fluid  commences  to  acquire  a  red  tint  the 
transmission  of  chlorine  must  be  discontinued,  and  the  fluid  gently 
heated  for  a  few  moments  with  powdered  quartz,  to  decompose  the 
ferric  acid. 

It  occasionally  happens,  more  particularly  in  presence  of  sand, 
iron  pyrites,  cupric  oxide,  &c.,  that  the  process  is  attended  with 
impetuous  disengagement  of  oxygen,  which  almost  completely  pre- 
vents the  oxidizing  action  of  the  chlorine.  However,  this  acci- 
dent may  be  guarded  against  by  reducing  the  substance  to  the 
very  finest  powder. 

c.  Regarding  the  method  of  Cloez  and  Güignet  (oxidation 
by  potassium  permanganate),  see  the  Analysis  of  Gunpowder  in 
the  Special  Part. 

B.  Methops  Based  on  the  Conveksion  of  the  Sulphur  into 
Hydrogen  Sulphide,  or  a  Metallic  Sulphide. 

a.  The  determination  of  the  sulphur  in  the  sulphides  of  the 
metals  of  the  alkalies  and  alkaline  earths  soluble  in  water  is  best 
effected — provided  they  are  free  from  excess  of  sulphur — by  I., 
J,  or  c.  In  the  absence  of  acids  of  sulphur  you  may  also  convert 
the  sulphur  into  sulphuric  acid  by  bromine  water.  The  bases  are 
conveniently  estimated  in  a  separate  portion,  which  is  decomposed 
by  evaporation  with  hydrochloric  or  sulphuric  acid,  or — when 
none  but  alkali  metals  are  present — by  ignition  with  5  parts  of 
ammonium  chloride  in  a  porcelain  crucible.     If  the  compounds 
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contain  excess  of  snlphnr,  thej  should  be  oxidized  either  bj  chlo- 
rine in  alkaline  solution,  or  treated  according  to  B^  c,  or  C  If 
they  contain  thioeulphate  or  sulphite,  proceed  according  to  §  168. 

h.  The  sulphur  contained  in  alkaline  fluids  as  monosulphide  or 
hydrosulphate  of  the  sulphide  may  also  be  determined  directly  by 
Yolumetric  analysis,  by  means  of  a  standard  ammoniacal  silver  or 
copper  solution.  In  using  the  former,  mix  the  solution  with 
ammonia,  heat,  and  add  the  standard  fluid  till,  on  filtering  off  a 
small  portion  and  adding  silver  solution,  a  mere  opalescence  is 
produced  (Lestellb*).  In  using  the  copper  solution,  mix  the 
fluid  to  be  tested  with  ammonia,  heat  to  50°  or  60°,  and  add  the 
standard  solution,  frequently  shaking  and  boiling  till  no  further 
precipitation  of  CuO.  5CuS  is  produced,  and  the  solution  begins  to 
be  blue  (Vebstrabt  f) .  To  make  a  standard  copper  solution  1  c.  c. 
of  which  shall  equal  0*01,  Na,S,  dissolve  9-768  pure  copper  in 
40  grm.  nitric  acid,  boil,  add  180  to  200  c.  c.  ammonia  and  water 
to  1  litre.  These  methods  are  well  adapted  for  technical  pur- 
poses, for  the  estimation  of  salphide  in  soda  lyes,  for  instance.  It 
need  hardly  be  added  that  precipitated  silver,  copper,  or  lead  sul- 
phide (if  you  have  used  a  solution  of  oxide  of  lead  in  potassa)  may 
be  estimated  gravimetrically. 

€.  If  aU  the  sulphur  can  be  expelled  from  the  substance  in  the 
form  of  sulphuretted  hydrogen  by  heating  with  hydrochloric  acid, 
t^e  sulphide  may  be  heated  in  a  small  flask  with  the  concentrated 
acid  to  complete  decomposition  and  expulsion  of  the  hydrogen 
sulphide,  the  latter  being  determined  according  to  I.  If  the 
substance  is  a  liquid,  the  hydrogen-sulphide  apparatus  shown  on 
page  494  may  be  used  for  the  expulsion  of  the  carbonic-acid  gas. 
In  this  case,  however,  the  tube  h  is  replaced  by  a  small  upright  con- 
denser (see  Special  Part  under  ''  Analysis  of  Black  Ash").  In 
the  case  of  polysulphides,  the  sulphur  separated  in  the  evolution 
flask  is  collected  on  a  filter  dried  at  100°,  washed,  dried  first  at 
70°,  then  for  a  short  time  at  100**,  and  weighed. 

C,  Method  Based  on  the  Separation  and  Weighing  of  the 

Sulphur. 

M.   Mortreux  ^  recommends  the  following  process  for  esti- 
mating sulphur  in  alkali  polysulphides :    Extract  10  grm.   with 
♦  Zeifchr.f.  analyU  Chem.,  ii,  M.  \Ib„  iv,  216.  t  Ib.,  i.  890. 
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boiled  water,  make  up  the  filtrate  to  100  grm.  (or  c.  c.)  with  the 
washings  of  the  residue,  and  transfer  10  grm.  (or  c.  c.) — ^represent- 
ing the  soluble  constituents  of  1  grm.  substance — ^to  a  burette 
proyided  with  a  glass  cock  and  of  40  to  50  c.  c.  capacity ;  the 
lower  point  should  be  narrow  and  cut  off  obliquely.  Now  add, 
shaking  the  stoppered  burette  occasionally,  sufficient  of  a  solution  of 
1  part  of  iodine  dissolved  in  5  parts  of  potassium  iodide  and  50  parts 
water  to  just  decolorize  the.  solution,  and  until  a  portion  of  the 
fluid  ceases  to  brown  paper  saturated  with  iron  sulphate  and  dried. 
Now  add  8  to  10  c.  c.  carbon  disulphide,  stopper,  and  shake, 
keeping  the  finger  on  the  stopi>er.  Keep  the  burette  inverted  for 
a  while,  then  place  upright,  and  allow  almost  all  of  the  solution  of 
sulphur  in  the  carbon  disulphide  to  fiow  into  a  weighed  dish ;  in- 
troduce a  fresh  portion  of  carbon  disulphide  into  the  burette, 
mix,  allow  to  run  out,  and  repeat  the  operation  once  more. 
After  evaporating  the  carbon  disulphide  weigh  the  residual 
sulphur. 

TMrd  Group. 

KTTBIO   ACID— CHLORIC   ACID. 
§  149. 

1.  Nitric  Acid. 
I.  Deterrni/ria^iian. 
Free  nitric  acid  in  a  solution  containing  no  other  acid  is  deter- 
mined most  simply  in  the  volumetric  way  by  neutralizing  with  a 
dilute  solution  of  soda  or  ammonia  of  known  strength  (comp.  Spe- 
cial Part,  "Acidimetry  ")•  The  following  method  also  effects 
the  same  purpose :  Mix  the  solution  with  baryta  water  until  the 
reaction  is  just  alkaline,  evaporate  slowly  in  the  air,  nearly  to  dry- 
ness, dilute  the  residue  with  water,  filter  the  solution  which  has 
ceased  to  be  alkaline,  wash  the  barium  carbonate  formed  by  the 
action  of  the  carbonic  acid  of  the  atmosphere  upon  the  excess  of 
the  baryta  water,  add  the  washings  to  the  filtrate,  and  determine 
in  the  fluid  the  barium  as  directed  in  §  101.  Calculate  for  each 
1  at.  barium  2  mol.  nitric  acid.  Lastly,  free  nitric  acid  may  also 
be  determined  in  a  simple  manner  by  supersaturating  with  am- 
monia, evaporating  in  a  weighed  platinum  dish,  drying  the  resi- 
due at  110**  to  120°,  and  weighing  the  NH.NO,  (Sohaffootsch). 
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Of  conrse,  the  results  can  be  accurate  only  then  when  the  ammo- 
nia employed  leaves  no  residue  when  evaporated  from  platinum. 

II.  Separation  of  nitric  acid  from  the  basic  radioalSj 
and  determination  of  the  acid  in  nitrates. 

The  determination  of  combined  nitric  acid  is  an  important  and 
at  times  difficult  problem,  the  solution  of  which  has  engaged  the 
attention  of  many  chemists  of  late.  I  would  advise  that,  after 
selecting  the  method  it  is  intended  to  use,  it  be  tried  repeatedly 
on  weighed  quantities  of  a  pure  nitrate  in  order  to  become  per- 
fectly familiar  with  the  method,  and  to  acquire  the  skill  without 
which  accuracy  cannot  be  expected  in  the  frequently  complicated 
processes.  Of  the  great  number  of  methods  proposed  I  shall 
confine  myself  to  describing  only  the  simplest  and  best. 

a.  Methods  based  on  the  deeoinposition  of  Nitrates  in  the 
Dry  Way. 

a.  In  anhydrous  metallic  nitrates  which  leave  upon  ignition  a 
metallic  oxide  of  known  and  definite  composition,  the  nitric  acid 
may  be  determined  by  ignition  and  calculation  from  the  weight  of 
the  residue. 

ß.  In  the  case  of  nitrates  the  residue  of  which  on  ignition 
has  no  constant  composition,  or  by  the  ignition  of  which  the  cru- 
cible is  much  attacked  (alkali  and  alkali-earth  nitrates),  fuse  the 
substance  (which  must  be  anhydrous  and  also  free  from  organic 
and  other  volatile  bodies)  with  a  non-volatile  flux,  and  estimate 
the  nitric  acid  from  the  loss.  The  following  have  been  proposed 
as  fluxes :  Borax  glass,  by  Schaffgotsch  *  (3  parts  borax  glass  to 
1  part  nitrate) ;  potassium  bichromate,  by  Pebsoz  f  (2  parts  of 
the  bichromate  to  1  part  nitrate),  and  silicic  acid,  by  Reich.  :t 
All  three  give  satisfactory  results  when  careful  regard  is  paid  to 
the  peculiarities  of  the  individual  fluxes. §  Silicic  acid  is  the  best 
flux,  as  it  may  be  readily  procured,  and  the  execution  is  the  most 
easy  and  the  most  certain  to  succeed.  I  shall  describe  the  method 
in  its  application  to  potassium  or  sodium  nitrate. 

Fuse  the  latter  at  a  low  temperature,  pour  out  on  to  a  warm 

*Pöffg,  AnncU.,  lvii,  2(K). 

\Bep,  de  eMm,  appliquee,  1861,  258;  Zettichr,/.  analyU  Chem.,  i,  85. 
XBerg-  und  Hütt&nmänniiche  Zeitschrift,  1861,  No.  21;  ZeiUchr.  /.  analyU 
Cnem.,  J,  86.  §  Zeitschr.  /.  analyU  Chem,,  i,  181. 
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porcelain  dish,  powder,  and  dry  again  before  weighing.  iNow 
transfer  to  a  platinum  cmcible  2  to  3  grm.  powdered  qnartz,  ignite 
well,  and  weigh  after  cooling.  Add  about  0*6  grm.  of  the  salt 
prepared  as  above,  mix  well,  and  convince  yourself  by  the  balance 
that  nothing  has  been  lost  during  mixing.  The  covered  crucible 
is  then  exposed  to  a  low  red  heat  {just  visible  by  day)  for  half  an 
hour  and  weighed,  after  cooling,  with  the  cover.  The  loss  of 
weight  represents  the  quantity  of  N,0..  Sulphates  or  chlorides 
are  not  decomposed  at  the  given  temperature ;  if  a  higher  heat  be 
applied,  the  latter  may  volatilize.  The  action  of  reducing  gases 
must  be  avoided.  The  test  analyses,  communicated  by  Beioh  (loo, 
cü.)y  as  well  as  those  performed  in  my  own  laboratory,*  gave  very 
satisfactory  results. 

J.  Method  hosed  on  the  distillation  of  Nitric  Acid. 

All  nitrates  may  be  decomposed  by  distillation  with  moderately 
dilute  sulphuric  acid.  The  nitric  acid  passing  into  the  receiver 
may  then  be  determined  according  to  I,  volumetrically  or  gravi- 
metrically.  This  process  was  originally  proposed  by  Gladstone  f, 
but  was  later  carefully  studied  by  H.  Hose  and  Finkeneb  %>  1 
to  2  grm.  of  the  nitrate  should  be  treated  with  a  cooled  mixture 
of  1  volume  concentrated  sulphuric  acid  and  2  volumes  water. 
For  1  grm.  nitre  take  5  c.  c.  sulphuric  acid  and  10  c.  c.  water. 
The  distillation  may  be  performed  either  with  a  thermometer  at 
160**  to  170°  in  a  paraffin-  or  sand-bath  (duration  of  the  distilla- 
tion for  1  to  2  grm.  nitre,  3  to  4  hours)  or  in  vcumo^  with  the  use 
of  a  water-bath.  The  latter  process  is  the  better.  In  the  former, 
the  neck  of  the  tubulated  retort  (wliich  is  drawn  out  and  bent 
down)  is  connected  with  a  bulbed  XT-tube  §  containing  a  measured 
quantity  of  standard  soda  or  potassa  solution  (§  215).  The  dis- 
tillation in  vcuruo  may  be  conducted,  without  the  use  of  an  air- 
pump,  according  to  Fikkeneb,  as  follows :  Transfer  the  measured 
quantity  of  water  and  concentrated  sulphuric  acid  to  the  tubulated 
retort,  and  the  necessary  quantity  of  standard  potassa  or  soda  solu- 
tion, diluted  to  30  c.  c,  to  a  flask  with  a  narrow  neck  of  about 
200  c.c.  capacity.     Then,  by  means  of  an  india-rubber  tube,  con- 

*Zdt$ehr.f.  analyt  CTum,,  i,  184.  \Joum,  f.  prakt,  Chem.,  i*xiv,  44d. 

XZeilBchr'f.  analyt,  Ch&m,,  i,  809. 

§  The  bulbed  U-tube  wm  be  found  figured  in  §  185. 
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nect  tbe  flask  with  the  retort  air-tight,  so  that  the  drawn-ont  point 
of  the  latter  may  extend  to  the  body  of  the  flask,  and — with  tub- 
ulure  open — ^heat  the  contents  of  the  retort  and  of  the  flask  to 
boiling.  When  the  air  has  been  expelled  from  the  apparatus  by 
long  boiling,  transfer  the  salt  (weighed  in  a  small  tnbe)  to  the 
retort  through  the  tnbulure,  close  the  latter  immediately,  and 
at  the  same  time  take  away  the  lamp«  The  retort  is  then  heated 
on  a  water-bath,  the  flask  being  kept  cool.  The  quantity  of 
nitric  acid  that  has  passed  over  is  finally  ascertained  by  determin- 
ing the  still  free  alkali  with  standard  acid.  If  it  is  suspected  that 
all  the  nitric  acid  has  not  been  driven  into  the  receiver  by  one 
distillation,  you  may — by  heating  the  flask  and  cooling  the  retort 
— distil  the  water  back  into  the  latter,  and  then  the  distillation 
from  the  retort  may  be  repeated.  The  distillate  thus  obtained  is 
always  free  from  sulphuric  acid,  hence  the  results  are  very  exact. 
The  base  remains  as  sulphate  in  the  retort.  In  the  presence  of 
chloride  add  to  the  contents  of  the  retort  a  sufficiency  of  dissolved 
silver  sulphate,  or — when  much  chloride  is  present — moist  silver 
oxide.  The  nitric  acid  is  then  obtained  entirely  free  from 
chlorine. 

c.  Methods  based  on  the  decomposition  of  Nit/rates  by  AVcor- 
lies  a/nd  Alkali  EaHhs. 

a.  Nitrates  of  metals  which  are  completely  precipitated  by 
alkali  hydroxides  or  carbonates — provided  basic  salts  are  not  pre- 
cipitated at  the  same  time — may  be  analyzed  by  simple  boiling 
with  an  excess  of  standard  potassa  or  soda  or  their  carbonates. 
After  cooling,  dilute  to  J  or  ^  litre,  mix,  allow  to  settle,  draw  oflE 
a  portion  of  the  supernatant  clear  fluid,  determine  the  free  alkali 
remaining  in  it,  and  calculate  therefrom  the  amount  which  has 
been  converted  into  nitrate.  This  method  was  used  by  Langer 
and  Wawnibkibwioz,  *  but  was,  however,  already  previously  known . 
Hayes  obtained  with  silver  and  bismuth  nitrates  good  results ;  but 
with  mercurous  nitrate  (using  sodium  carbonate)  the  results  were 
not  so  satisfactory. t  If  the  method  is  applied  to  ammonium 
nitrate,  heat  must  be  applied  after  adding  the  alkali,  until  all  the 
ammonia  is  expelled.  That  the  method  is  applicable  only  when 
no  other  acid  is  present  need  scarcely  be  mentioned. 

*Annal.  d,  Chem.  u.  Pharm  .  cxvii,  280. 
fH.  RoBB,  ZeiUchriftf.  analyi.  Chmn.,  i,  806. 


§149.]  KITBIC  ACID.  675 

ß.  In  nitrates  from  which  the  basic  metals  are  precipitated  bj 
barium  or  calcium  hydroxides  or  their  carbonates  (or  by  barium 
snlphjdrate,  recently  precipitated  and  free  from  barium  thiosul- 
phate^ — Claus*),  the  nitric  acid  may  be  estimated  with  great 
accuracy — ^if  no  other  acids  are  present — ^by  filtering,  after  pre- 
cipitation has  been  effected,  warm  or  cold,  passing  carbonic  acid 
through  the  filtrate,  if  necessary,  till  all  the  barium  is  precipitated, 
warming,  filtering,  and  determining  the  barium  in  the  filtrate  by 
sulphuric  acid.  1  at.  of  the  barium  corresponds  to  1  mol.  nitric 
anhydride  (N,OJ.  In  case  of  bismuth-nitrate,  boil  after  adding 
the  baerium  hydroxide  until  the  separated  oxide  is  perfectly  yellow. 

(EuOE;    LUDDEOKEf). 

y.  In  many  nitrates  the  bases  of  which  are  precipitable  by 
hydrogen  sulphide,  the  nitric  acid  may  be  determined  accord- 
ing to  GiBBS  by  adding  to  the  salt  in  solution  about  its  own  weight 
of  some  neutral  organic  salt,  e.g.^  Bochelle  salt,  and  throwing 
down  the  metal  by  H,S.  The  filtrate  and  washings  are  brought 
to  a  definite  bulk,  and  the  free  acid  is  determined  in  aliquot  por- 
tions alkalimetrically4 

d.  Methodd  based  upon  the  decomposition  of  Niinrio  Add  by 
t'errous  Chloride. 

a.  Pblouzb  ^  was  the  first  to  utilize  the  action  of  free  nitric 
acid  on  ferrous  chloride  in  the  determination  of  nitric  acid.  The 
decomposition  is  as  follows : 

6FeCl.  +  2KN0,  +  8HC1  =  3Fe.Cl.  +  2KC1  +  4H.0  +  N.O.. 

Pelouze  used  a  known  quantity  of  ferrous  chloride  in  excess, 
and  titrated  the  excess  with  potassium  permanganate.  The 
method  used  by  him,  and  given  in  the  foot-note,§  affords  variable 
results,  sometimes  good,  sometimes  not  reliable ;  on  this  point  all 

•  ÄÄMÄr.  /.  WMOyt  Oh&m.,  i,  872.  ^Ib.,  vi,  288. 

X  Am&r.  Jowr.  Bd.,  xltv,  209. 

\  Jaum,  /.  prakL  Ohem.  XL,  824. 

§  Dissolve  2  grm.  piano  wire  in  80  to  100  c.  c.  pure  concentrated  hydrochloric 
acid  with  the  aid  of  heat,  in  a  160-c.  c.  flask  the  cork  of  which  is  fitted  with  a 
glass  tube.  Then  add  1*2  grm.  of  the  potassium  nitrate,  or  an  equivalent  quan* 
tity  of  another  nitrate  to  be  analyzed,  stopper,  and  rapidly  heat  to  boiling. 
After  five  or  six  minutes  pour  the  fluid,  which  has  again  cleared,  into  a  larger 
flask,  dilute  with  much  water,  and  estimate  the  ferrous  chloride  present  with 
permanganate. 
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who  used  the  method  agree  (compare  Fb.  Mohb,*  and  Abel  and 
BLoxAMf).  The  numerous  experiments  made  in  my  own  labor- 
atory also  confirm  this.  The  reasons  for  the  lack  of  accuracy  of 
the  method  are  as  follows : 

a.  Action  of  the  air  on  the  nitric  oxide  in  the  flask  in  the 
presence  of  the  aqueous  vapor  therein,  whereby  nitric  acid  is 
regenerated ;  this  is  the  principal  cause  of  inaccuracy. 

}.  Incomplete  expulsion  of  the  nitric  oxide  from  the  liquid, 
in  consequence  of  which  more  permanganate  is  reduced  than  cor* 
responds  to  the  ferrous  chloride  present;  this  is  to  be  appre* 
hended  only  in  dilute  solutions.  «.rf 

c.  Escape  of  nitric  acid  before  it  has  acted  upon  the  ferrous 
chloride;  this  is  to  be  apprehended  when  the  liquid  is  boiled 
rapidly  after  adding  the  nitrate,  and  when  the  excess  of  ferrous 
chloride  is  comparatively  small. 

d.  Occasionally  loss  of  iron  from  incautious  boiling;  this  is  to 
be  apprehended  when  a  part  of  the  ferrous  chloride  deposits  in 
solid  form  on  the  sides  of  the  vessel  above  the  fluid. 

I  have  succeeded  in  so  modifying  the  process  as  to  avoid  all 
these  sources  of  error  and  to  obtain  results  which,  so  far  as  relia- 
bility and  accuracy  are  concerned,  are  perfectly  satisfactory.  My 
process  is  as  follows : 

Select  a  tubulated  retort  of  about  200  c.  c.  capacity,  with  a 
long  neck,  and  fix  it  so  that  the  latter  is  inclined  a  little  upwards. 
Introduce  into  the  body  of  the  retort  about  1-6  grm.  fine  piano- 
forte wire,  accurately  weighed;  and  add  about  30  or  40  c.  c.  pure 
fuming  hydrochloric  acid.  Conduct  now  through  the  tubulure,  by 
means  of  a  glass  tube  reaching  only  about  2  cm.  into  the  retort, 
hydrogen  gas  washed  by  solution  of  potassa,  or  pure  carbonic  acid, 
and  connect  the  neck  of  the  retort  with  a  U-tube  containing  some 
water.  Place  the  body  of  the  retort  on  a  water-bath,  and  heat 
gently  until  the  iron  is  dissolved.  Let  the  contents  of  the  retort 
cool  in  the  current  of  hydrogen  gas  or  carbonic  acid ;  increase  the 
latter,  and  drop  in,  through  the  neck  of  the  retort,  into  the  body, 
a  small  tube  containing  a  weighed  portion  of  the  nitrate  under 
examination,  which  should  not  contain  more  than  about  0*2  grm. 

^Lehrbuch  der  Titrirmethode,  i,  216. 

t  Quart,  Jcum,  of  the  Chem,  8oc.,  ix,  Vt ;   also  Jawm,  /.  prakt,  Chem., 
LXiX.  262. 
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of  N,0».  After  reetoring  the  connection  between  the  neck  and 
the  U-tube,  heat  the  contents  of  the  retort  in  the  water-bath  for 
about  a  quarter  of  an  hour,  then  remove  the  water-bath,  heat  with 
the  lamp  to  boiling,  until  the  fluid,  to  which  the  nitric  oxide  had 
imparted  a  dark  tint,  shows  the  color  of  ferric  chloride,  and  con- 
tinue boiling  for  some  minutes  longer.  Care  must  be  taken  to 
give  the  fluid  an  occasional  shake,  to  prevent  the  deposition  of  dry 
salt  on  the  sides  of  the  retort.  Before  discontinuing  boiling, 
increase  the  current  o£  hydrogen  or  carbonic-acid  gas,  so  that  no  air 
may  enter  through  the  U-tube  when  the  lamp  is  removed.  Let  the 
contents  cool  in  the  current  of  gas,  dilute  copiously  with  water,  and 
determine  the  iron  still  present  as  ferrous  chloride  volumetrically 
by  potassium  dichromate  or  permanganate — 335*4  of  iron  con- 
verted by  the  nitric  acid  from  ferrous  to  ferric  chloride  correspond 
to  108*08  (N,0,).  My  test-analyses  of  pure  potassium  nitrate 
gave  100-1— 100-03— 100-03,  and  100-06,  instead  of  100.* 
[The  iron  remaining  as  ferric  chloride  may  also  be  determined  by 
sodium  thiosulphate.] 

ß.  Since  we  have  learned  to  titrate  ferric  salts  di- 
rectly with  accuracy,  it  is,  as  a  rule,  more  convenient  and 
exact  not  to  estimate  (as  in  a)  the  residual  ferrous  salt,  but  to 
determine  the  ferric  salt  produced,  as  first  pointed  out  by  C.  D. 

Braun,  t 

I  would  recommend  the  following  method  as  the  best.  %  Besides 
the  requisites  for  titrating  ferric  chloride  by  means  of  stannous 
chloride  (p.  327),  there  is  required  a  solution  prepared  by  dissolving 
100  grm.  ferrous  sulphate  as  free  from  ferric  salt  as  possible  in  150 
to  200  c.  c.  of  hydrochloric  acid  (sp.  gr.  1*1 — 1-2)  by  the  aid  of 
heat  in  a  500-c.  c.  flask,  and  finally  filling  the  fiask  to  the  mark 
with  fuming  hydrochloric  acid,  and  shaking.  As,  however,  a 
solution  absolutely  free  from  ferric  salt  cannot  be  obtained,  esti- 
mate according  to  the  method  given  on  page  327  how  much  stan- 
nous chloride  solution  is  required  to  reduce  the  ferric  chloride 
present  in  60  c.  c.  of  the  solution  made  as  above.     It  is  advisable 

•Annal.  de  Chem,  u.  Pharm,,  cvi,  217. 

\J<mm,f-  prakU  Ch&m.,  lzxxi,  421. 

X  It  IS  particularly  convenient  when  several  analyses  are  to  be  made ;  when 
only  one  or  two  estimations  are  to  be  made,  however,  the  iron  wire  may  be  dis- 
solved in  hydrochloric  acid  as  in  a. 
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to  heat  the  solution  in  an  atmosphere  of  carbon  dioxide,  and  to 
titrate  it  either  immediately  before  or  directly  after  the 
analysis. 

Place  the  weighed  nitrate  (the  quantity  must  be  such  as  to  con- 
tain not  more  than  0*2  grm.  nitric  acid)  in  a  long-necked  flask, 
provided  with  a  doubly-perforated  stopper  carrying  two  glass 
tubes.  One  of  these  reaches  to  the  body  of  the  flask,  while  the 
other  but  just  enters  it.  Through  the  former  pass  in  a  current  of 
carbon  dioxide,  and  when  all  the  air  has  been  displaced  introduce 
50  c.  c.  of  the  hydrochloric-acid  solution  of  ferrous  sulphate ;  con- 
tinue to  pass  in  the  carbon  dioxide  for  some  time  longer,  then  heat, 
at  first  gently  for  some  time,  and  then  gradually  to  boiling,  until 
the  liquid  has  lost  its  blackish  color  and  exhibits  the  pure  color  of 
ferric  chloride,  and  until  the  escaping  gas,  passed  into  dilute  starch 
paste  containing  a  little  potassium  iodide,  ceases  to  exhibit  the 
blue  color  of  starch  iodide.  Now  remove  the  stopper  from  the 
flask,  rinse  off  the  longer  tube  if  necessary,  dilute  the  residue 
with  double  its  volume  of  water,  and  estimate  the  ferric  chloride 
as  on  p.  327.  The  cooling  for  determining  the  slight  excess  of 
stannous  chloride  with  iodine  is  best  conducted  in  a  current  of  car- 
bon dioxide.  From  the  stannous-chloride  solution  used  altogether 
deduct  first  the  small  excess  ascertained  by  the  iodine  solution, 
and  then  the  small  quantity  corresponding  to  the  ferric  salt  pre- 
sent in  50  c.  c.  of  the  acid  ferrous-sulphate  solution.  The  re- 
mainder gives  the  iron  in  the  ferric  salt  produced;  and,  when 
multiplied  by  0*32224,  gives  the  nitric  acid.  This  factor  is  ob- 
tained thus :  6  eq.  of  iron  (335-4) :  1  eq.  of  N.O,  (108-08) : :  ferric 
iron  present  :  x. 

It  will  be  seen  that  it  is  best,  once  for  all,  to  multiply  the 
known  quantity  of  iron  in  the  ferric-chloride  solution  used  for 
standardizing  the  stannous-chloride  solution  by  the  above  factor, 
and  to  mark  the  product  on  the  label  as  the  quantity  of  nitric 
acid  corresponding  to  10  c.  c.  of  ferric-chloride  solution.  If  no 
standardized  ferric-chloride  solution  is  at  hand,  the  stannous-chlo- 
ride solution  may  be  standardized  directly  against  nitric  acid  by 
adding  a  weighed  quantity  of  pure  potassium  nitrate  to  50  c.  c.  of* 
the  acid  ferrous-sulphate  solution,  and  then  determining  the  fer- 
ric chloride  formed  according  to  the  method  given  above.     The 
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results  are  perfectly  satisfactory  if  the  process  is  properly  carried 
out,  and  the  estimations  succeed  each  other  immediately.* 

y.  Schlösing's  method, f  which  was  employed  more  espe- 
cially for  estimating  nitric  acid  in  tobacco,  affords  the  important 
advantage  that  it  may  be  employed  in  the  presence  of  organic 
matter.  Numerous  experiments  have  shown  this  method  to  be 
thoroughly  satisfactory.  It  is  conducted  in  the  apparatus  shown 
in  Fig.  107. 


i?'ig.  107. 

The  dissolved  nitrate  is  introduced  into  the  flask  A^  the 
drawn-out  neck  of  which  is  connected  by  means  of  a  rubber  tube, 
{7,  with  a  narrow  glass  tube,  5;  c  is  another  rubber  tube,  15  cm« 
long,  and  connected  with  b.  The  solution  of  the  salt,  which 
must  be  neutral  or  alkaline,  is  boiled  down  to  a  small  volume, 
the  aqueous  vapor  completely  expelling  all  the  air  from  A  and 
the  tubes,  o  is  then  immersed  in  a  solution  of  ferrous  chloride 
in  hydrochloric  acid  contained  in  a  glass  vessel,  the  lamp  removed, 
and  the  receding  regulated  by  compressing  the  tube  c  with  the 
fingers.  When  the  iron  solution  is  almost  entirely  absorbed  a 
little  hydrochloric  acid  is  allowed  to  recede,  in  separate  portions, 
three  or  four  times,  in  order  to  entirely  free  the  tube  from  fer- 
rous chloride,  this  being  absolutely  necessary.  Before  the  air  can 
force  its  way  into  the  tubes  c  is  closed  by  means  of  an  iron  com- 
pression-cock, and  its  end  immersed  into  the  mercury  in  the 
trough  and  brought  up  under  the  bell  B.     The  lamp  is  again 

*  Zeiitiehr,  f.  analyt.  Chem.,  i,  88.  Holland  gives  a  method  in  which  the 
ase  of  an  indifferent  gas  is  unnecessaiy.  ZeiUehr,/,  analyU  Chem,,  viii,  452; 
Chem.  New9,  xvii,  219. 

\Annal.  do  Ch&m.  8  »er.,  xl,  479  ;  Journ.f,  prakt.,  Chem.,  lxii,  142. 
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placed  under  Aj  in  order  to  let  the  reaction  proceed,  and  the 
compression-cock  immediately  replaced  by  the  pressure  of  the 
fingers,  this  compression  being  in  turn  relieved  as  soon  as  a  press- 
ure is  felt  from  vdthin.  The  reaction  is  ordinarily  at  an  end  in 
eight  minutes,  when  c  is  removed  from  under  B.  ^  is  a  small 
bell- jar,  made  from  an  adapter,  and  must  have  a  capacity  three 

to  four  times  the  volume  of  gas  to 
be  received.  In  cases  where  the 
evolution  of  gas  is  impetuous  it  is 
at  times  necessary  to  immerse  it  in 
the  trough  in  order  to  better  con- 
^g'  108.  dense  the  vapors.     The  upper  part 

of  B  is  drawn  out  as  shown  in  Fig.  108,  in  order  to  facilitate  its 
ready  insertion  into  the  rubber  tube  and  also  the  breaking  off  of 
its  point.  The  bell  is  first  filled  with  water  in  order  to  expel  all 
the  air,  and  then  with  mercury ;  well-boiled  milk-of-lime  is  then 
introduced  by  means  of  a  curved  pipette.  The  nitric  oxide 
entering  B  is  thus  freed  from  the  slightest  trace  of  acid  vapor. 
The  nitric  oxide  is  now  to  be  transferred  into  the  flask  (7,  there 
to  be  reconverted  into  nitric  acid  by  means  of  oxygen.  The 
flask  C  contains  a  little  water ;  it  is  connected  by  means  of  the 
rubber  tube  d  with  the  glass  tube  ö,  the  other  end  of  which  car- 
ries the  narrow  rubber  tube,  /*,  10  cm.  long. 

The  water  in  C  is  now  heated  to  boiling,  and  aU  the  air  ex- 
pelled from  the  flask  and  tubes  by  the  aqueous  vapor ;  y  is  then 
connected  with  the  tip  of  the  bell- jar  5,  which  has  previously  been 
slightly  scratched  with  a  diamond,  and  the  tip  is  then  broken  off. 
At  first  the  aqueous  vapor  condenses  in  the  bell- jar,  and  expels 
at  the  same  time  the  small  quantity  of  milk-of-lime  remaining  in 
the  tip.  On  now  removing  the  lamp,  a  return  current  is  soqn 
established,  which  drives  the  nitric  oxide  into  C.  If  this  pro- 
ceeds too  rapidly,  y*  is  compressed  by  the  fingers.  As  soon  as  the 
milk-of-lime  in  the  bell- jar  has  nearly  reached  the  rim  of  /*,  the 
latter  is  closed  by  a  compression-cock.  20  to  30  c.  c.  of  pure 
hydrogen  gas  are  now  introduced  into  the  bell- jar,  in  order  to 
insure  the  transferral  of  the  last  traces  of  nitric  oxide  into  C,  to 
be  absorbed  like  the  rest.  /*  is  now  closed  with  the  compression- 
cock,  its  end  removed  from  the  tip  of  the  bell- jar  and  connected 
instead  with  the  glass  tube  A  of  the  oxygen  jar  J) ;  the  cock,  r, 
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of  this  is  now  opened,  and  then  the  comprefision-cock,  thus  allow- 
ing oxygen  to  enter  c.  As  soon  as  the  object  of  the  operation  is 
effected,  r  is  closed,  h  and  f  separated,  and,  after  waiting  fifteen 
minutes,  the  regenerated  free  nitric  acid  is  estimated  by  means  of 
very  dilute  soda  lye  (§  215). 

The  success  of  the  method  depends  materially  upon  the  com- 
plete expulsion  of  air  from  a  and  c,  '  The  test  experiments  made 
by  SoHLosiNo,  as  well  as  the  analyses  made  in  my  own  labora- 
tory, yielded  highly  satisfactory  results.''^  Similarly  satisfactory 
results  were  also  obtained  by  R.  Fbühling  f  and  H.  Gbouvbn, 
as  well  as  by  £.  Schulze.  %  When  the  quantity  of  nitric  acid  is 
small,  it  is  advantageous  to  use  a  larger  quantity  of  ferrous 
chloride. 

It  is  quite  evident  that  the  apparatus  described  above  may  be 
variously  modified,  while  the  principle  of  its  action  is  still  retained. 
For  instance,  Sohlosiko  recommended  a  slightly  modified  appa- 
ratus for  the  estimation  of  very  small  quantities  of  nitric  add  (less 
than  O'Ol  grm).  Fbuhlikg  and  Gbouven  {loc.  cit.\  also  devised 
various,  though  unimportant,  modifications.  The  most  decided 
modification  is  that  proposed  by  E.  Beichabdt.§  In  this  the  mer- 
cury trough  is  dispensed  with,  and  the  nitric  oxide  is  received  in 
a  vessel  filled  with  soda-lye,  after  all  the  air  in  .the  apparatus 
has  been  expelled  by  hydrogen.  Since,  however,  it  is  difficult  to 
obtain  this  gas  perfectly  ffee  from  oxygen,  the  results  obtained 
with  this  modification  are  apt  to  be  too  low. 

The  modification  proposed  by  F.  Schulze,  and  described  by 
H.  WuLFERT,  II  differs  from  the  other  modifications  in  that  the 
nitric  oxide  is  first  collected  in  a  bell-jar  filled  with  mercury  and 
provided  with  a  glass  cock,  then  conducted  into  a  measuring- 
tube,  and  its  volume  measured.  If  a  foreign  gas  is  also  present, 
its  volume  is  also  ascertained  by  absorbing  the  nitric  oxide  with 
ferrous-chloride  solution.  In  his  experiments,  however,  Wul- 
FERT  never  found  more  than  0*33  c.  c.  unabsorbable  gas.  The 
results  obtained  were  very  satisfactory,  even  with  very  small  quan- 
tities of  nitric  acid,  and  in  the  presence  of  considerable  organic 
matter. 

•ZeiUchr.f,  analyt.  Chem,,  i,  89.  §ift.,  ix,  24. 

f  LandwirthschafU.  Versuehistat.,  ix,  14  and  160.  ||i&..  ix,  400. 

XZeiUchr,/,  analyt.  Chem,,  vi,  884. 
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6.  Sohulzb's  Method  *  modified  by  TiKMANN.t 

The  Solution  containing  the  nitrate  is  concentrated  if  necessary 
to  a  Tolume  of  aboat  50  c.  c.  and  introduced  into  the  flask  A^ 
which  should  have  a  capacity  of  about  200  c.  c.  This  flask 
(Fig.  109)  is  provided  with  a  rubbei*  stopper,  through  which  pass 


Fig.  109. 

two  bent  tubes,  abc  and  e/g.  The  first  is  drawn  out  to  a  point 
(not  too  small)  at  a,  and  projects  through  the  stopper  about 
3  cm. ;  the  second  terminates  without  diminution  of  size  exactly 
at  the  lower  surface  of  the  stopper.  These  two  tubes  are  con- 
nected by  rubber  tubes  (bound  with  thread)  at  c  and  g  with  the 
glass  tubes  c  d  and  gJi,  A  rubber  tube  is  drawn  over  the  lower 
end  of  jr  A  to  protect  it  from  fracture.  ^  is  a  glass  vessel  con- 
taining 10-per  cent,  soda  solution.  A  measuring  tube  graduated 
in  O'l  c.  c,  of  not  too  great  diameter,  filled  with  previously  boiled 


♦  Z^iUOvr,  /.  analyi,  Chem.,  1870,  400. 

f  ArUeitujig  ttir  UntervucAung.  von  Was$&r,  von  W.  Eubbl,  Zweite  Auflage 
von  F.  TiBMANN,  Braunchsweig,  Fr.  Vieweg  u.  Sohn.,  1870,  8.  55. 
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soda  Solution^  is  supported  so  that  its  open  end  is  under  the  sur- 
face of  the  liquid  in  B. 

The  solution  of  the  nitrate  in  the  flask  is  further  concentrated 
by  boiling,  and  finally  the  lower  end  of  the  tube  efg  h  is  brought 
into  the  soda  solution  so  that  a  part  of  the  steam  escapes  through  it. 
After  a  few  minutes  the  rubber  tube  at  g  is  pressed  together  with 
the  fingers;  if  the  air  has  been  completely  displaced  from  the 
fiask  by  boiling,  the  soda  solution  will  ride  suddenly  in  the  tube  as 
in  a  vacuum,  and  a  slight  blow  against  the  finger  will  be  perceptible. 
In  this  case  the  rubber  tube  at  ^  is  closed  with  a  clamp  and 
the  steam  is  allowed  to  escape  through  ah  o  d  until  only  10  c.  c. 
of  fiuid  remain  in  the  flask.  The  lamp  is  now  removed  and  the 
rubber  tube  at  c  is  closed  with  a  clamp,  and  the  tube  c  d  filled  by 
a  jet  of  water.  If  an  air  bubble  remains  in  the  rubber  tube  at  c, 
it  must  be  removed  by  pressure  with  the  fingers.  The  graduated 
measuring  tube  is  now  brought  over  the  up6urved  end  of  the  evo- 
lution tube  efg  h  so  that  the  end  rises  in  it  2-3  cm.  The  flask 
must  next  be  allowed  to  stand  a  few  minutes  until  a  partial  vacuum  is 
produced  in  it,  which  is  manifested  by  a  contraction  of  the  rubber 
tubes  at  c  and  g.  A  nearly  saturated  solution  of  ferrous  chloride 
is  poured  into  a  small  beaker,  the  upper  part  of  which  is  marked 
so  as  to  show  the  space  occupied  by  20  c.c. ;  two  other  beakers 
must  also  be  at  hand  partly  filled  with  concentrated  hydrochloric 
acid.  The  tube  erf  is  now  dipped  into  the  ferrous-chloride  solution, 
and  the  clamp  at  c  is  loosened  until  15-20  c.c.  are  drawn  into  the 
flask.  The  ferrous  chloride  remaining  in  the  tube  is  next  removed 
by  drawing  in  a  small  quantity  of  hydrochloric  acid  in  two  suc- 
cessive portions.  Small  bubbles  may  frequently  be  observed  at 
S,  occasioned  by  evolution  of  hydrochloric  gas  caused  by  dimin- 
ished pressure  in  the  flask.  They  disappear  almost  completely  so 
soon  as  the  pressure  rises. 

Heat  is  applied,  at  first  very  gently,  until  the  rubber  tubes  at  o 
and  g  are  slightly  expanded ;  tlien  the  rubber  tube  at  g  is  held  com- 
pressed by  the  fingers,  the  clamp  being  removed,  until  the  pressure 
becomes  stronger,  when  the  gas  is  allowed  to  pass  over  to  the  grad- 
uated tube.  Toward  the  end  of  the  operation  heat  is  increased  and 
distillation  continued  until  the  volume  of  gas  in  the  measuring 
tube  no  longer  increases.  The  hydrochloric  gas,  abundantly 
evolved  in  the  last  part  of  the  process,  is  absorbed  with  violence 
by  the  soda  solution  with  a  peculiar  clattering  sound ;  there  is  na 
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danger,  however,  of  breaking  the  evolution  tube  if  care  has  been 
taken  to  enclose  the  lower  end  with  a  mbber  tube  as  above  directed. 

The  measuring  tube  is  brought  into  a  large  cylinder  containing 
cold  water,  best  of  15-18^  C,  and  by  means  of  some  suitable  fix- 
ture held  wholly  submerged  in  the  same.  The  transfer  is  effected 
with  the  help  of  a  small  porcelain  dish  filled  with  soda  solution. 

After  16-20  minutes,  the  temperature  of  the  water  in  the 
cylinder  is  ascertained  with  a  sensitive  thermometer,  and  the  state 
of  the  barometer  is  also  observed.  Then  the  tube  is  taken  hold 
of  at  the  upper  end  with  a  strip  of  paper  or  cloth,  in  order  to  avoid 
imparting  heat  to  it  by  direct  contact  of  the  hand,  and  drawn 
up  perpendicularly  so  far  that  the  level  of  the  fluids  within  and 
without  it  exactly  coincide,  and  the  volume  of  the  gas  is  read  off. 
From  the  data  thus  obtained,  the  volume  which  the  dry  gas  would 
occupy  at  0°  0.  and  760  mm.  bar.  pressure  is  to  be  computed.  (See 
pp.  160,  161,  on  Calculation  of  Analyses.)  1  c.c.  N,0,  at  0**  O. 
and  760  mm.  bar.  pressure  corresponds  to  0*002415  grm.  N.O,. 

A  condition  indispensable  for  the  success  of  the  operation  is 
the  complete  expulsion  of  air  from  the  apparatus  in  the  beginning. 
When  an  abundant  quantity  of  nitric  acid  is  present  in  the  sub- 
stance, enough  to  produce  about  80  c.c.  nitrogen  dioxide  is  a  suit- 
able quantity  to  use  for  its  determination,  and  a  somewhat  larger 
quantity  of  ferrous  chloride  and  hydrochloric  acid  than  above  indi- 
cated may  be  used.  An  unnecessary  amount  of  these  reagents 
should,  however,  be  avoided,  since  it  is  diflScult  to  boil  a  small  quan- 
tity of  nitrogen  dioxide  out  of  a  large  volume  of  liquid. 

This  method  is  easy  to  carry  out  and  gives  satisfactory  results. 

e.  Methods  based  on  the  conversion  of  JVitrio  Acid  into 
Am/monia. 

On  heating  a  nitrate  in  an  alkaline  fluid  in  which  nascent 
hydrogen  is  being  evolved  in  sufScient  quantity,  all  the  nitric  add 
of  the  nitrate  is  converted  into  ammonia,*  from  the  volume  of 
which  the  quantity  of  nitric  acid  may  be  accurately  determined. 
Fb.  SoHTJLZEf  was  the  first  to  base  on  this  principle  a  method  for 
the  estimation  of  nitric  acid,  and  he  was  soon  followed  by 

*The  conversion  takes  place  in  acid  solution  also,  but  is  then  only  partial 
(L.  Gmelin;  Mabtin). 

t  Of^^'  Oeniralbl.,  1861,  657  and  888. 
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"W.  Wolf,*  HAB00UBT,t  and  Sibwbbt.:^  Later  on  Bunsen^S 
and  also  Hager,  ||  modified  both  the  methods  and  the  apparatus. 
Schulze  effected  redaction  with  platinized  zinc ;  W.  Wolf,  Hab- 
couBT,  and  Siewebt  with  zinc  and  iron  filings ;  Bunsbn  with  a 
zinc-iron  spiral.  Zinc  and  iron  appear  to  afford  the  most  satis- 
factory results,  therefore  I  shall  first  describe  Habooubt's  process, 
in  which  an  aqueous  potassa  solution  is  used,  and  then  describe 
Siewebt's  method,  in  which  an  alcoholic  potassa  solution  is  em- 
ployed. If  organic  substances  are  present,  these  methods  do  not 
afford  good  results  (Fbuhlino1[).  The  reliability  of  the  results, 
however,  is  questioned  even  when  organic  substances  are  absent. 
While  tlie  test-analyses  afforded  Habooubt  and  Siewebt  uniformly 
good  results,  Wolf  {loc.  oit.)  states  that  the  three  following  con- 
ditions are  essential  for  the  success  of  the  method:  1.  The  con- 
version of  nitric  acid  into  ammonia  must  take  place  in  the  oold 
(on  heating,  while  the  hydrogen  is  being  evolved,  some  ammonia 
is  lost,  most  probably  from  the  escape  of  nitrogen  as  such). 
2.  A  copious  and  uniform  evolution  of  hydrogen  is  necessary, 
and  is  best  secured  by  using  zinc  in  conjunction  with  iron. 
8.  The  potassa  or  soda  must  be  dissolved  in  not  less  than  7  or 
more  than  8  parts  of  water.  It  will  be  observed  that  these  con- 
ditions are  at  direct  variance  with  the  directions  given  by  Hab- 
ooubt. FiNKEKBB**  rejects  all  the  methods  based  on  the  above 
principle,  because,  although  all  the  nitric  acid  is  decomposed,  yet 
all  the  nitrogen  is  not  converted  into  ammonia.  I  have  not  studied 
the  metliods  sufficiently  to  give  a  decided  opinion,  but  I  must  say 
that  in  my  laboratory  the  methods  of  Habooubt  and  of  Siewebt 
have  generally  given  good  results. 

Habcouet  employs  the  apparatus  shown  in  Fig.  110.  Bring 
the  tube  o  into  a  vertical  position  by  turning  it  half  round  in  the 
tubulure ;  then  run  into  it  from  a  burette  standard  acid  (more 
than  is  sufficient  to  fix  the  ammonia)  into  (2,  add  a  little  litmus 

*  Ch^m,  CeiUralbL,  1862,  879;  also  Joum.  /.  prafU,  Cham.,  lxxzix,  98,  and 
Z&iUchr,f,  analyt,  Ch$m„  ii,  401. 

\Joum,  of  the  Chem,  8oe.,  tv,  885;  also  Z&iUchr.f,  cmalyt,  Cham.,  ii,  14. 

J  Annal.  d.  Cham.  u.  Pha/rm.,  cxxv.  398. 

%Zdit9chr.f.  analyt.  Chsm.,  x,  414. 

[Ib.,  X,  884. 

\  LandtnrthsehafU.  Verauchntai.,  viii,  473. 

**  H.  Rose,  Handb.  d.  analyt  Cham. ,  6  Aufl.  von  Finkbnbr,  ii,  829. 
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tincture,  turn  the  tube  e  back  to  its  horizontal  position,  and  let  a 
little  more  of  the  standard  acid  run  into  the  bulbs.     Now  remove 


Fig.  110. 

the  flask  a,  while  its  stopper  carrying  the  glass  tube,  and  also  the 
small  flask  ft,  containing  a  little  water,  are  allowed  to  retain  their 
position  on  the  sand-bath  unchanged.  Into  a  introduce  about  50 
gnu.  of  finely  granulated  zinc  and  about  25  grm.  of  iron  filings 
(purified  by  first  sifting  and  then  heating  in  a  current  of  hydro- 
gen), add  the  weighed  quantity  of  nitrate  (for  instance  0-5 
potassium  nitrate),  20  c.  c.  of  water,  and  20  c.  c.  of  potassa  solu- 
tion of  sp.  gr.  1'3.  That  part  of  the  sand-bath  ö,  directly 
under  a,  is  now  heated  until  the  contents  of  a  boil.  When  the 
bubbles  of  air  and  hydrogen  pass  quietly  through  the  bulbs  «,  a 
loss  of  ammonia  is  not  to  be  feared.  As  soon  as  distillation  begins, 
place  the  lamp  so  that  also  the  contents  of  the  flask  h  boil  gently. 
In  this  manner  the  fluid  is  by  one  operation  distilled  twice,  and  the 
traces  of  potassa  carried  over  from  a  are  completely  retained  in  J. 
The  end  of  each  exit-tube,  as  a  further  precaution,  is  drawn  out 
and  bent  upwards  in  the  form  of  a  hook.  The  distillation  re- 
quires from  1  to  2  hours.  It  may  be  stopped  when  the  hydro- 
gen, which  is  evolved  more  freely  as  the  potassa  solution  becomes 
more  concentrated,  has  passed  through  the  bulb-tube  e  for  5  or  10 
minutes  regularly.  As  soon  as  the  fluid  e  has  receded  to  d  on  the 
cooling  of  the  apparatus,  remove  the  rubber  stopper  from  the  small 
tubulurey,  and  pass  a  stream  of  water  through  the  condenser  in 
order  to  rinse  the  last  traces  of  ammonia  into  the  receiver.    Once 
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more  bring  the  tube  ^  to  a  vertical  position  by  a  half-turn,  rinse  it 
out  with  water,  then  remove  it,  and  close  the  tubulure  of  the  re- 
ceiver with  a  cork.  Finally  remove  the  receiver,  and  rinse  off  the 
outside  of  the  lower  end  of  the  condenser,  and  proceed  to  titrate 
the  residual  free  acid.  The  metals  remaining  in  a  need  only  be 
washed  with  water,  diluted  acid,  and  again  with  water,  in  order 
to  render  them  serviceable  for  a  seöond  determination.  Metals 
wliich  have  been  once  used  evolve  hydrogen  more  slowly 
than  do  bright  zinc  and  recently  ignited  iron,  but  the  evolu- 
tion of  ammonia  proceeds  equally  well  in  both  cases.  Metallic 
chlorides  and  sulphates  have  no  influence  on  the  result.  If 
lead  is  present  it  appears  advisable  to  add  some  potassium 
sulphate. 

SiEWEET  employed  for  every  gramme  of  saltpetre  4  grm. 
iron  filings  and  8  to  10  grm.  zinc  filings,  and  also  16  grm.  potas- 
sium hydroxide  and  100  c.  c.  alcohol  of  0*825  sp.  gr.  By  the 
use  of  alcohol  the  danger  of  the  boiling  fluid  receding  is  avoided. 
The  apparatus  used  by  him  consists  of  a  300-  to  350-c.  c. 
flask  with  an  evolution  tube  connected  with  the  two  flasks  J?  and  (7, 
arranged  as  shown  in  Fig.  111.  These  flasks  have  a  capacity 
of  150  to  200  c.  c.  each  and  contiEiin 
standard  acid.  The  connecting  tube  h 
is  cut  off  obliquely  at  both  ends;  c 
serves  for  the  introduction  of  a  strip  of 
litmus  paper  during  the  operation,  and 
after  Äe  latter  is  complete,  for  the 
transference  of  the  liquid  from  one 
flask  to  the  other  at  will.  After  put- 
ting the  apparatus  together,  the  disen- 
gagement of  gas  may  be  allowed  to  pro- 
ceed first  in  the  cold,  or  it  may  be 
assisted  from  the  beginning  by  the  aid 

of  a  small  fiame.  After  half  an  hour  the  ammonia  formed  begins 
to  pass  over  in  proportion  as  the  alcohol  distils  off.  As  soon  as  the 
latter  has  completely  disappeared  from  the  evolution  fiask,  apply 
heat  very  cautiously  (in  order  to  drive  off  the  last  traces  of  am- 
monia) until  steam  appears  in  the  evolution  tube ;  or  10  to  15  c.  c. 
of  alcohol  are  rapidly  introduced  once  or  twice  into  the  evolution 
fiask  and  distilled  off. 
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f.  Method  of  estinuUing  nitric  acid  from  the  low  of  hydro- 
gen^  after  Fb.  Schulze.* 

On  dififiolving  alumininm  in  potassa  Ije,  a  potaseium-alumin- 
imn  compound  is  formed  and  hydrogen  is  evolved,  the  qnantitj 


Fig.  112. 

evolved  corresponding  to  the  weight  of  the  aluminium  dissolved. 
If  a  nitrate  is  added  to  the  mixture  evolving  the  hydrogen,  less 
hydrogen  is  obtained  than  were  no  nitrate  present,  since  part  of 
the  nascent  hydrogen  serves  to  convert  the  N.O^  of  the  nitrate 


^ZeiUehr.f.  analyi.  Chrni,,  ii,  800. 
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into  ammonia  (N.O,  +  16H  =  2NH,  +  5H,0),  and  the  loss  of 
hydrogen  is,  of  course,  proportional  to  the  quantity  of  N,0,  con- 
verted into  ammonia.  Since,  according  to  Fr.  Sohulzs,  this 
conversion  is  complete  when  the  process  is  conducted  slowly 
(FiNKENER,*  however,  contradicts  this),  and  since  a  small  quan- 
tity of  N,0,  is  able  to  effect  a  relatively  large  deficit  of  hydrogen, 
this  method  can  be  applied  for  the  accurate  determination  of  even 
small  quantities  of  nitric  acid.  The  method  cannot,  according  to 
E.  Sohulzs,  t  be  used  if  organic  matter  is  present,  because  tiien 
the  results  are  inaccurate.  In  such  a  case  the  substance  must  first 
undergo  the  following  preliminary  treatment :  Heat  with  dilute 
potassa  lye  until  all  ammonia  is  expelled,  add  a  concentrated  solution 
of  pure  potassium  permanganate  until  the  fiuid  retains  a  red  color 
even  on  continuous  boiling  during  10  minutes,  then  add  a  little 
formic  acid  to  decompose  the  excess  of  permanganate  present, 
filter,  wash,  concentrate  the  filtrate,  neutralize  accurately  with 
dilute  sulphuric  acid,  and  then  subject  the  fiuid  so  obtained,  and 
concentrated  by  evaporation,  if  necessary,  to  the  treatment  to  be 
described  below  (Franz  Schulze  f). 

I  shall  first  describe  the  apparatus  §  used«  resembling  Knop's 
azotometerf,  and  then  the  process. 

The  flask  A  (Fig.  112)  has  a  capacity  of  about  50  c.  c.  Into 
its  neck  is  ground  airtight  the  tube  B^  expanded  above  into  a 
bulb.  A  glass  rod,  c,  is  ground  to  fit  the  lower  opening  of  B^ 
which  it  closes  perfectly ;  it  passes  through  the  cork  d^  and  is  so 
long  that,  when  the  cork  is  slid  up  to  the  end  of  <?,  fiuid  may  be 
introduced  into  B  by  means  of  a  pipette.  For  measuring  the 
gases  there  is  used  a  tube,  (7,  divided  into  0*1  c.  c.  and  connected 
by  means  of  a  rubber  tube  with  a  tube,  2>,  of  similar  size,  but 
plain.     The  tubulure  f  of  the  latter  bears  an  arrangement  for 


*H.  RoBB,  Wkndb.  d,  analyi,  Chem.,  6.  Aufl.  yon  Finkensb,  n,  829. 

t^WftöÄr./.  aTudfft,  Chem.,  vi,  879. 

iZeitsehr.f.  Chem.  (N.  F.),  iv,  296 ;  ZriUehr.f.  analyi.  Chem.,  vn,  890. 

§  Instead  of  this,  Rumpf's  may  be  used  {ZeiUehr.  /.  antUyt.  Chem.,  vi,  899). 

I  Chem.  CentraJbl.,  1860,  244.  The  original  Enrop  apparatas  differs  from  the 
modification  here  given  in  that  the  tabe  D  is  not  provided  with  the  lateral 
tabulure.  The  removal  of  water  from  D  is  effected  bj  suction  into  a  flask.  In 
Bautekbbrg's  modiflcation  the  tubes  C  and  D  are  placed  in  a  cylinder  flUed 
with  water,  in  order  to  enable  the  operator  to  better  regulate  the  temperature  of 
the  gases  and  estimate  them. 
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allowing  water  to  run  off,  as  shown ;  the  upper  end  of  the  tube  C 
iß  connected  by  means  of  a  rubber  tube  k  witli  tlie  glass  tube  A, 
which  in  turn  is  fitted  into  the  cork  inserted  into  the  tubulure  a. 
To  perform  a  series  of  experiments,  a  rather  large  quantity  of 
aluminium  filings  is  required  from  which  any  iron  present  has 
been  removed  by  means  of  a  magnet.     The  first  thing  to  be  done 
is  to  determine  the  weight  of  hydrogen  evolved  by  a  weighed 
quantity  of  this  aluminium  powder  on  dissolving  in  potassa  lye. 
This   preliminary  experiment  is  absolutely   indispensable,  since 
every  kind  of  aluminium  behaves  differently  in  this  respect.     To 
carry  out  this  experiment,  introduce  a  weighed  quantity,  say  0*075 
grm.,  of  aluminium  powder  into  A  and  add  to  it  a  little  water. 
On  the  other  hand,  introduce  exactly  5  c.  c.  potassa  lye  into  B 
and  place  this  on  A^  airtight.     !Now  pour  water  into  D  until  its 
level  stands  exactly  at  the  zero  point  in  (7,  and  connect  A  with 
the   measuring-tube   by   inserting   the  tube   A   into   the    rubber 
tube  p.     After  again   making  sure  that   the  water-level  in    C 
and  1)  is  at  the  same  height,  and  that  it  stands  at  zero  in  C^  note 
the  temperature  of  the  room,  and  place  J.  in  a  beaker  of  water 
having  the  same  temperature.     Water  is  now  allowed  to  run  out 
from  n  until  the  level  of  water  in  D  stands  exactly  at  a  certain 
height,  say  at  30  c.  c. ,  and  the  water  has  fallen  in  C  to  about  the 
mark  1.     If  both  levels  remain  unchanged  for  some  time,  and 
you  are  sure  that  all  the  parts  of  the  apparatus  are  airtight,  raise 
the  glass  rod  C  slightly  to  allow  the  lye  in  ^  to  flow  into  A.     As, 
on  account  of  the  lower  level  of  fluid  in  2),  the  air  in  A  is  under 
less  pressure  than  is  the  air  in  B^  or  the  free  atmosphere,  care 
must  be  taken  to  again  dose  the  opening  e  airtight  the  moment 
the  fluid  in  B  has  almost  run  out,  and  when  only  just  enough 
remains  to  prevent  free  communication  between  A  and  B,     The 
volume  of  liquid  originally  present  in  B  (in  this  case  5  c.  c.)  is 
subsequently  to  be  deducted  from  the  volume  of  gas  in  (7.     In 
the  proportion  in  which  the  aluminium  dissolves,  and  the  hydrogen 
is  evolved,  the  level  in  C  sinks,  while  that  in  D  rises,  and  renders 
necessary  the  withdrawal  of  more  water  through  n,  so  that  both 
levels  may  remain  about  the  same.     When  the  evolution  of  gas 
has  entirely  ceased,  and  you  are  sure  that  the  water  in  which 
the  flask  A  stands,  as  well  as   the   air,    are   still  at  the  same 
temperature  as  at  first,  bring  the  level  in  2)  to  the  exact  height  in 


§  149.]  NITRIC  ACID.  591 

C\  80  that  the  tension  of  gas  in  A  and  C  may  correspond  exactly 
to  the  atmospheric  pressure,  and  then  read  off  the  height  of  the 
water  in  C,  This  reading,  minus  the  number  of  c.  c.  of  fluid 
which  flowed  from  B  into  A^  expresses  the  number  of  c.  c. 
of  hydrogen  evolved  by  the  aluminium  dissolved  under  the  pre- 
vailing circumstances  of  atmospheric  pressure,  temperature,  and 
tension  of  aqueous  vapor.  Beduce  the  measured  volume  to  the 
dry  condition  at  0**  and  760  mm,  (§  198),  calculate  the  weight  of 
this  volume (1000  c.  c.  =  008988  grm.)of  hydrogen,  and  ascer- 
tain the  weight  of  aluminium  required  to  evolve  1  grm.  of  hydro- 
gen by  dividing  the  weight  of  the  aluminium  used  by  the  weight 
of  the  volume  of  hydrogen  found.  Schulze  found  this  quotient 
to  be  in  one  case  10*5042,  i.6.,  this  weight  of  aluminium  evolved 
1  grm.  hydrogen  (9*16  grm.  absolutely  pure  aluminium  evolve 
1  grm.  hydrogen).  Since  16  eq.  of  hydrogen  (16*128)  corre- 
spond to  1  eq.  of  N.O.  (108*08),  16*128  X  10*5042=  169*4117 
grm.  of  the  aluminium  in  question  correspond  to  108-08  grm. 
N.O, 

Suppose,  now  we  know  the  exact  value  of  our  aluminium, 
we  desire,  on  some  occasion,  to  make  a  determination  of  N,0„ 
using  the  aluminium.  We  begin  first  by  calculating  how  many 
c.  c.  of  hydrogen  a  certain  weight  aluminium,  say  0*05  grm., 
will  afford  on  the  day  the  determination  is  about  to  be  made, 
t.d.,  at  the  temperature  and  atmospheric  pressure  prevailing  on 
that  particular  day,  and  which,  it  is  assumed,  will  remain  con- 
stant throughout  the  process  (to  best  insure  this  a  room  in  which 
the  temperature  remains  constant  is  chosen).  Let  us  assume  we 
obtained  58*4  c.  c.  as  the  number  of  c.  c.  of  hydrogen  correspond- 
ing to  0*05  grm.  of  aluminium.  Introduce  the  fluid,  the  nitric  acid 
of  which  is  to  be  determined,  and  the  volume  of  which  may  be 
about  20  c.  c,  into  the  flask  A^  add  a  weighed  quantity  of  alumin- 
ium powder  sufficient  to  insure  at  least  2  parts  being  present  for 
every  1  part  of  N,0.,  connect  the  apparatus  as  detailed  above, 
and  allow  the  potassa  lye  to  flow  into  A ,  at  flrst  by  drops.  To  insure 
total  conversion  of  N,0,  into  ammonia,  in  which  case  the  hydrogen 
deficit  will  correspond  to  the  N,0^,  the  solution  of  the  aluminium 
must  be  so  conducted  that  for  at  least  one  hour  an  evolution  of 
hydrogen  is  scarcely  observable,  and  that  from  3  to  4  hours  are 
required  for  the  completion  of  the  process.     After  making  sure 
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that  the  barometer  and  thermometer  stand  as  at  the  beginning  of 
the  experiment,  read  off.  Let  ns  assume,  taking  one  of  Sohulze's 
experiments  as  an  example,  that  0.16  grm.  of  the  alnmininm 
powder  and  a  definite  quantity  of  potassium  nitrate  had  been  taken, 
and  had  afforded  95*6  c.  c.  hydrogen.  How  much  N,0.  was  pres* 
ent?  0'15  grm.  aluminium  would  have  evolved  8  X  58*4  = 
175*2 CO.  hydrogen;  but  we  obtained  only  95*6  c.  c.,  hence  the 
hydrogen  deficit  would  be  175*2  —  95*6  =  79*6  c.  c,  which 
according  to  the  proportion 

58*4:  0*05 : :  79*6 :  »  =  0*06816  aluminium; 

and  further : 

169*4117 :  108*08  : :  0*06815 :  a,  =  0*04848  N.O,. 

(The  0*083  grm«  of  nitre  added  by  Sohulzb  contained  0*0443 

N.O.). 

g.  Methods  in  which  the  Nitrogen  of  the  Nitric  Acid  is  sep^ 
arated  and  measured  in  the  gaseous  form. 

These  *  methods  are  more  particularly  suitable  for  analyzing 
nitrates  which  are  decomposed  by  ignition  into  oxide  or  metaJ  and 
oxides  of  nitrogen ;  they  will  be  found  in  the  Section  on  the  Ulti- 
mate Analysis  of  Organic  Bodies  in  §  185.  Mabiqnao  employed 
them  to  analyze  mercurous  nitrates.  Bbomeis  analyzed  nitrite, 
&c.,  of  lead  by  a  similar  method,  recommended  by  Bunsen.*  In 
cases  where  it  is  intended  to  determine  the  water  of  the  analyzed 
nitrate  in  the  direct  way  such  methods  are  almost  indispensable,  f 

If  the  nitrogen  evolved  on  igniting  a  nitrate  with  finely  divided 
copper  is  to  be  estimated  gravimetrically ,  the  method  recommended 
by  GiBBs  X  may  be  employed. 

A.  The  methods  employed  in  determining  the  small  quantities 
of  nitric  acid  occurring  in  natural  waters  will  be  described  under 
Water  Analysis. 


*AnnaL  d.  Chem.  u.  Pharm.,  Lxxii,  40. 

f  See  also  Gibbb,  Am,  Jaurn.  8ci,,  xxxvii,  850. 

X  Zniichr,/.  analyU  Chem.,  in,  898. 
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§150. 
2.  Chlorig  Acid. 

I.  Determination. 

Free  chloric  acid  in  aqueoas  solution  may  be  determined  by 
converting  it  into  hydrochloric  acid  bj  the  agency  of  nascent 
hydrogen  (II. ,  b)j  and  determining  the  acid  formed,  as  directed  in 
§  141 ;  or  by  saturating  with  solution  of  soda,  evaporating  the 
fluid,  and  treating  the  residue  as  dii*ected  in  II.,  a  or  c. 

II.  SepcircUion  of  Chloric  Acid  from  the  Baeee  amd 
Determi/TKUion  of  the  Add  in  Chlorates. 

a.  After  Bunsen.*  When  warm  hydrochloric  acid  acts  upon 
chlorates,  the  latter  are  reduced ;  as  this  reduction  is  not  attended 
with  separation  of  oxygen,  the  following  decompositions  may  take 
place : 

asi  I  s^  2i8f  { igrs  S!?t  j  n;  ?&\  j  %  a,  j  ^o 

Which  of  these  products  of  decomposition  may  actually  be  formed, 
whether  all  or  only  certain  of  them,  cannot  be  foreseen*  But  no 
matter  which  of  them  may  be  formed,  they  all  of  them  agree  in 
this,  that,  in  contact  with  solution  of  potassium  iodide,  they  liber- 
ate for  every  2  mol.  chloric  acid  (HCIO,),  or  1  mol.  C1,0,  in  the 
chlorate,  12  at.  iodine.  1522*2  of  iodine  liberated  correspond 
accordingly  to  150 -9  CI,0,.  The  analytical  process  is  conducted 
as  described  in  §  142,  1. 

The  test-analysis  made  by  Bunsen  gave  good  results.  Accord- 
ing to  FiNKENER  t  however,  too  little  iodine  is  precipitated  in  this 
method,  hence  he  advises,  in  order  to  obtain  correct  results,  to 
boil  33  c.  c.  hydrochloric  acid,  66  c.  c.  water,  10  grm.  potassium 
iodide,  and  1  c.  c.  aqueous  solution  of  sulphurous  acid  five  minutes 
in  a  current  of  carbonic  acid,  allowing  to  cool  in  the  current  of 
gas,  and  to  then  add  this  solution  to  the  chlorate  in  a  stoppered 

•  Anndl,  d.  Chsm,  u.  Pharm.,  86,  282. 

t  H.  Ross,  Handbuch  der  aiuUyt  Ch§m.,  6.  Aufl.  von  Finkenbb,  ii,  612. 
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flaak.  The  flask  should  have  been  previously  filled  with  carbonic- 
acid  gas,  then  filled  with  the  acid  solution,  tightly  stoppered, 
heated  for  15  minutes  in  a  water-bath,  allowed  to  become  perfectly 
cold,  shaken,  the  solution  then  diluted  and  the  iodine  liberated 
estimated. 

&.  Heat  the  weighed  chlorate  with  an  excess  of  a  solution  of 
ferrous  sulphate  in  hydrochloric  acid,  and  estimate  the  ferric  chlo- 
ride formed.  The  process  is  conducted  according  to  the  rules 
given  under  §  149, 11,  d,  ß.  12  eq.  of  FeCl,  raised  to  Fe.Cl. 
correspond  to  1  eq.  of  01,0,. 

d.  The  conversion  of  chloric  acid  (and  generally  all  oxygen 
compounds  of  chlorine,  excepting  perchloric  acid)  may  also  be 
accomplished  in  very  dilute  solution  by  nitrons  acid  or  a  nitrite, 
preferably  by  neutral  lead  nitrite  (H.  Toussaint*).  Mix  the 
dilute  aqueous  solution  of  the  chlorate  with  a  slight  excess  of  lead- 
nitrite  solution,  f  acidulate  with  nitric  acid,  warm,  and  convert  the 
hydrochloric  acid  formed  into  silver  chloride  as  in  §  141 ,  I,  a. 

If  it  is  intended  to  apply  this  principle  to  the  volumetric  esti- 
mation,  of  chloric  acid,  introduce  a  very  dilute  solution  of  potas- 
sium chlorate  of  known  strength  into  a  stoppered  flask,  add  an 
excess  of  silver  nitrate,  acidulate  strongly  with  nitric  acid,  heat  in 
a  water-bath,  and  then  add,  under  frequent  shaking  (which  pro- 
motes the  deposition  of  the  silver  chloride),  the  solution  of  lead 
nitrite  until  a  drop  no  longer  causes  a  precipitate  of  silver  chloride. 
The  lead-nitrite  solution  being  thus  standardized,  it  may  be  em* 
ployed  for  estimating  the  chloric  acid  of  solutions  of  unknown 
strength.  The  author's  test-analyses  gave  good  results,  which 
were  corroborated  in  my  laboratory. 

d.  The  reduction  (»f  chloric  jicid  may  also  be  simply  effected  by 
ferrous  hydroxide.  Add  a  sufficient  quantity  of  ferrous  sulphate 
to  the  solution  of  the  alkali  chlorate,  supersaturate  strongly  with 
chlorine- free  potassa  lye,  boil  for  a  long  time,  filter  off  the  ferroso- 
ferric  hydroxide,  wash,  acidulate  the  filtrate  with  nitric  acid,  and 

*  Annal.  d.  Ch&m,u.  Pharm,,  cxxxvii,  114;  Z^iUchr,  /.  antdyt  Chem.,  v, 
210. 

f  To  prepare  this,  boil  together  1  part  plumbic  nitrate.  1^  part  lead,  and  50 
parts  water  for  a  long  time,  when  tetrabasic  lead  nitrite  (Pb[OHlNO,PbO) 
precipitates  as  a  white  powder  on  rapidly  cooling  the  at  first  yellow,  then 
colorless,  solution.  Suspend  the  nitrite  in  water  and  pass  in  carbonic  acid  until 
the  basic  salt  is  entirely  decomposed.  The  filtered  solution  may  be  preserved 
for  a  long  time  in  completely  filled  bottles. 
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precipitate  the  chlorine  with  silver  solntion  (§  141, 1,  a. — C.  Stel- 
UNO  * ) .  According  to  my  inyestigations  it  ig  ad viflable  to  bring  the 
filtrate  up  to  250  c.  c,  and  to  then  test  a  portion  of  it  for  chloric 
acid  by  adding,  first,  sulphuric  acid  to  acidity,  then  a  very  small 
quantity  of  indigo  solution,  and  finally  a  little  sulphurous  acid. 
When  the  indigo  is  no  longer  decolorized,  and  you  are  certain  that 
all  the  chlorate  in  the  solution  has  been  converted  into  chloride, 
proceed  to  estimate  the  chlorine  as  silver  chloride  in  an  aliquot 
part  of  the  250  c.  c. 

e.  After  SESTon.f  To  the  concentrated  aqueous  solution  of 
the  weighed  chlorate  add  a  piece  of  zinc  and  then  some  pure 
dilute  sulphuric  acid,  and  allow  to  stand  for  some  time  (with  0*1 
grm.  potassium  chlorate  half  an  hour  is  sufficient).  By  the  nascent 
hydrogen  evolved  the  chloric  acid  is  converted  into  hydrochloric 
acid,  which,  after  removal  and  rinsing  of  the  zinc,  is  determined 
according  to  §  141.  To  use  the  volumetric  method  (§  141,  ft,  a), 
the  sulphuric  acid  is  first  precipitated  with  barium  nitrate,  tlien  the 
zinc  and  excess  of  barium  with  sodium  carbonate;  the  liquid  is 
filtered  and  neutralized,  then  potassium  Chromate  is  added,  and 
finally  standard  silver  solution. 

y.  The  basic  radicals  are  determined  with  advantage  in  a  sepa- 
rate portion,  by  converting  the  chlorate  either  by  very  cautious 
ignition,  or  by  warming  with  hydrochloric  acid,  into  chloride. 

The  estimation  of  hypochloraus  acid  will  be  described  in  the 
Special  Part,  article  *'Chlorimetry." 

*  ZeiUehr.f,  analyi.  Chmn,,  vi,  ZSL 
t  A,  I,  600. 
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SEPAKATION   OF  BODIES. 

§151. 

When  only  one  basic  or  one  acid  radical  is  present,  the  method 
of  its  determination  has  been  considered  in  the  previous  Section. 
When  more  than  one  basic  or  more  than  one  acid  radical  is  pres- 
sent,  the  methods  of  separating  and  determining  them  will  be 
described  in  the  present  Section. 

The  separation  of  bodies  may  be  effected  in  tliree  ways :  viz.,  a, 
by  direct  analysis /  6,  by  indirect  analysis;  0,  by  estimation  by 
difference. 

By  direct  analysis^  we  understand  the  actual  separation  of  rad- 
icals or  elements.  Thus,  we  separate  potassium  from  sodium  by 
platinic  chloride ;  copper  from  tin  by  nitric  acid ;  arsenic  from 
iron  by  liydrogen  sulphide;  iodine  from  chlorine  by  palladious 
nitrate ;  carbon  from  potassium  nitrate  by  water,  &c.,  &c.  In 
direct  analysis  we  render  one  body  insoluble,  while  the  others 
remain  in  solution,  or  vice  versa,  or  we  volatilize  one  body,  leav- 
ing the  others  behind,  or  we  effect  actual  separation  in  some  other 
manner.  This  is  the  mode  of  analysis  most  frequently  employed. 
It  generally  deserves  the  preference  where  choice  is  permitted. 

We  term  an  analysis  indirect  if  it  does  not  effect  the  actual  sep- 
aration of  the  bodies,  but  causes  certain  changes  which  enable  us 
to  calculate  their  quantity.  Thus,  the  quantity  of  potassium  and 
sodium  in  a  mixture  of  compounds  of  the  two  may  be  determined 
by  converting  them  into  chlorides,  weighing  the  latter,  and  deter- 
mining the  chlorine  (§  152,  3). 

Finally,  if  we  weigh  two  bodies  together,  determine  one  of  them, 
and  subtract  its  weight  from  that  of  the  two,  we  shall  find  the 
weight  of  the  other  body.  In  this  case  the  second  body  is  said  to 
be  estimated  ly  difference.  Thus,  aluminium  may  be  determined 
when  its  oxide  is  mixed  with  ferric  oxide,  by  weighing  the  mix- 
ture and  determining  the  iron  volumetrically. 
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Indirect  analysis  and  estimation  by  difference  may  be  employed 
in  an  exceedingly  large  number  of  cases ;  but  their  use  is  as  a  rule 
only  to  be  recommended  where  good  methods  of  true  separation 
are  wanting.  The  special  cases  in  which  they  are  preferable  to 
direct  analysis  cannot  be  all  foreseen ;  those  alone  are  poitited 
out  which  are  of  more  frequent  occurrence.  As  regards  the  calcu- 
lations required  in  indirect  analysis,  I  haire  given  general  direc- 
tions under  "  the  Calculation  of  Analysis  ;"  wherever  it  appeared 
judicious,  I  have  added  the  necessary  directions  to  the  description 
of  the  method  itself. 

I  have  retained  our  former  subdivision  into  groups,  and,  as  far 
as  practicable,  systematically  arranged,  first,  the  general  separation 
of  all  the  bodies  belonging  to  one  group  from  those  of  the  preced- 
ing groups ;  secondly,  the  separation  of  the  individual  bodies  of  one 
group  from  all  or  from  certain  bodies  of  the  preceding  groups ; 
and  finally,  the  separation  of  bodies  belonging  to  one  and  the  same 
group  from  each  other.  I  think  I  need  scarcely  observe  that  the 
general  methods  which  serve  to  separate  the  whole  of  the  bodies  of 
one  group  from  those  of  another  group  are  also  applicable  to  the 
separation  of  every  individual  body  of  the  one  group  from  one  or 
several  bodies  of  the  other  group.  It  must  not  be  understood  that 
the  more  special  methods  are  necessarily  in  all  cases  preferable  to 
the  more  general  ones.  As  a  rule,  it  must  be  left  to  individual 
chemists  to  decide  for  themselves  in  each  special  case  which  method 
should  be  adopted.  With  respect  to  the  general  methods  for  sepär 
rating  one  group  from  another,  I  would  observe  that  those  adduced 
appeared  to  me  more  adapted  to  the  purpose  than  others,  but 
still  there  may  be  others  that  are  equally  suitable,  and  in  special 
cases  even  more  so.  A  wide  field  is  here  open  to  the  ingenuity 
of  the  analyst. 

The  methods  given  for  the  separation  of  both  basic  and  acid 
radicals  are  generally  based  upon  the  supposition  that  they  are  in 
the  form  of  free  acids  or  bases,  or  in  the  form  of  salts  soluble  in 
water.  Wherever  this  is  not  the  case,  special  mention  is  made  of 
the  circumstance. 

From  among  the  host  of  proposed  methods,  I  have,  as  far  aa 
practicable,  chosen  those  which  have  been  sanctioned  by  experience 
and  are  distinguished  for  accurate  results.  In  cases  where  two 
methods  were  on  a  par  with  each  other  as  regards  these  two  points, 
I  have  either  given  both  or  selected  the  more  simple  one.  Methods 
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which  experience  has  shown  to  be  defective  or  fallacions  have  been 
altogether  omitted.  I  have  endeavored  to  point  out,  so  far  as  pos- 
sible, the  particular  circumstances  nnder  which  either  the  one  or 
the  other  of  several  methods  deserves  the  preference. 

Where  the  accuracy  of  an  analytical  method  has  been  estab- 
lished already,  in  Section  lY.,  no  furthnr  statements  are  made  on 
the  subject  here.  Paragraphs  of  former  Sections  deserving  par- 
ticular attention  are  referred  to  in  parentheses. 

The  extension  of  chemical  science  introduces  almost  every  day  ' 
new  analytical  methods  of  every  description,  which  are,  rightly  or 
wrongly,  preferred  to  the  older  methods ;  the  present  time  may 
therefore  be  looked  upon  in  this,  as  in  so  many  other  respects,  as  a 
period  of  transition,  in  which  the  new  strives  more  than  ever  to 
overcome  and  supplant  the  old.  I  make  this  remark  to  show  the 
impossibility  of  always  adding  to  the  description  of  a  method  an 
opinion  of  its  usefulness  and  accuracy,  and  also  to  point  out  the 
importance,  under  such  circumstances,  of  a  proper  systematic 
arrangement.  I  have  in  this  Section  generally  arranged  the  vari- 
ous analytical  methods  upon  the  bases  of  their  scientific  principles, 
firmly  persuaded  that  this  will  greatly  tend  to  facilitate  the  study 
of  the  science,  and  will  lead  to  endeavors  to  apply  known  princi- 
ples to  the  separation  of  other  bodies  besides  those  to  which  they 
are  already  applied,  or  to  apply  new  principles  where  experience 
has  proved  the  old  ones  fallacious,  and  the  methods  based  on  them 
defective. 

I  conclude  these  introductory  remarks  with  the  important  cau- 
tion to  the  student  never  to  look  upon  a  separation  as  duccesrfuUy 
aooomplished  before  he  has  convinced  himself  that  the  weighed  pre- 
cipitates^ <&c.,  are  pure  a/nd  more  particularly  free  from  those 
bodies  from  which  it  was  intended  to  separate  them. 
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I.  SEPARATION  OF  THE  BASIC   RADICALS  FROM  EACH  OTHER 

JFirst  Group. 

POTABSIUM — SODIUM — AMMONIUM — (lITHIUM).* 

§152. 

Index.    The  numbers  refer  to  those  in  the  nuagin. 

Boiamum  from  sodium,  1,  2,  6. 

"         ammonium,  8,  4»  fi^ 
üotUum  from  potassium,  1,  2, 6. 

"         ammonium,  8,  4,  5. 
Amnkmium  from  potassium,  4,  6. 
sodium,  8,  4,  5. 
(LUhium  from  the  other  alkalies,  7,  8,  9.) 

1.  Methods  based  upon  the  diffe^i^ent  degrees  of  Solubility 
in  Aloohol,  of  Sodium  Plontinio  Chloride^  and  Potaswum 
Platinic  Chloride. 

a.  Potassium  fbom  Sodium. 

It  is  an  indispensable  condition  in  this  method  that  the  1 
two  alkalies  should  exist  in  the  form  of  chlorides.  If,  there- 
fore, they  are  present  in  any  other  form,  they  must  be  first  con- 
verted into  chlorides,  whidi  in  most  cases  may  be  effected  by 
evaporation  with  hydrochloric  acid  in  excess;  in  the  case  of 
nitrates,  the  evaporation  with  hydrochloric  acid  must  be 
repeated  4 — 6  times  till  the  weight  of  the  gently  ignited  mass 
ceases  to  diminish.  In  presence  of  sulphuric  acid,  phosphoric 
acid,  and  boric  acid,  this  simple  method  will  not  answer.  For 
the  methods  of  separating  the  alkalies  from  the  two  latter  acids 
and  converting  them  into  chlorides,  see  §§  135  and  136.  The 
presence  of  sulphuric  acid  being  a  circumstance  of  rather  fre- 
quent occurrence,  the  way  of  meeting  this  contingency  is  given 
below  (2). 

Determine  the  total  quantity  of  the  sodium  chloride  and 
potassium  chloride  f  (§§  97,  98),  dissolve  in  the  least  quantity 

*  Regarding  the  separation  of  oesium  and  rubidium  from  the  other  alkalies, 
I  refer  to  the  "  Analysis  of  Mineral  Waters  "  in  the  Special  Part. 

t  Never  take  the  weight  of  the  alkali  chlorides  without  convincing  yourself 
of  their  purity  by  dissolving  them  in  water,  which  should  give  a  clear  solution, 
and  testing  the  solution  with  ammonia  and  ammonium  carbonate,  which  must 
throw  down  no  precipitate.  It  may  be  thought,  perhaps,  that  a  matter  so  simple 
need  not  be  mentioned  here ;  still  I  have  found  that  neglect  in  this  respect  is 
by  no  means  uncommon. 
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of  water,  and  add  to  the  fluid  in  a  porcelain  diah  an  ezoees  of  a 
Btrong  aqueous  solution  of  platinic  chloride  as  neutral  as  pos- 
sible. Enough  platmum  solution  should  be  added  to  convert 
the  sodium  as  well  as  the  potassium  into  platinochloride.  It 
is  best  to  use  a  solution  of  known  strength  and  to  calculate 
roughly  how  much  should  be  added.  Evaporate  on  the  water- 
bath  nearly  to  dryness  (the  water  in  the  bath  should  never 
actually  boil,  and  the  sodium  platinic  chloride  should  not  lose 
its  water  of  crystallization),  treat  the  residue  with  alcohol  of 
from  0-86  to  0*87  sp.  gr.,  cover  the  dish  with  a  glass  plate,  and 
allow  to  stand  a  few  hours,  with  occasional  stirring.  If  the  super- 
natant fluid  is  not  deep  yellow,  this  is  a  proof  that  the  quantity  of 
platinic  chloride  used  is  insufficient.  When  the  precipitate  has 
settled,  pour  off  the  clear  fluid  through  a  filter  (preferably  an 
asbestos  filter,  §  97,  4,  a)  and  examine  the  precipitate  most 
minutely,  if  necessary,  with  the  aid  of  a  microscope.  If  it  is 
a  heavy  yellow  powder  (sufficiently  magnified,  small  octahe- 
dral crystals)  it  is  the  pure  potassium-platinic  chloride.*  Then 
transfer  it — ^best  with  the  aid  of  the  filtrate — ^to  the  filter, 
wash  it  with  alcohol  of  0'86  to  O'ST  sp.  gr.,  and  proceed 
according  to  §  97,  4,  a.  (Instead  of  weighing  the  double 
chloride  or  the  platinum  obtained  from  it,  you  may  ignite  gen- 
tly in  hydrogen,  extract  the  potassium  chloride  with  water, 
and  weigh  this  or  titrate  the  chlorine  in  it  by  §  141, 1.,  J,  a). 
If,  on  the  contrary,  white  saline  particles  (sodium  chloride) 
are  to  be  seen  mixed  with  the  yellow  crystalline  powder,  pla- 
tinic chloride  has  been  wanting,  the  whole  of  the  sodium  chlo- 
ride not  having  been  completely  converted  into  sodium  platinic 
chloride.  In  this  case  the  precipitate  in  the  dish  must  be 
treated  with  some  water,  till  all  the  sodium  chloride  is  dis- 
solved, a  fresh  portion  of  platinic  chloride  is  added,  the  whole 
evaporated  nearly  to  dryness,  and  the  above  examination 
repeated.  The  quantity  of  the  sodium  is  usually  estimated 
by  subtracting  from  the  united  weight  of  the  sodium  chloride 
and  potassium  chloride  the  weight  of  the  latter,  calculated 
from  that  of  the  potassium  platinic  chloride. 

To  make  quite  sure  that  the  potassium  has  completely  sep- 


*  If  small  tesseral  crystals  are  visible  of  a  dark  orange-yellow  color,  and 
relatively  large  size,  an  I  appearing  transparent  by  transmitted  light,  then  the 
double  chloride  contp^tiB  lithiiun  platinic  chloride  (Jenzsoh,  Pogg.  Ann.,  or^, 
102). 
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arated,  it  is  advisable  to  add  to  the  filtrate  some  water,  some 
more  platinic  chloride,  and  if  the  quantity  of  sodium  is  only 
small,  also  some  sodium  chloride ;  evaporate  on  the  water-bath 
nearly  to  dryness,  at  a  temperature  not  exceeding  75^  (Bischof), 
and  treat  the  residue  in  the  manner  just  described.  In  order 
to  diminish  the  solvent  action  of  the  alcohol  on  the  potassium 
platinic  chloride,  ^  ether  may  be  now  mixed  with  it.  Should 
this  operation  again  leave  a  small  undissolved  residue  of  potas- 
sium platinic  chloride,  it  is  filtered  off,  best  on  a  separate  filter, 
and  first  washed  with  alcohol  and  ether.  As,  however,  this 
remainder  of  the  double  salt  is  generally  impure,  dissolve  it  on 
the  filter  with  boiling  water,  evaporate  with  a  few  drops  of  pla- 
tinic chloride,  treat  the  residue  with  alcohol,  and  if  any  potas- 
sium salt  remains,  determine  it  either  with  the  principal  quan- 
tity or  by  itself. 

If  you  are  not  satisfied  with  an  indirect  estimation  of 
the  sodium,  one  of  the  following  direct  methods  may  be 
employed,  a.  Evaporate  the  filtrate  tiU  the  spirit  has  gone  off, 
dilute,  digest  the  solution  with  small  pure  iron  filings  till  the 
platinum  is  all  thrown  down,  filter,  add  chlorine  water  till  the 
ferrous  is  converted  into  ferric  chloride,  precipitate  with  ammo- 
nia, filter  off  the  ferric  hydroxide,  and  determine  the  sodium 
chloride  in  the  filtrate,  ft.  Evaporate  the  filtrate,  finally  in  a 
porcelain  crucible,  to  dryness,  heat  the  residue  to  low  redness 
in  a  current  of  hydrogen,  extract  with  water,  and  determine 
the  sodium  chloride  in  the  solution.  For  small  quantities  of 
fiuid  this  method  will  be  found  convenient,  y.  A.  MrrsoHER- 
LicH  recommends  to  mix  the  filtrate  with  sulphuric  acid,  evapo- 
rate to  dryness,  ignite  the  residue,  extract  the  sodium  sul- 
phate with  water,  and  determine  it  according  to  §  98, 1.  These 
methods,  of  course,  yield  the  sodium  salt  in  a  pure  condition 
only  when  the  separation  of  the  potassium  has  been  perfect. 
They  present  the  advantage  that  the  sodium  salt  is  brought 
under  one's  eyes  and  may  be  tested  after  weighing. 

Should  the  solution  contain  sulphuric  acid,  it  may  be  in    2 
presence  of  hydrochloric  acid  or  of  some  volatile  acid,  convert 
the  alkalies  first  into  normal  sulphates  (§§  97,  98),  and  weigh 
them  as  such.     For  the  estimation  of  the  potassium,  one  of  the 
two  following  methods  may  be  used : 

a.  First  convert  the  sulphates  into  chlorides  and  then  pro- 
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ceed  aa  above.  For  this  purpose  barium  salts  were  formerly 
employed,  or,  better,  an  alcoholic  solution  of  strontium  chloride. 
The  barium  sulphate,  however,  carries  down  considerable  quan- 
tities of  alkali  salt,  and  the  strontium  sulphate  noticeable 
quantities ;  hence  the  employment  of  these  reagents,  more  par- 
ticularly barium,  cannot  be  recommended.  H.  Bose  advises 
repeated  ignition  of  the  alkali  sulphates  with  ammonium 
chloride  till  the  weight  remains  constant ;  this  process  is  simple 
and  well  adapted  for  small  quantities ;  no  loss  of  alkali  need  be 
feared  if  the  heat  is  not  unnecessarily  raised.  L.  SicriH  advises 
the  use  of  lead  salts.  Dissolve  the  alkali  sulphate,  precipitate 
with  pure  neutral  lead  acetate,  avoiding  a  large  excess,  add 
some  alcohol,  filter,  precipitate  the  excess  of  lead  with  sulphuric 
acid,  and  evaporate  to  dryness  with  addition  of  sulphuric  acid. 
This  method,  when  carefully  conducted,  yields  excellent  results. 

ß.  Precipitate  the  potash  directly  out  of  the  solution  of  the 
sulphates.  R.  Finkekeb*  gives  the  following  process :  To  the 
rather  dilute  solution  of  the  salts  in  a  capacious  porcelain  dish 
add  platinic  chloride  in  quantity  more  than  suflScient  to  throw 
down  all  the  potassium,  evaporate  on  a  water-bath  down  to  a 
few  cc,  allow  to  cool,  add,  at  first  in  small  quantities,  20 
times  the  v^olume  of  a  mixture  of  2  parts  absolute  alcohol  and 
1  part  ether,  with  stirring ;  filter  after  a  short  time,  and  wash 
the  precipitate  with  alcohol  and  ether  till  the  washings  are 
colorless.  If,  when  the  alcohol  and  ether  are  first  added,  a 
strong  aqueous  solution  of  sodium  sulphate  separates,  add  some 
hydrochloric  acid  till  the  fiuids  mix.  Dry  the  precipitate  con- 
sisting of  potassium  platinic  chloride  and  sodium  sulphate, 
heat  with  the  filter  in  a  porcelain  crucible  till  the  filter  is  car- 
bonized, then  in  a  current  of  hydrogen  to  scarcely  visible 
redness  extract  the  residue  with  hot  water,  ignite  the  platinum 
in  the  air,  weigh  and  calculate  from  the  weight  the  quantity  of 
potassium. 

The  separation  of  potassium  from  sodium  by  platinic 
chloride  gives  results  which  are  fully  satisfactory,  and  at  all 
events  far  more  exact  than  any  method  depending  on  another 
principle ;  provided  that  the  platinum  solution  is  pure  and  the 
operations  have  been  carefully  performed  in  accordance  with 
the  directions.     If  you  have  any  occasion  to  doubt  the  perfect 


*H.  Rose.  Handbuch  der  analyt,  Chem,,  6.  Aufl.  von  Finkbker,  ii,  028. 
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purity  of  the  weighed  double  Bait,  you  may  always  dissolve  it 
in  boiling  water,  evaporate  with  addition  of  a  little  platinum 
solution,  and  reweigh  the  salt  thus  purified. 

Where  a  series  of  analyses  is  being  made,  the  potassium  in 
the  potassium-platinic  chloride  may  be  volumetrically  estimated. 
For  this  purpose  triturate  it  with  double  its  quantity  of  pure 
sodium  oxalate  (free  from  chlorides),  heat  the  mixture  in  a 
platinum  crucible  to  fusion,  leach  the  residue  with  water, 
neutralize  the  filtrate  nearly  with  acetic  add,  determine  the 
chlorine  in  the  alkali  chloride  with  decinormal  silver  solution 
(§  141,  I.,  i,  a),  and  calculate  1  eq.  of  potassium  for  3  eq. 
chlorine.  If  the  quantities  of  potassium-platinic  chloride  are 
very  small,  moisten  with  a  concentrated  solution  of  neutral 
potassium  oxalate,  dry,  ignite  in  a  covered  crucible,  and  pro- 
ceed as  above.  The  separated  platinum,  if  weigheo,  will 
afford  a  good  control  (F.  Mohb  ♦). 

b.  Ammonium  fbom  Sodium. 

The  process  is  conducted  exactly  as  in  a,  when  the  alka-  3 
lies  arc  present  as  chlorides.  See  also  §  99,  2.  If  potassium 
also  is  present,  the  precipitate  produced  by  platinic  chloride  is  a 
mixture  of  ammonium  platinic  chloride  and  potassium  platinic 
chloride ;  in  which  case  the  weighed  precipitate  is  cautiously 
ignited  for  a  suflScient  length  of  time,  but  not  too  strongly, 
until  the  ammonium  chloride  is  expelled,  the  gentle  ignition 
continued  in  a  stream  of  hydrogen  or  with  addition  of  oxalic 
acid,  the  residue  extracted  with  water,  a  few  drops  of  hydro- 
chloric acid  added  if  oxalic  acid  was  employed,  and  the  potas- 
sium chloride  in  the  solution  determined  as  directed  §  97,  3. 
The  weight  found  is  calculated  into  potassium  platinic  chloride, 
and  the  result  deducted  from  the  weight  of  the  whole  precipi- 
tate: the  difference  gives  the  ammmonium  platinic  chloride. 
The  weighing  of  the  separated  platinum  affords  a  good  control. 
Tlie  method  is  seldom  employed,  as  that  given  in  2.  yields  more 
exact  results. 

«ZntecAr.  /.  atMlyt.  Chsm,,  xii,  187. 
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2.  Methods  based  upon  the  Volatility  ofAmmonvwm, 
Salts  and  Am/monia. 

AmHONITTH  FBOM  P0TA88IUK  AND   SoDIUM. 

a.  The  salts  of  the  alkalies  to  he  separated  contain  the  same    4 
volatile  <icid,  amd  admit  of  the  total  expulsion  of  their  water  by 
drying  at  100®,  vnthotU  losing  a^mm^onia  {e.g.,  the  chlorideß). 

Weigh  the  total  quantity  of  the  salts  in  a  platinum  crucible, 
and  heat,  with  the  lid  on,  gently  at  first,  but  ultimately  for 
some  time  to  faint  redness ;  let  the  mass  cool,  and  weigh.  The 
decrease  of  weight  gives  the  quantity  of  the  ammonium  salt. 
If  the  acid  present  is  sulphuric  acid,  you  must,  in  the  first 
place,  take  care  to  heat  very  gradually,  as  otherwise  you  will 
suffer  loss  from  the  decrepitation  of  ammonium  sulphate ;  and, 
in  the  second  place,  bear  in  mind  that  part  of  the  sulphuric 
acid  of  the  ammonium  sulphate  remains  with  the  fixed  alkali 
sulphates,  and  that  you  must  accordingly  convert  them  into 
normal  salts,  by  ignition  in  an  atmosphere  of  ammonium  car- 
bonate, before  proceeding  to  determine  their  weight  (compare 
§§  97  and  98).  Ammonium  chloride  cannot  be  separated  in 
this  manner  from  fixed  alkali  sulphates,  as  it  converts  them, 
upon  ignition,  partly  or  totally  into  chlorides. 

b.  Some  one  or  other  of  the  conditions  given  in  ^^a^^  is  not 
fvlfiUed. 

If  it  is  impracticable  to  alter  the  circumstances  by  simple  6 
means,  so  as  to  make  the  method  a  applicable,  the  fixed  alkalies 
and  the  ammonium  must  be  determined  separately  in  different 
portions  of  the  substance.  The  portion  in  which  it  is  intended 
to  determine  the  potassium  and  sodium  is  gently  ignited  until 
ammonium  is  completely  expelled.  The  fixed  alkalies  are  con- 
verted, according  to  circumstances,  into  chlorides  or  sulphates, 
and  treated  as  directed  in  1,  2,  or  6.  The  ammonium  is  esti- 
mated in  another  portion  according  to  §  99,  3. 

3.  Indirect  Methods. 

Of  course,  a  great  many  of  these  may  be  devised ;  but  the    6 
following  is  the  only  one  in  general  use. 

Potassium  from  Sodium. 

Convert  both  alkalies  into  neutral  sulphates  or  chlorides 
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(§§  97  and  98),  and  weigh  as  such ;  estimate  the  snlphnric  acid 
(§  132)  or  chlorine  (§  141);  and  from  the  amount  of  this  cal- 
culate the  quantities  of  the  sodium  and  potassium  (see  ^^  Calcu- 
lation of  Analysis,''  §  200*). 

The  indirect  method  of  determining  sodium  and  potassium 
is  applicable  only  in  the  analysis  of  mixtures  containing  toler- 
ably large  quantities  of  both  bases ;  but  where  this  is  the  case, 
the  process  answers  very  well,  affording  also,  more  particularly, 
the  advantage  of  expedition,  if  the  chlorine  in  the  weighed 
chlorides  is  titrated  (§  141,  I.,  I). 

Supplement  to  the  First  Grovp. 

SePABATION  of  LriHIÜH  from  the  OTHBB  AT.TTAT.ngfl. 

Lithium  may  be  separated  from  potassttim  and  aodi/wm,  in  the    7 
indirect  way,  and  by  two  direct  methods : 

a.  Treat  the  nitrates  or  the  chlorides,  dried  at  120°,  with  a 
mixture  of  equal  volumes  of  absolute  alcohol  and  anhydrous 
ether,  digest  at  least  for  24  hours,  with  occasional  shaking  (the 
salts  must  be  completely  disintegrated),  decant  rapidly  on  to  a 
filter  covering  the  funnel,  and  treat  the  residue  again  several 
times  with  smaller  portions  of  the  mixture  of  alcohol  and  ether. 
Determine,  on  the  one  part,  the  undissolved  potassium  and 
sodium  salts ;  on  the  other,  the  dissolved  lithium  salt,  by  dis- 
tilling the  fluid  off,  and  converting  the  residue  into  sulphate. 
This  method  is  apt  to  give  too  much  lithium,  as  the  potassium 
and  sodium  salts,  especially  the  chlorides,  are  not  absolutely 
insoluble  in  a  mixture  of  alcohol  and  ether.  The  results  may 
be  rendered  more  accurate  by  treating  the  impure  lithium  salt, 
obtained  by  distilling  off  the  ether  and  alcohol,  once  more  with 
alcohol  and  ether,  with  addition  of  a  drop  of  nitric  or  hydro- 
chloric acid,  adding  the  residue  left  to  the  principal  residue, 
and  then  converting  the  lithium  salt  into  sulphate.  If  the 
salts,  which  it  is  intended  to  treat  with  alcohol  and  ether,  have 
been  ignited,  however  so  gently,  caustic  lithia  is  formed — in 
the  case  of  the  chloride  by  the  action  of  water — and  lithium 
carbonate  by  attraction  of  carbonic  acid ;  in  that  case  it  is  neces- 
sary, therefore,  to  add  a  few  drops  of  nitric  or,  as  the  case  may 

*  Other  methods  are  given  by  Stolba  {Zetisehr,  f,  aruUyt,  Chem,,  n,  897) 
and  MoHB  (i(.,  vii,  178). 


606  SEPARATION.  [§  162. 

be,  hydrochloric  acid,  in  the  process  of  digestion.  The  separa- 
tion of  the  alkali  chlorides  by  means  of  ether-alcohol  was  first 
proposed  by  Bammelsbebo*  and  later  on  recommended  by 
jEKzscH.f  This  method,  however,  can  yield  only  approximate 
results,  as  the  lithium  salt  obtained  on  evaporating  the  alcoholic 
extract  is  found  by  spectroscopic  examination  to  be  always  im- 
pure (DiBHLlj:). 

If  we  have  to  separate  the  sulphates,  they  must  be  converted 
into  nitrates  or  chlorides  before  they  can  be  subjected  to  the 
above  method.  This  conversion  is  best  effected  by  means  of 
lead  salts,  see  8.  Ignition  with  ammonium  chloride  does  not 
answer  for  lithium  sulphate,  nor  can  the  sulphuric  acid  be 
removed  by  barium,  or  strontium,  as  the  precipitated  sulphates 
would  contain  lithium  (Diehl§). 

h.  Weigh  the  mixed  alkalies,  best  in  form  of  sulphates,  and  8 
then  determine  the  lithium  as  phosphate  according  to  §  100. 
If  the  quantity  of  lithium  is  relatively  very  ßmall,  convert  the 
weighed  sulphates  into  chlorides  (7),  separate,  in  the  firet  place, 
the  principal  amount  of  the  potassa  and  soda  by  means  of  alco- 
hol (§  100),  and  then  detentaine  the  lithium  (Maybb  |). 

c.  When  exact  results  are  required,  the  indirect  method  is  9 
to  be  preferred.  Proceed  first  according  to  a,  evaporate  the 
spirituous  solution  of  the  lithium  chloride  containing  the  remain- 
der of  the  other  chlorides  to  dryness,  heat  moderately,  weigh, 
dissolve  in  water,  estimate  the  chlorine,  and  calculate  therefrom 
the  lithium  and  sodium  or  potassium.  Bussen  T  also  applied 
the  method  to  the  indirect  estimation  of  lithium  in  presence  of 
potassium  and  sodium  by  removing  the  silver  from  the  filtrate, 
and  separating  the  potassium  with  platinunu  But  I  must  here 
point  out,  that  according  to  Jenzsoh**  the  potassium  double  salt 
will  contain  lithium  apparently  in  the  form  of  the  platino- 
chloride  of  potassium  and  lithium. 

The  sulphuric  acid  in  weighed  quantities  of  the  sulphates 
of  lithium,  and  of  potassium  and  sodium,  cannot  be  determined 
as  barium  sulphate  (see  end  of  7). 

*Pögg.  AnncU.,  lxvi,  79.  jib.,  civ,  105. 

t  Annal  d,  Chem,  u.  Pharm.,  cxxi,  97.  §  Ib.,  cxxi,  98. 

I  Ib.,  xcvni,  198. 

^Annal.  d.  Ch^m.  u.  Pharm.,  cxxn,  848.  **  Pogg.  Annal.,  crv,  108» 
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The  separation  of  lithium  from  ammonium  may  be  effected 
like  that  of  potassium  and  sodium  from  ammonium  (4  and  6). 


Second  Choup. 

BASIUM STRONTIUM— CALCIUM ^MAGNESIUM. 

I.  Separation  of  the  Basic  Sadicals  of  the  Second  Group  from 

THOSE   OF   THE   FiRST. 

§153. 

Index.    (The  numbers  refer  to  those  in  the  margin.) 
Barium,  from  potassium  and  sodium,  10,  12. 

''         ammonium,  11. 
Sifrfm^txwia  from  potassium  and  sodium,  10,  18. 

"  ammonium,  11. 

CkMum  from  potassium  and  sodium,  10,  14. 

''  ammonium,  11. 

Magnmvm  from  potassium  and  sodium,  16-d6. 

"  ammonium,  11. 

A.  Oener<iL  Method, 

1.  The  whole  of  the  Alkali-earth  Metals  from  Po- 
tassium AND  Sodium. 

Principle  on  which  the  method  is  hosed:  Arrmionium  car-  10 
honate  precipitates^  from  a  solution  contadnin^  ammonium 
chloride^  only  hariwm^  strontium^  a/nd  calcium,. 

Mix  the  solution,  in  which  the  metals  are  assumed  to  be 
contained  in  the  form  of  chlorides,  with  a  sufficient  quantity  of 
ammonium  chloride  to  prevent  the  precipitation  of  the  magne- 
sium by  ammonia;  dilute  rather  considerably,  add  some  ammo- 
nia, then  ammonium  carbonate  in  slight  excess,  let  the  mixture 
stand  covered  for  an  hour  in  a  moderately  warm  place,  filter, 
and  wash  the  precipitate  with  water  to  which  a  few  drops  of 
ammonia  have  been  added. 

The  precipitate  contains  the  ha/rvum^  strontmm^  and  cal- 
cium ^  the  ßUrate  the  magnesvum  and  the  alkalies.  So  at 
least  we  may  assume  in  cases  where  the  highest  degree  of 
accuracy  is  not  required.  Strictly  speaking,  however,  the 
solution  still  contains  exceedingly  minute  traces  of  calcium 
and  somewhat  more  considerable  traces  of  barium,  as  the  car- 
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bonates  of  these  two  metals  are  not  abeolately  insolnble  in 
a  fluid  containing  ammonium  chloride;  the  precipitate  also 
may  contain  posöiblj  a  little  ammonium  magnesium  carbonate. 
Treat  the  precipitate  according  to  §  154,  and  the  filtrate — in 
rigorous  analyses — as  follows :  Add  8  or  4  drops  (but  not  much 
more)  of  dilute  sulphuric  acid,  then  ammonium  oxalate,  and 
let  the  fluid  stand  again  for  12  hours  in  a  warm  place.  If  a 
precipitate  forms,  collect  this  on  a  small  fllter,  wash,  and  treat 
on  the  filter  with  some  dilute  hydrochloric  acid,  which  dis- 
solves the  calcium  oxalate,  and  leaves  the  barium  sulphate 
undissolved.  Since  a  little  magnesium  oxalate  may  have  sepa- 
rated with  the  former,  add  some  ammonia  to  the  hydrochloric 
solution,  filter  after  the  precipitate  has  settled,  and  mix  the 
filtrate  with  the  principal  filtrate. 

Evaporate  the  fiuid  containing  the  magnesium  and  the  alia- 
lies  to  dryness,  and  remove  the  ammonium  salts  by  gentle  igni- 
tion in  a  covered  crucible,  or  in  a  small  covered  dish  of  platinum 
or  porcelain.*  In  the  residue,  separate  the  magnesium  from 
the  alkalies  by  one  of  the  methods  giv^en  16 — 24. 

2.  The  whole  of  the  Alkali-earth  Metals  from  Am-  11 
MONiuM. — The  same  principle  and  the  same  process  as  in  the 
separation  of  potassium  and  sodium  from  ammonium  (4  and  6). 

B.  Special  Methods. 

SmoLE  Alkali-eabth  Metals  from  Potassium  aitd  So- 
dium. 

1.  Barium  from  Potassium  and  Sodium. 

Precipitate  the  barium  with  dilute  sulphuric  acid  (§  101, 1,  a),  12 
evaporate  the  filtrate  to  dryness,  and  ignite  the  residue,  with 
addition  towards  the  end  of  ammonium  carbonate  (§  97,  1  and 
§  98,  1).  Take  care  to  add  a  sufficient  quantity  of  sulphuric 
acid  to  convert  the  alkalies  also  completely  into  sulphates.  In 
exact  analyses,  in  order  to  save  the  alkali  salts  adhering  to  the 

*  This  operation  effects  also  the  removal  of  the  small  quantity  of  sulphuric 
acid  added  to  precipitate  the  traces  of  barium,  as  sulphates  of  the  alkalies  are 
converted  into  chlorides  upon  ignition  in  presence  of  a  large  proportion  of 
ammonium  chloride. 
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barium  sulphate,  remove  the  dry  barium  sulphate  froYn  the 
filter,  heat  it  with  a  suflSeient  quantity  of  pure  strong  sulphu- 
ric acid  to  dissolve  it  completely,  allow  to  cool,  dilute  largely, 
collect  the  barium  sulphate  (now  almost  absolutely  pure)  on  the 
first  filter,  ignite,  and  weigh.  Evaporate  the  filtrate  in  a  plati- 
num dish,  drive  oft  the  sulphuric  acid,  and  estimate  the  traces 
of  the  alkalies. 

This  method  is,  on  account  of  its  greater  accuracy,  prefer- 
able to  the  one  in  Aj  in  cases  where  the  barium  has  to  be  sepa- 
rated only  from  one  of  the  two  fixed  alkalies ;  but  if  both  alkar 
lies  are  present,  the  other  method  is  more  convenient,  since  the 
alkalies  are  then  obtained  as  chlorides. 

2.  Strontium  feom  Potassicim  and  Sodium. 

Strontium  may  be  separated  from  the  alkalies  like  barium,  18 
oy  means  of  sulphuric  acid  (§  102,  1,  a)\  but  this  method  is 
not  preferable  to  the  one  in  10,  in  cases  where  the  choice  is 
permitted  (comp.  §  102). 

3.  Calcium  fbom  Potassium  and  Sodium. 

Precipitate  the  calcium  with  ammonium  oxalate  (§  103,  2,  14 
J,  Of),  evaporate  the  filtrate  to  dryness,  and  determine  the  alkar 
lies  in  the  ignited  residue.  In  determining  the  alkalies,  dis- 
solve the  residue,  freed  by  ignition  from  the  ammonium  salts, 
in  water,  filter  if  necessary,  acidify  the  filtrate,  according  to  cir- 
cumstances, with  hydrochloric  acid  or  sulphuric  acid,  and  then 
evaporate  to  dryness;  this  treatment  of  the  residue  is  neces- 
sary, because  ammonium  oxalate  partially  decomposes  chlorides 
of  the  alkali  metals  upon  ignition  with  formation  of  alkali  car- 
bonates, except  in  presence  of  a  large  proportion  of  ammonium 
chloride.  The  results  are  still  more  accurate  than  in  J.,  except 
where  ammonium  oxalate  has  been  used,  after  the  precipitation 
by  ammonium  carbonate,  to  remove  the  minute  traces  of  lime 
from  the  filtrate. 
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4.   MAGNESniH  FBOK  P0TA88TÜM  AKD  SoDIÜM.* 

Hydroxide  in  Water. 

a.  Make  the  solution  as  nentral  as  possible,  and  free  from  16 
ammonium  salts  (it  is  a  matter  of  indifference  whether  the  mag- 
nesium and  alkali  metals  are  present  as  sulphates,  chlorides,  or 
nitrates),  add  baryta-water  as  long  as  a  precipitate  forms,  heat 
to  boiling,  filter,  and  wash  the  precipitate  with  boiling  water. 
The  precipitate  contains  the  magnesium  as  hydroxide.  Dis- 
solve it  in  hydrochloric  acid,  precipitate  the  barium  with  sul- 
phuric acid,  and  then  the  magnesium  as  ammonium-magnesium 
phosphate  (§  104,  2).  The  alkalies,  which  are  contained  in  the 
solution,  according  to  circumstances^  as  chlorides,  nitrates,  or 
caustic  alkalies,  are  separated  from  the  barium  as  directed  in 
10  or  12.  LiEBiG,  who  was  the  first  to  employ  this  method, 
proposes  crystallized  barium  sulphide  as  precipitant.  The 
method  is  not  very  exact,  as  magnesium  is  somewhat  more 
soluble  in  solutions  of  alkali  salts  than  in  water.  On  this 
account  the  weighed  alkali  salt  must  always  be  tested  for 
magnesium,  and  the  latter  determined  if  required. 

ß.  Precipitate  the  solution  with  a  little  pure  milk  of  lime,  16 
boil,  filter,  and  wash.  Separate  the  calcium  and  magnesium  in 
the  precipitate  according  to  36;  the  calcium  and  the  alkalies  in 
the  filtrate  according  to  10  or  14.  This  method  may  be  em- 
ployed when  magnesium  has  to  be  removed  from  a  fluid  con- 
taining calcium  and  alkalies,  provided  the  alkalies  alone  are 
to  be  determined.  Minute  quantities  of  magnesium  also  in  this 
case  remain  with  the  alkali  salt  from  the  cause  mentioned  in  a. 

y.  Evaporate  the  solution  of  the  chlorides  (which  must  17 
contain  no  other  acids)  to  dryness,  and  if  ammonium  chloride 
is  present,  ignite ;  warm  the  residue  with  a  little  water  (this 
will  dissolve  it  with  the  exception  of  some  magnesinm  oxide, 
which  separates).  Add  mercuric  oxide  shaken  up  with  water, 
evaporate  to  dryness  on  tlie  water-bath  with  frequent  stirring, 
dry  thoroughly,  ignite  with  increasing  temperature  till  all  the 
resulting  mercuric  chloride  is  volatilized,  proceeding  exactly  as 
detailed  in  §  104,  3,  h.     (Avoid  inhaling  the  fumes.)     There  is 

*  The  methods  a,  a,  and  ß  are  suitable  for  the  separation  of  macrnesium 
from  lithium. 
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no  need  to  continue  the  ignition  until  the  whole  of  the  mer*  / 
curie  oxide  is  expelled ;  on  the  contrary,  part  of  it  may  be  fil* 
tered  off  together  with  the  magnesium  oxide  and  subsequently 
Yolatilized  upon  the  ignition  of  the  latter.  Treat  the  residue 
with  small  quantities  of  hot  water,  filter  off  rapidly,  and  wash 
the  magnesium  oxide  with  hot  water,  using  small  quantities  at  a 
time,  and  not  continuing  the  operation  unnecessarily.  The 
solution  contains  the  alkalies  in  form  of  chlorides.  This 
method,  proposed  by  Bebzslius,  gives  satisfactory  results, 
and,  so  far  as  my  experience  goes,  is  the  best  of  those  given 
under  a.  Take  care  to  add  the  mercuric  oxide  only  in  proper 
quantity,  and  always  test  the  alkali  chlorides  for  magnesium, 
a  trace  of  which  will  generally  bo  found. 

d.  If  the  bases  are  present  as  chlorides,  add  as  muciipure  18 
oxalic  acid  *  as  may  be  necessary  to  unite  with  all  the  bases 
present,  viewed  as  potassium,  to  form  a  tetroxalate,  add  a 
little  water,  evaporate  to  dryness  in  a  platinum  dish,  and 
ignite.  By  this  operation  the  magnesium  chloride  is  completely, 
the  alkali  chlorides  partially,  converted  into  oxalates,  which 
on  ignition  yield  alkali  carbonates  and  magnesia.  Treat  the 
residue  repeatedly  with  small  quantities  of  boiling  water ;  it  - 
is  inmoiaterial  whether  the  precipitate  is  transferred  to  the 
filter  or  remains  in  the  platinum  dish.  When  all  the  alkali 
salt  is  washed,  dry  the  filter,  incinerate  it  in  the  dish,  ignite 
strongly,  and  weigh  the  magnesia.  Should  the  solution  ob- 
tained be  slightly  turbid,  evaporate  it  to  dryness,  take  up 
the  residue  with  water,  and  filter  off  the  trifling  residual 
magnesia ;  finally  add  hydrohcloric  acid  to  the  filtrate  and  esti- 
mate the  alkalies  as  chlorides. 

If  the  bases  are  present  as  sulphates,  add  barium  chloride   1ft 
to  the  boiling  solution  until  a  precipitate  just  ceases  to  form, 
evaporate  the  filtrate  with  excess  of  oxalic  acid,  and  proceed 
as  in  18.     Separate  the  slight  quantity  of  barium  carbonate 
remaining  with  the  magnesia  as  directed  in  29. 

These   methods  were  devised   by  E.  Mitscheblioh   and   20 
described   by   LASOH.f     According    to   my    experience    the 

*  Th.   Schsrer  {Zeitschr.  f.   analyi.  Chem.,   xi,  197)  recommends  pure 
ammonium  oxalate  instead  of  oxalic  acid. 
^Jaum,f.  prakt,  Ctiem,,  lxiu,  848. 
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results  are  not  particularly  good.  As  a  rule  too  little  mag- 
nesia is  obtained ;  benoe  the  weighed  alkali  salt  should  always 
be  tested  with  sodium  phosphate  and  ammonia  for  magnesia. 
Not  infrequently  a  quite  weighable  precipitate  is  obtained, 
which  must  not  be  neglected.* 

The  method  described  in  18  is  also  applicable  to  nitrates, 
and  was  recommended  for  these  by  DEviLLE.f  During 
evaporation  there  are  evolved  carbon  dioxide  and  nitrous  acid. 

J.  Methods  hosed  an  the  Precipitation  of  Magnesium  hy 
Ammonium  PhosphxUe  {or  Arsenate). 

Add  ammonia  in  excess  to  the  solution  containing  mag-  21 
nesium,  potassium,  and  sodium,  and  add  some  ammonium 
chloride  should  this  not  be  already  present ;  then  precipitate 
the  magnesium  with  only  a  slight  excess  of  pure  ammonium 
phosphate.  Expel  the  free  ammonia  from  the  filtrate  by 
evaporation,  and  precipitate  the  phosphoric  acid  with  lead 
acetate  as  a  compound  of  lead  phosphate  and  lead  chloride. 
Bemove  the  excess  of  lead  oxide  with  ammonia  and  ammonium 
carbonate,  or  with  hydrogen  sulphide,  from  the  still  warm 
fluid,  and  in  the  filtrate  determine  the  potassium  and  sodium 
according  to  §§  97  and  98  (O.  L.  Ebdmann  %  \  Heintz  §). 
The  method  is  rather  inconvenient,  but  quite  accurate.  If  the 
solution  contains  much  ammonium  chloride,  the  greater  part 
should  be  first  removed  by  volatilization. 

The  excess  of  phosphoric  acid  may  also  be  removed  with   88 
ferric  oxide  or  silver  oxide  instead  of  with  lead  oxide 

a.  With  ferric  oxide.  Expel  any  ammonia  from  the 
liquid  with  heat,  neutralize  if  necessary  with  hydrochloric  acid, 
and  add  ferric-chloride  solution  until  the  liquid  is  yellowish ; 
then  add  ammonium  carbonate  until  the  liquid  is  neutral  or 
only  acid  from  the  carbonic  acid  present,  boil,  filter  oflE  the 
basic  ferric  phosphate  (which,  if  sufiicient  ferric  chloride  has 
been  used,  will  have  a  reddish-brown  color),  wash,  evaporate 

*  Sonnenbcheik's  method  (boiling  the  chlorides  with  silver  carbonate)  I 
cannot  recommend,  as  the  filtrate  always  contains  magnesia,  and  in  fact  more 
than  mere  traces. 

\  Joarn  f.  prakU  Chem,,  lx,  17. 

lib ,  xxxix,  *i78. 

§  Fogg  AnnaL,  Lxxni,  119. 
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the  filtrate  to  dryness,  expel  the  ammonium  salt,  and  deter- 
mine the  potassium  and  sodium  according  to  §§97,  98.  A 
good  and  convenient  method. 

/?.  With  silver  oodde.  Evaporate  to  dryness  the  fluid  fil- 
tered oft  from  the  ammonium-magnesium  phosphate,  ignite 
cautiously,  dissolve  in  water,  and  mix  with  silver  nitrate  and 
a  slight  excess  of  silver  carbonate.  After  filtering,  remove 
the  excess  of  silver  from  the  filtrate  with  hydrochloric  acid, 
and  evaporate  the  solution  to  dryness  with  an  excess  of  hydro- 
chloric acid  (Chancel  *). 

The  separation  is  somewhat  shorter,  if  less  precise  and 
convenient,  when  the  magnesium  is  precipitated  with  ammo- 
nium arsenate  (§  127,  2)  instead  of  ammonium  phosphate,  and 
the  liquid,  with  some  ammonium  chloride  added,  evaporated 
to  dryness  and  the  residue  ignited  under  a  good  chimney. 
By  this  treatment  the  excess  of  arsenate  added  is  volatilized, 
while  the  alkalies  remain  behind  as  chlorides  (always  retaining, 
however,  a  little  magnesium  chloride).  C.  v.  Hauer  f 
recommended  a  similar  method. 

c.  Method  hdsed  on  the  Precipitation  of  the  Magnesium 
as  Ammonium-Magnesium  Carbonate. 

Mix  the  solution  of  sulphates,  nitrates,  or  chlorides  (it  28 
must  be  very  concentrated)  with  an  excess  of  a  concentrated 
solution  of  sesquicarbonate  of  ammonia  in  ^ater  and  ammonia 
(230  grm.  of  the  salt,  360  c.  c.  solution  of  ammonia,  sp.  gr. 
0*96,  and  water  to  one  litre).  After  twenty-four  hours  filter 
off  the  precipitate  (MgCO/[NH,],CO,  +  4H.0),  wash  it  with 
the  solution  of  ammonia  and  ammonium  carbonate  used  for  the 
precipitation,  dry,  ignite  strongly  and  for  a  suflicient  length 
of  time,  and  weigh  the  magnesium  oxide.  Evaporate  the 
filtrate  to  dryness,  keeping  the  heat  at  first  under  100°,  expel 
the  ammonium  salts,  and  determine  the  alkalies  as  chlorides 
or  sulphates.  When  sodium  alone  is  present  the  results  are 
fairly  satisfactory.  In  the  presence  of  potassium  the  ignited 
magnesium  oxide  must  be  extracted  with  water  before  weigh- 
ing, as  it  contains  an  appreciable  quantity  of  potassium  carbo- 


•  Compt.  rend,,  l,  94. 

t  Jahrb.  der  k,  k.  geolog.  HeUhaanstalt,  iv,  868. 
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nate ;  the  washings  are  to  be  added  to  the  principal  filtrate. 
This  last  measure  is  nnnecessarj  in  the  absence  of  potassium. 
The  magnesium  is  always  a  little  too  low.     Mean  error  0*009 

(F.   G.   SOHAFFOOTSOH,*   H.   WbBEB  f). 

d.  Method  based  on  the  Precipitation  of  the  Alkalies  as 
Silicoßuorid^  (Stolba  :j:). 

When  a  solution  contains  a  mixture  of  potassium  and  mag-  S4 
nesium  chlorides  or  potassium  and  magnesium  nitrates,  the 
potassium  in  one  aliquot  portion  may  be  precipitated  and  de- 
termined as  silicofluoride  (§  97,  5),  while  in  another  the  magne- 
sium may  be  precipitated  as  ammonium-magnesium  phosphate 
(§  104,  2).  If  it  is  desired  to  make  both  determinations  in  the 
same  portion  of  fluid,  remove  the  excess  of  silicofluoric  acid 
from  the  fluid  filtered  oS.  from  the  potassium  silicofluoride,  by 
an  alcoholic  solution  of  potassium  acetate,  wash  the  precipitate 
with  a  mixture  of  equal  volumes  of  alcohol  and  water,  and 
determine  the  magnesium  in  the  filtrate.  If  sulphates  are  pres- 
ent, the  method,  in  my  opinion,  is  rendered  so  difläcult  as  to 
make  it  untrustworthy,  because  of  the  difiScult  solubility  of  the 
magnesium  sulphate  in  dilute  alcohol. 

This  method  is  less  adapted  for  the  separation  of  sodium 
from  magnesium  than  for  potassium  from  magnesium,  because 
sodium  silicofluoride  is  more  soluble  in  alcohol  than  is  the  po- 
tassium salt.  In  the  case  of  sulphates  it  is  unserviceable,  and 
in  the  case  of  chlorides  or  nitrates,  to  obtain  results  of  any 
value,  it  is  necessary  to  add  2  volumes  of  strong  alcohol  after 
adding  the  hydrosilicofluoric  acid,  and  to  allow  the  precipi- 
tate to  settle  completely  before  filtering. 

e.  Indirect  tnethods  which  give  siiaultaneously  the  qtian- 
tity  of  Potassium  and  Sodium^  if  both  are  prese^it. 

a.  "Weigh  the  sulphates,  dissolve,  divide  the  solution  into  25 
two  parts,  and  in  one  determine  the  magnesium  according  to 
§  104,  2 ;   in  the  other  determine  the  potassium  as  in  2,  cal- 
culate the  magnesium  sulphate  and  potassium  sulphate,  and 
from  the  difference  find  the  sodium  sulphate. 

♦  Pogg.  Annal.,  civ,  482.        f  Vierteljahreasehriftf.  prakt  Pharm.,  vni,  161. 
XZeiisehr.f.  analyt.  Cliem.,  iv,  160* 
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ß.  With  proper  caution  convert  the  bases  into  pare  neutral  26 
flulpbatee,  weigh  these,  dissolve  in  water,  determine  the  eul- 
phuric  acid  present  with  barium  chloride  (§  132),  precipitate 
the  excess  of  barium  chloride  in  the  filtrate  with  sulphuric  acid, 
filter  again,  and  iu  the  filtrate,  concentrated  by  evaporation, 
determine  the  magnesium  as  directed  in  §  104,  2  (K.  Lisr*^). 

Deduct  the  weight  of  the  magnesium  calculated  as  mag- 
nesium sulphate  from  the  weight  of  the  total  sulphates;  the 
difEerence  wiU  give  the  weight  of  the  alkali  sulphates.  Further, 
deduct  the  weight  of  the  sulphuric  acid  combined  with  the 
magnesium  from  the  total  sulphuric  acid ;  the  difference  will 
give  that  combined  with  the  alkalies.     See  §  162,  3  (6). 

It  is,  of  course,  evident  that  the  indirect  methods  can  give 
accurate  results  only  when  the  most  painstaking  care  i£  exer- 
cised. The  accuracy  of  method  ß  is,  besides,  impaired  by 
the  tendency  of  barium  sulphate  to  carry  down  with  it  readily 
soluble  salts. 

II.  Separation  of   the  Basio  Eadicals  of  ths  Sbooiip 
Gboup  from  each  other. 

§  154. 

Ikdbx.    (The  numbers  refer  to  those  in  the  margin.) 
Barium  from  strontium,  28,  81,  40. 

calcium,  28,  80,  81,  85,  40. 
"  magnesium,  27,  29. 

B(rroniium  from  barium,  28,  81.  40. 
"  calcium,  84,  88,  89. 

"  magnesium,  27,  29. 

CakAvm  from  barium,  28,  80,  81,  86,  40. 
strontium,  84,  88,  89. 
magnesium,  27,  82,  88,  86,  87.t 
Magndtivm  from  barium,  27,  29. 
«  strontium,  27,  29. 

calcium,  27.  82,  88,  86,  87.t 

*  AnnaX.  d.  Ohem.  u.  Pharm,,  lxxxi,  117. 

f  Compare  also  the  method  of  Oeffingbb.  ZeüBohr,  /.  cmalifi,  Chem.,  Ym, 
466. 
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A.  General  Method. 

The  whole  of  the  Alkali-eabth  Metals  fbom  each 

OTHER. 

Proceed  as  in  10.  The  magnesiam  is  precipitated  from  the  27 
filtrate  as  ammonium-niagnesinm  phosphate  (see  foot-note,  p. 
620).  The  precipitated  carbonates  of  barium,  strontium,  and 
calcium  are  dissolved  in  hydrochloric  acid,  and  the  bases  sepa- 
rated as  directed  in  28.  The  traces  of  magnesium,  whicli  may 
be  present  in  the  ammonium  carbonate  precipitate,  are  obtained 
by  evaporating  the  filtrate  from  the  strontium  or  calcium  sul- 
phate to  dryness,  taking  up  tlie  residue  with  water,  and  precipi- 
tating the  solution  with  sodium  phosphate  and  ammonia. 

B.  Special  Methods. 

1.   Methods  ha^ed  upon  the  Insolubility  of  JBarium 
Silicoßuoride. 

Babiüm  fbom  Strontiitm  and  from  Calcium. 

Mix  the  neutral  or  slightly  acid  solution  with  hydrofluosi-  28 
licic  acid  *  in  excess,  add  one  third  of  the  volume  of  alcohol  of 
0*81  sp.  gr. ,  let  the  mixture  stand  twelve  hours,  collect  the  pre- 
cipitate of  barium  siHooßuoride  on  a  weighed  filter,  wash  with 
a  mixture  of  equal  parts  of  water  and  alcohol  until  the  wash- 
ings cease  to  show  even  the  least  trace  of  acid  reaction  (but  no 
longer),  and  dry  at  100°.  Precipitate  the  strontium  or  calcium 
from  the  filtrate  by  dilute  sulphuric  acid  (§  102,  1,  a,  and  §  103, 
1).  The  results  are  satisfactory.  For  the  properties  of  barium 
silicofluoride,  see  §  71.  If  botli  strontium  and  calcium  are  pres- 
ent, the  sulphates  are  weighed,  and  then  separated  according 
to  84,  or  they  are  converted  into  carbonates  (§  132,  II.,  5),  and 
separated  according  to  38  or  39. 

*  If  not  kept  in  a  gutta-percha  bottle  it  should  be  freshly  prepared. 
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2.  Methods  hosed  upon  the  Insolubility  of  Bariwn 
Sulphate  or  Strontium  Sulphate^  as  the  case  may  he^  in 
Water  a/nd  in  Solution  of  Sodium  T  hiosulphate, 

a.  Barium  knt>  Strontium  from  Magnesium. 

Precipitate  the  barium  and  strontium  witli  sulphuric  acid  29 
(§  101,  1,  a  and  §  102,  1,  a\  and  the  magnesium  from  the  fil- 
trate   with    ammonia    and      sodium-ammonium      phosphate 
(§  104,  2). 

h.  Barium  from  Calcium. 

Mix  the  solution  with  hydrochloric  add,  then  with  highly  30 
dilute  sidphuric  acid  (1  part  acid  to  300  water),  as  long  as  a  pre- 
cipitate forms ;  allow  to  deposit,  and  determine  the  barium  sul- 
phate as  directed  §  101,  1,  a.  Concentrate  the  washings  by 
evaporation  and  add  them  to  the  filtrate,  neutralize  the  acid 
with  ammonia,  and  precipitate  the  calcium  as  oxalate  (§  103,  2, 
ft,  a).  The  method  is  principally  to  be  recommended  when 
small  quantities  of  barium  have  to  be  separated  from  much  cal- 
cium. If  we  have  to  separate  calcium  sulphate  from  barium 
sulphate,  the  salts  may  (in  tl^e  absence  of  free  acids)  be  treated 
repeatedly  with  a  solution  of  sodium  thiosulphate  at  a  gentle 
heat.  The  barium  sulphate  remains  undissolved,  the  calcium 
sulphate  dissolves.  The  calcium  is  precipitated  from  the  fil- . 
träte  by  ammonium  oxalate  (Diehl*). 

.3.  Method  hosed  upon  the  different  deporim&nt  with 
AücaU  Carhonoiss  of  Barium,  Sulphate  on  the  one  ho/nd^ 
a/nd  Strontium  and  Colcvwm  Sulphates  on  the  other. 
Barium  from  Strontium  and  Calcrtm. 
Digest  the  three  precipitated  sulphates  for  twelve  hours  at  SI 
the  common  temperature  (15° — 20°),  with  frequent  stirring, 
with  a  solution  of  ammonium  carbonate,  decant  the  fluid  on  to 
a  filter,  treat  the  residue  repeatedly  in  the  same  way,  wash 
finally  with  water,  and  in  the  still  moist  precipitate,  separate 
the  undecomposed  barium  sulphate  by  means  of  cold  dilute 
hydrochloric  acid  from  the  strontium  and  calcium  carbonates 
formed.     To  hasten  the  separation  you  may  boil  the  sulphates 
for  some  time  with  a  solution  of  potassium  (not  sodium)  car- 
bonate, to  which  \  the  amount  of  the  carbonate,  or  more,  of 

^Jawm,/.  prakt,  Ohem.,  t.xxtx,  480, 
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potassium  sulphate  has  been  added.  By  this  process,  also,  the 
strontium  and  calcium  sulphates  are  decomposed,  the  barium 
sulphate  remaining  unacted  on.  If  the  basic  metals  are  in  solu- 
tion, the  above  solution  of  potassium  carbonate  and  sulphate  is 
added  in  excess  at  once,  and  the  whole  boiled.  The  precipitate, 
consisting  of  barium  sulphate  and  strontium  and  calcium  car- 
bonates, is  to  be  treated  as  above  with  cold  hydrochloric  acid 
(H.  KosB*). 

4.  Methods  hosed  on  the  InsclvhiUty  of  Colcvam  Sul- 
phate in  Alcohol. 

Calcium  vbom  Magnesium. 

a.  Eemove  water  and  free  hydrochloric  from  a  solution  of  32 
the  chlorides  by  evaporation,  dissolve  the  residue  in  strong  (but 
not  absolute)  alcohol,  add  a  slight  excess  of  pure  strong  sulphu- 
ric acid,  digest  in  the  cold,  allow  to  stand  for  some  hours,  trans- 
fer the  precipitate  consisting  of  calcium  sulphate  and  some 
magnesium  sulphate  to  a  filter,  wash  away  the  acid  thoroughly 
with  nearly  absolute  alcohol,  and  then,  but  only  after  the  aeid 
has  been  completely  7*emoved,  continue  the  washing  with  alcohol, 
sp.  gr.  0-96 — 0-95,  till  a  few  drops  of  the  washings  give  no 
residue  on  evaporation.  Weigh  the  calcium  sulphate  accord- 
ing to  §  103,  1.  Evaporate  the  alcohol  from  the  filtrate,  and 
determine  the  magnesium  according  to  §  104,  2.  The  method 
is  in  itself  not  new,  but  A.  Chiztnski,'!'  adopting  the  precautions 
here  given,  has  obtained  excellent  results,  even  in  the  presence 
of  phosphoric  acid. 

I,  Small  quanttties  of  Calcium  from  much  Maoitbsium.  8S 
Convert  into  neutral  sulphates,  dissolve  the  mass  in  water,  and 
add  alcohol,  with  constant  stirring,  till  a  slight  permanent  tur- 
bidity is  produced.  Wait  a  few  hours  and  then  filter,  wash  the 
precipitated  calcium  sulphate  with  alcohol  which  has  been 
diluted  with  an  equal  volume  of  water,  and  determine  it  after 
§  103,  1,  a  (in  which  case  the  weighed  sulphate  must  be  tested 
for  magnesium),  or  dissolve  the  precipitate  in  water  containing 
hydrochloric  acid  and  separate  the  calcium  from  the  small  quan- 
tity of  magnesium  possibly  copi*ecipitated  according  to  86 
(Sohebbkb:^). 

«i^.  Ann.,  xcv,  286,  299.  427.        f  Zgü$ehr.f.  analyt.  Ohmt^,  zv»  84a 
XAnnal.  4,  Oh&m.  «.  Ffuurm.,  cz,  887. 
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5.  Methods  Inued  on  the  IiwolvMlüyqfStrorUiumaiid 
Barium  Sulphates  in  solution  of  Ammonium  SuLphaate. 

Stbontium  from  Calcium. 

If  the  mixture  is  soluble,  dissolve  in  the  smallest  quantity  34 
of  water,  add  about  50  times  the  quantity  of  the  substance  of 
ammonium  sulphate  dissolved  in  four  times  its  weight  of  water, 
and  either  boil  for  some  time  with  renewal  of  the  water  that 
evaporates  and  addition  of  a  very  little  ammonia  (as  the  solu- 
tion of  ammonium  sulphate  becomes  acid  on  boiling),  or  allow  to 
stand  at  the  ordinary  temperature  for  twelve  hours.  Filter  and 
wash  the  precipitate,  which  consists  of  strontium  sulphate  and 
a  little  ammonium  strontium  sulphate,  with  a  concentrated  solu- 
tion of  ammonium  sulphate,  till  the  washings  remain  clear  on 
addition  of  ammonium  oxalate.  The  precipitate  is  cautiously 
ignited,  moistened  with  a  little  dilute  sulphuric  acid  (to  convert 
the  small  quantity  of  strontium  sulphide  into  sulphate),  reig- 
nited  and  weighed.  The  highly  dilute  filtrate  is  precipitated 
with  ammonium  oxalate,  and  the  calcium  determined  according 
to  §  103,  2,  J,  a.  If  you  have  the  solid  sulphates  to  analyze, 
they  are  very  finely  powdered  and  boiled  with  concentrated  solu- 
tion of  ammonium  sulphate  with  renewal  of  the  evaporated 
water  and  addition  of  a  little  ammonia.  Kesults  very  close,  e,g.^ 
1 -048  Sr(NO,),  instead  of  1-053,  and  0-497  CaCO,,  instead 
of  0-504  (H.  KosE*). 

Babium  may  be  separated  from  Calcium  in  the  same  way.  85 
6.  Methods  hosed  upon  the  Insolubility  of  C<dciv/m 
Oxalate  in  Amm^onium  Chloride  amd  in  Acetic  Acid. 

Calcium  from  Magnesium. 

a.  Mix  the  properly  diluted  solution  with  sufilcient  ammo-  36 
nium  chloride  to  prevent  the  formation  of  a  precipitate  by 
ammonia,  which  is  added  in  slight  excess ;  add  ammonium  oxa- 
late as  long  as  a  precipitate  forms,  then  a  further  portion  of  the 
same  reagent,  about  sufiScient  to  convert  the  magnesium  also 
into  oxalate  (which  remains  in  solution).  This  excess  is  abso- 
lutely indispensable  to  insure  complete  precipitation  of  the  cal- 
cium, as  calcium  oxalate  is  slightly  soluble  in  magnesium  chlo- 
ride not  mixed  with  ammonium  oxalate  (Expt.  ^o.88).     Let 

*  Fogg.  Annal.,  ex,  296. 
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the  mixture  stand  twelve  hours,  decant  the  supernatant  clear 
fliiid,  as  far  as  practicable,  from  the  precipitated  calcium  oxa- 
late, mixed  with  a  little  magnesium  oxalate,  on  to  a  filter,  wash 
the  precipitate  once  in  the  same  way  by  decantation,  then  dis- 
solve in  hydrochloric  acid,  add  water,  then  ammonia  in  slight 
excess,  and  a  little  ammonium  oxalate.  Let  the  fluid  stand 
until  the  precipitate  has  completely  subsided,  then  pour  on  to 
the  previous  filter,  transfer  the  precipitate  finally  to  the  latter, 
and  proceed  exactly  as  directed  §  103,  2,  J,  a.  The  first  filtrate 
contains  by  far  the  larger  portion  of  the  magnesium,  the  second 
the  remainder.  Evaporate  the  second  filtrate,  acidified  with 
hydrochloric  acid,  to  a  small  volume,  then  mix  the  two  fluids, 
and  precipitate  the  magnesium  with  sodium  ammonium  phos- 
phate (HNaNH,)PO„*as  directed  §  104,  2.  If  the  quantity  of 
ammonium  salts  present  is  considerable,  the  estimation  of  the 
magnesium  is  rendered  more  accurate  by  evaporating  the  fluids 
in  a  large  platinum  or  porcelain  dish  to  dryness,  and  igniting 
the  residuary  saline  mass,  in  small  portions  at  a  time,  in  a  smaller 
platinum  dish,  until  the  ammonium  salts  are  expelled.  The 
residue  is  then  treated  with  hydrochloric  acid  and  water, 
warmed,  allowed  to  cool,  and  rendered  just  alkaline  with  ammo- 
nia. If  enough  ammonium  chloride  is  present,  no  magnesium 
hydroxide  will  fall  down,  but  occasionally  small  flocks  of  silica 
or  alumina  are  to  be  seen.  Filter  them  off  and  finally  precipi- 
tate with  ammonia  and  (HNaNH^)PO^.  If  the  precipitate  pro- 
duced by  ammonia  is  at  all  considerable,  dissolve  it  in  hydro- 
chloric acid,  evaporate  the  solution  on  a  water-bath  to  dryness, 
treat  the  residue  with  hydrochloric  acid  and  water,  render  alka- 
line with  ammonia,  filter,  and  add  the  filtrate  to  the  principal 
solution. 

Numerous  experiments  have  convinced  me  that  this  method, 
which  is  so  frequently  employed,  gives  accurate  results  only  if 
the  foregoing  instructions  are  strictly  complied  with.  It  is  only 
in  cases  where  the  quantity  of  magnesium  present  is  relatively 
small  that  a  single  precipitation  with  ammonium  oxalate  may 
be  found  suflScient  (comp.  Expt.  No.  84  f). 

*  This  is  preferable  to  sodium  phosphate  as  a  precipitant.    See  Mohb, 
ZeiUehr.f.  analyt.  Chem.,  zii,  86 

t  Further  experiments  will  be  found  in  ZeiUchr,  /.  andlfft,  Chem.,  vii,  810. 


§  154J  BASES  OF  GBOUP  H,  021 

h.  In  the  case  of  calcium  and  magnesium  phosphates,  dis-  37 
solve  in  the  least  possible  quantity  of  hydrochloric  acid^  add 
ammonia  until  a  copious  precipitate  forms ;  redissolve  this  by 
addition  of  acetic  acid,  and  precipitate  the  calcium  with  an 
excess  of  ammonium  oxalate.  To  determine  the  magnesium, 
precipitate  the  filtrate  with  ammonia  and  (HNaNH^)P04.  As 
free  acetic  acid  by  no  means  prevents  the  precipitation  of  small 
quantities  of  magnesium  oxalate,  the  precipitate  contains  some 
magnesium,  and  as  calcium  oxalate  is  not  quite  insoluble  in 
acetic  acid,  the  filtrate  contains  some  calcium ;  these  two  sources 
of  error  compensate  each  other  in  some  measure.  In  accurate 
analysis,  however,  these  trifling  admixtures  of  magnesium  and 
calcium  are  afterwards  separated  from  the  weighed  precipi- 
tates of  calcium  carbonate  or  oxide  and  magnesium  pyrophos- 
phate respectively. 

7.  Method  based  upon  the  InsohibiUty  of  Strontium 
Nitrate  in  Aleohol  and  Ether. 

Strontium  fbom  Calcium  (after  Steomeyeb). 

Digest  the  perfectly  dry  nitrates  in  a  closed  flask  with  abso-  38 
lute  alcohol,  to  which  an  equal  volume  of  ether  should  be  added 
(H.  Rose).  Filter  oflE  the  undissolved  strontium  nitrate  in  a 
covered  funnel,  wash  with  the  mixture  of  alcohol  and  ether,  dis- 
solve in  water,  and  determine  as  strontium  sulphate  (§  102,  1). 
Precipitate  the  calcium  from  the  filtrate  by  sulphuric  acid. 
The  results  are  satisfactory. 

8.  Indirect  Method. 
Strontium  from  Calcium. 

Determine  both  bases  first  as  carbonates  or  oxides,  precipi-  39 
tating  them  either  with  ammonium  carbonate  or  oxalate  (§§  102, 
103);  then  estimate  the  amount  of  carbonic  acid  in  them,  and 
calculate  the  amount  of  strontium  and  calcium  as  directed  in 
*'  Calculation  of  Analyses  "  (§  200).  The  determination  of  the 
carbonic  acid  may  be  effected  by  fusion  with  vitrified  borax 
(§  139,  II.,  c),  but  the  application  of  a  moderate  white  heat, 
such  as  is  given  by  a  good  gas  blowpipe  without  the  use  of  a 

Compare  also  Wittstein,  Zeitschr.  f.  analyt  Chem ,  ii.  318.  and  Cossa,  ib,, 
VIII,  141.  According  to  Hauer,  ib.,  ix,  254.  the  precipitate  of  calcium  oxalate 
will  be  free  from  magnesium  if  filtered  ofif  immediately,  however,  I  fear  that  a 
little  calcium  might  in  this  case  be  loft  in  solution. 
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crncible  jacket,  is  alone  sufficient  to  drive  out  all  the  carbonic 
acid  from  both  the  carbonates  (F.  G.  Sohafföotsch  *).  I  can 
strongly  recommend  this  method.  It  is  well  to  precipitate  the 
carbonates  hot,  to  press  the  precipitate  cautiously  down  in  the 
platinum  crucible  and  turn  over  the  agglomerated  cake  every 
now  and  then  till,  after  repeated  ignitions,  the  weight  has  become 
constant.  The  results  are  good  if  neither  of  the  bases  is  present 
in  too  minute  quantity. 

The  indirect  separation  may,  of  course,  be  e£Pected  by  means  40 
of  other  salts,  and  can  be  used  also  for  the  determination  of  cal- 

CrUM    IN    PBE8EKCE    OF    BABIÜM  Or  of  BARIUM    IN    PRESENCE    OF 

STRONTIUM.  In  the  expulsion  of  carbonic  acid  from  barium  car- 
bonate vitrified  borax  must  be  used  (§  139,  II.,  o). 

Third  Oratip. 

ALUMXNIUM— CHROMIUM. 

I.  Separation  of  Aluminium  and  Chromium  from  the 

Alkaues. 

§106. 

1.  From  Ammonium. 

a.  Aluminium  and  chromium  salts  may  oe  separated  from  41 
ammonium  salts  by  ignition.  However,  in  the  case  of  alu- 
minium, this  method  is  applicable  only  in  the  absence  of  chlo- 
rine (volatilization  of  aluminium  chloride).  The  safest  way, 
therefore,  is  to  mix  the  compound  with  sodium  carbonate 
before  igniting. 

h.  Determine  the  ammonium  by  one  of  the  methods  given  48 
in  §  99,  3,  using  solution  of  potassa  or  soda  to  eflfect  the  expul- 
sion of  ammonia.     The  aluminium  and  chromium  are  then 
determined  in  the  residue  in  the  same  way  as  in  43. 

2.  From  Potassium  and  Sodium. 

a  Precipitate  and  determine  the  chromium  and  aluminium  48 
with  ammonia  as  directed  in  §  105,  a,  and  §  106,  1,  a.    The  fil- 
trate contains  the  alkalies,  which  are  then  freed  from  the  ammo- 
nium salt  formed,  by  evaporation  to  dryness  and  ignition.     In 
the  presence  of  large  quantities  of  alkali  salts  it  is  well  to  dis- 

*  Pogg,  Annal.,  cxiii,  616. 
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solve  the  moderately  ignited  precipitate  in  hydrochloric  acid 
and  reprecipitate  with  ammonia. 

i,  Alurainiwm  may  be  separated  also  from  potassinm  and  44 
sodium  by  heating  the  nitrate  (see  46). 

II.  Separation  of  Aluminium  and  Chromium  from  the 
Alkali-eabth  Metals. 

§  156. 
Indbz.    (The  numbers  refer  to  those  in  the  margin. 
a.  Aluminium  from  barium,  45-50,  and  51. 

**  '*    strontium,  45-50,  and  51. 

*'  "    calcium.  45-50,  and  52,  58,  64. 

"  "    magnesium,  45-50,  and  58,  54 

ft.  Ch^romium  from  the  alkali-earth  metals,  65-58. 

a.  Sbpabation  of  Aluminium  from  thb  Alkali-eabth 

Metals. 

A.  OeneralMetJiods. 

The  whole   of   the  Alkali-earth  Metals  from  Alu- 
minium. 

*  1.  MetJiod  based  upon  the  Precipitdtion  of  Aliu- 
minium  Hydroxide  hy  AraTnonia^  and  upon  its  solution 
in  Soda, 

Put  the  solution  in  a  platinum  dish  or,  with  less  advantage,  46 
a  porcelain  dish.  Let  it  be  dilute  and  warm.  Add  a  tolerable 
quantity  of  ammonium  chloride,  if  such  be  not  already  present, 
then  very  gradually,  almost  drop  by  drop  (Wrinkle*),  ammo- 
nia as  free  as  possible  from  carbonic  acid,  in  moderate  excess, 
and  boil  till  no  more  free  ammonia  is  observable.  Under  these 
circumstances,  a  little  magnesium  hydroxide,  and  also  a  small 
quantity  of  calcium,  barium,  or  strontium  carbonates  are  at  first 
precipitated  along  with  the  aluminium  hydroxide ;  on  the  boil- 
ing with  ammonium  chloride,  the  ooprecipitated  alkali-earth 
metal  compounds  redissolve,  so  that  the  aluminium  hydroxide 
finally  retains  only  an  unweighable  or  scarcely  weighable  trace 
of  them.  Allow  to  deposit,  and  proceed  with  the  aluminium 
determination  according  to  §  105,  a.  In  very  exact  analysis  it 
is  well,  after  moderately  washing  the  aluminium  precipitate,  to 

*ZeitachT,f,  analyt  Chsm.,  x,  96. 
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redissolve  it  in  hydrochloric  add,  and  reprecipitate  with  ammo- 
nia as  above.  In  Beparations  of  aluminium  from  calcium  or 
magnesium  this  double  precipitation  is  especially  necessary  in 
the  presence  of  sulphates.  After  the  aluminium  oxide  has 
been  weighed,  fuse  it  for  a  long  time  with  potassium  disul- 
phate,  dissolve  the  fused  mass  in  water,  and  determine  any  sili- 
cic acid*  that  may  remain.  The  solution,  when  mixed  with 
potassa  in  excess,  will  often  not  appear  perfectly  clear,  but  will 
contain  a  few  flocks  of  magnesium  hydroxide  (perhaps  also 
traces  of  barium,  strontium,  or  calcium  carbonates).  If  there  is 
any  amount  of  the  latter,  filter  it  oflf,  dissolve  in  nitric  acid,  pre- 
cipitate with  ammonia,  boil  till  the  fluid  ceases  to  smell  of 
ammonia,  filter,  evaporate  the  small  quantity  of  fluid  in  a  pla- 
tinum capsule,  ignite,  weigh  the  residual  magnesium  oxide 
(which  may  contain  traces  of  other  alkali-earth  metals),  deduct 
it  from  the  aluminium  oxide,  dissolve  it  in  hydrochloric  acid, 
and  add  to  the  original  filtrate.  In  order  to  the  further  separa- 
tion of  the  alkali-earth  metals,  acidify  the  fluid  containing  them 
with  hydrochloric  acid,  evaporate  (preferably  in  a  platinum  dish) 
to  a  small  bulk,  and  while  still  warm  add  ammonia  just  in 
excess.  A  small  precipitate  of  aluminium  hydroxide  is  some- 
times formed  at  this  stage ;  filter  off,  wash,  and  weigh  with  the 
principal  precipitate.  In  the  filtrate  determine  the  alkali-earth 
metals  according  to  §  154. 

Instead  of  precipitating  the  aluminium  hydroxide  as  di- 
rected, the  following  process  may  be  followed :  Add  a  moderate 
excess  of  ammonia  to  the  boiling-hot  solution,  boil  about  two 
minutes,  add  acetic  acid  until  distinctly  acid,  heat  again  for  a 
few  minutes,  add  ammonia  once  more  until  weakly  alkaline, 
and  proceed  as  above. f 

[The  difficulty  of  washing  aluminium  hydroxide  usually 
increases  with  lapse  of  time  between  precipitation  and  filtra- 
tion. This  difficulty  may  be  to  some  extent  obviated  by  the 
following  slight  modification  of  the  above-described  manipula- 
tion. Add  ammonia  to  the  solution,  which  may  occupy  a  volume 
of  400  c.c.  for  0^2  gr.  A1,0, ,  until  free  acid  is  partially  neu- 
tralized, but  not  until  a  permanent  precipitate  is  formed ;   add 


*  A  small  quantity  will  always  be  found  if  you  have  boiled  in  a  glass  or 
porcelain  vessel. 

t  Handb.  der  anal.  Ghem.  von  H.  Kobe,  6.  Aufl.  von  Finkener,  ii,  647. 
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also  ammonioin  chloride  if  but  little  free  acid  was  present.  Heat 
nearly  to  boilings  and  add  ammonia  slowly  until  a  permanent 
precipitate  begins  to  form,  then  drop  by  drop  until  a  slip  of  red 
litmus-paper  dipped  into  the  fluid  changes  to  blue  and  the  odor 
of  ammonia  becomes  perceptible  on  boiling.  Carefully  avoid 
the  use  of  more  ammonia  than  is  sufficient  to  produce  these 
indications  of  a  %Lighi  excess.  Boil  rapidly  7  to  10  minutes, 
allow  the  precipitate  to  settle  5  to  10  minutes,  filter  and  wash 
the  precipitate  moderately  upon  the  filter.  Remove  the  filter 
with  the  moist  precipitate  from  the  funnel,  and  unfold  it  upon 
the  side  of  a  beaker  having  a  height  exceeding  the  diameter  of 
the  filter,  so  that  the  latter  may  not  extend  to  the  bottom 
of  the  beaker.  Binse  the  precipitate  from  .the  ^\^r  down 
to  the  bottom  of  the  beaker  with  a  ^strong'  jet  ot  water 
and  dissolve  (completely  or  nearly)  by  adding  concetitrated 
hydrochloric  acid.  Moisten  also  the  filter  with  acid  somewhat 
diluted,  and  rinse  the  small  amount  of  aluminium  chloride  solu- 
tion thus  formed  out  of  the  paper  with  a  jet  of  water.  Push 
up  the  filter  now,  if  necessaiy  with  a  rod,  so  that  it  may  be 
above  the  solution,  and  allow  it  to  remain  adhering  to  the  side 
of  the  beaker.  The  solution  need  not,  for  this  second  precipi- 
tation, occupy  a  volume  above  200 — 250  c.c.  Precipitate  the 
aluminium  precisely  as  before,  moistening  also  the  filter  with 
ammonia  solution.  Immediately  after  boiling  pour  the  solution 
with  the  precipitate  upon  a  filter.  Push  the  old  filter  down  to 
the  bottom  of  the  beaker,  wash  it  by  adding  and  decanting 
small  successive  portions  of  hot  water,  stirring  and  pressing  the 
paper  with  a  rod  and  pouring  the  water  upon  the  precipitate, 
until  a  few  drops  of  the  decanted  water  give  no  turbidity  with 
silver  nitrate.  Next  complete  the  washing  of  the  precipitate 
on  the  filter  with  hot  water.  After  the  washing  is  complete, 
beat  up  the  old  filter  in  the  beaker  with  a  glass  rod  and  rinse  it 
out  upon  the  top  of  the  washed  precipitate — the  old  filter  must 
on  no  account  be  thrown  away,  since  it  may  retaift  a  little  alu- 
minium hydroxide  which  treatment  with  hydrochloric  acid 
failed  to  dissolve.  Add  to  the  united  filtrates  ammonia  to 
decided  alkaline  reaction  ;  heat  until  the  solution  becomes  neu- 
tral.  If  more  aluminium  hydroxide  separates,  collect  it  on  a 
small  filter.] 
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2.  Method  hosed  upon  ike  uiiequd  DecomposabUity 
of  the  Nitrates  at  a  Moderate  Heat  (Devillb*). 

To  make  this  simple  and  convenient  metliod  applicable,  the  46 
basic  metals  must  be  present  as  pure  nitrates.  Evaporate  to  dry- 
ness in  a  platinum  dish,  and  heat  gradually,  with  the  cover  on, 
in  the  sand-  or  air-bath— or,  better  still,  on  a  thick  iron  disk, 
with  two  cavities,  one  for  the  platinum  dish,  the  other,  filled 
with  brass  turnings,  for  inserting  a  thermometer  (compare  §  31) 
— ^to  from  200^  to  250°,  until  a  glass  rod  moistened  with  am- 
monia ceases  to  indicate  f urtlier  evolution  of  nitric-acid  fumes. 
You  may  also,  without  risk,  continue  to  heat  until  nitrous-acid 
vapors  form.  The  residue  consists  of  aluminium  oxide,  barium, 
strontium  and  calcium  nitrates,  and  normal  and  basic  magne- 
sium nitrates. 

Moisten  the  mass  with  a  concentrated  solution  of  ammonium 
nitrate,  and  heat  gently,  but  do  not  evaporate  to  dryness. 
Bepeat  this  operation  until  no  further  evolution  of  ammo- 
nia is  perceptible.  (The  basic  magnesium  nitrate,  insoluble  in 
water,  dissolves  in  nitrate  of  ammonia,  with  evolution  of  ammo- 
nia, afi  normal  magnesium  nitrate.)  Add  water,  and  digest  at 
a  gentle  heat. 

[If  the  ammonium  nitrate  has  evolved  only  imperceptible 
traces  of  ammonia,  pour  hot  water  into  the  dish,  stir,  and  add  a 
drop  of  dilute  ammonia ;  this  must  cause  no  turbidity  in  the 
fluid ;  should  the  fluid  become  turbid,  this  proves  that  the  heat- 
ing of  the  .nitrates  has  not  been  continued  long  enough ;  in 
which  case  you  must  again  evaporate  the  contents  of  the  dish, 
and  heat  once  more.] 

The  aluminium  oxide  remains  undissolved  in  the  form  of  a 
dense  granular  substance.  Decant  after  digestion,  and  wash  with 
boiling  water ;  ignite  strongly  in  the  same  vessel  in  which  the 
separation  has  been  effected,  and  weigh.  Test  the  weighed  alu- 
minium oxide  according  to  46.  Separate  the  alkali-earth  metals 
as  directed  in  §  154. 

In  the  same  way  aluminium  may  be  separated  also  from 
potassium  and  sodium  (44). 

3.  Method  in  which  the  processes  of  1  and  2  a/re 
comJnned. 

Precipitate  the  aluminium  as  in  45,  wash  in  the  same  way  47 
♦  Journ.  /.  praki,  Chem,,  1863.  lx,  9. 
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as  there  directed,  then  treat,  while  still  moist,  with  nitric  acid, 
and  proceed  according  to  46,  to  remove  the  trifling  amount  of 
magnesium,  etc.,  coprecipitated ;  add  the  solution  obtained  to 
the  principal  solution  of  the  alkaline  earths  and  treat  the  fluid 
as  directed  in  46.  This  method  may  be  employed  also  in  the 
case  of  chlorides ;  it  will  be  sometimes  found  useful. 

itcm  hy  Sodi-wm  Acetate  or  Formate  v/pon  hoUing, 
The  same  process  as  for  the  separation  of  ferric  iron  from  48 
the  alkali-earth  metals.  The  method  is  employed  more  par- 
ticularly when  both  aluminium  and  ferric  iron  have  to  be 
separated  from  alkali-earth  metals  at  the  same  time.  The 
precipitation  of  the  aluminium  is  usually  not  quite  complete, 
so  that  it  will  be  necessary  to  separate  the  aluminium  which 
remains  in  solution  from  the  flltrate  (45). 

5.  Method  hdsed  on  the  Preo^taUon  ofAlufmnium 
hy  Ammonium  Sitccinate, 

Proceed  as  for  the  precipitation  of  ferric  iron  by  the  same  49 
reagent  (§  159) ;  especially  to  be  employed  when  aluminium 
and  ferric  iron  are  both  to  be  separated  from  alkali-earth  metals 
at  the  same  time.    The  filtrate  must  be  tested  according  to  48. 

6.  Method  based  upon  the  Formation  of  a  Solu- 
hie  Alk<di  Alimiina/te  i/n  the  dry  way.     (See  §  161.)     SO 

B.  Special  Methods. 

Some  of  the  Alkali-eabth  Metals  from  Aldmikidm. 

1.  Methods  hasedupon  the  Precipitation  of  some  of 
the  Salts  of  tlve  Alkali-earth  Metals. 

a.  Babium  and  Strontium  from  Aluminium. 
Precipitate  the  barium  and  strontium  with  sulphuric  acid  51 
(§§  101   and  102),  and  the  aluminium  from  the  filtrate  as 
directed  in  §  105,  a.     This  method  is  especially  suited  for  the 
separation  of  barium  from  aluminium.     In  accurate  analyses 
the  barinm  sulphate  must  be  purified  according  to  12. 

h.  Calcium  from  Aluminium. 
Add  ammonia  to  the  solution  until  a  permanent  precipitate  5S 
forms,  then  acetic  acid  until  this  precipitate  is  redissolved,  then 
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amiiioüium  acetate,  and  finally  avimaniuTn  oxalate  in  slight 
excess  (§  103,  2,  &,  ß) ;  allow  the  precipitated  calcium  oxalate 
to  deposit  in  the  cold,  then  filter,  and  precipitate  the  alumin- 
ium from  the  filtrate  as  directed  in  §  105,  a.  Compare  also 
§161,  4,  J. 

c.  Magnesium   and  small  qiiantities  of  Calcium  from 
Aluminium,. 

Add  a  little  tartaric  acid,  supersaturate  with  ammonia,  53 
and  precipitate  from  the  clear  liquid  (if  sufficient  aluminium 
is  present  no  calcium  tartrate  is  precipitated)  first  the  calcium, 
by  ammonium  oxalate,  and  then  the  magnesium,  with  sodium- 
ammonium  phosphate.  If  the  aluminium  is  to  be  estimated 
in  the  filtrate,  add  to  the  latter  some  sodium  carbonate  and 
potassium  nitrate,  evaporate  to  dryness,  ignite  the  residue, 
soften  with  water,  dissolve  in  hydrochloric  acid  (not  in  a  plat- 
Mimm  dish),  and  precipitate  the  aluminium  with  ammonia. 
The  ammonium-magnesium  phosphate,  which  may  contain 
liasic  magnesium  tartrate,  dissolve  in  hydrochloric  acid,  and 
ni^ain  precipitate  with  ammonia  and  a  little  sodium-ammo- 
nium phosphate,  and  then  ignite  and  weigh. 

2.  Method  based  upon  the  Precipitation  of  Alum^in* 
turn  hy  Ba/rivm%  Carbonate, 

Aluminium  fkom  Magnesium  and  small   QUANrrriEs  of 
Caix^ium. 

Mix  the  slightly  acid  dilute  fluid  in  a  flask  with  a  moder-  64 
ate  excess  of  barium  carbonate  shaken  up  with  water,  cork  the 
fiask  and  let  the  mixture  stand  in  the  cold  until  the  aluminium 
hydroxide  has  subsided,  wash  by  deeantation  three  times, 
filter,  and  then  determine  the  aluminium  in  the  precipitate  as 
directed  in  61 ;  in  the  filtrate,  fii-st  precipitate  the  barium  by 
sulphuric  acid  (80)  and  then  separate  the  calcium  and  mag- 
nesium according  to  §  154. 

ft.    Separation   of   Chromium   from    the   Alkali-earth 
Metals. 

1.  The  best  way  to  separate  the  whole  of  the  alkali- 
BABTH  METALS  froni  chromium  at  the  same  time  is  to  convert 
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the  latter  into  chromic  acid.     This  may  *be  done  in  the  dry  or 
the  wet  way. 

a.  Dry  way.  Mix  the  powdered  substance  with  about  8  56 
times  its  weight  of  a  mixture  of  2  parts  of  sodium  carbonate 
and  1  part  of  nitre  and  fuse  in  a  platinum  crucible.  On  treat- 
ing the  fused  mass  with  hot  water,  the  chromium  dissolves  as 
alkali  Chromate  (to  be  determined  accordfng  to  §  130),  while 
the  alkali-earth  metals  remain  in  the  residue  as  carbonates  or 
oxides  (magnesium  oxide).  If  the  residue  is  not  perfectly 
white,  extract  the  remainder  of  the  chromic  acid  from  it  by 
boiling  with  solution  of  sodium  carbonate. 

b.  Wet   way.     Suitable   for   separating   chromium    from  56 
barium,  strontium,  and  calcium. 

a.  Nearly  neutralize  the  acid  fluid  with  sodium  carbonate, 
add  excess  of  sodium  acetate,  warm,  and  pass  chlorine,  adding 
sodium  carbonate  occasionally  to  keep  the  fluid  nearly  neutral. 
As  soon  as  all  the  chromium  is  oxidized,  precipitate  with  sodium 
carbonate  by  thi  aid  of  heat,  and  proceed  for  the  rest  according 
to  56  (GiBBS^).  Bromine  instead  of  chlorine  may  be  used; 
however,  the  oxidation  is  but  tardily  effected  by  the  mere  addi- 
tion of  bromine  water. 

ß.  Neutralize  the  solution  with  sodium  carbonate,  add 
sodium  hypochlorite,  and  heat,  if  necessary,  with  more  hypo- 
chlorite, until  all  the  chromium  is  converted  into  Chromate. 
Then  add  again  sodium  carbonate,  heat,  decant  the  yellow 
solution  through  a  filter,  boil  the  residue  anew  with  a  sodium- 
carbonate  solution  and  proceed  as  in  55. 

2.  Chbomium  from  Basiitm,  Strontium,  and  Calcium.  To  57 
separate  barium  and  strontium,  precipitate  the  moderately  acid, 
hot,  dilute  solution  with  sulphuric  acid — in  the  presence  of 
strontium,  allow  to  cool  and  add  alcohol — and  when  the  pre- 
cipitate has  settled,  filter.  Chromium  cannot  be  separated  by 
ammonia  from  the  alkali-earth  metals,  since,  even  though  cai^ 
bonic  acid  be  completely  excluded,  they  are  partially  precipi- 
tated along  with  the  chromic  hydroxide.  From  solutions 
containing  a  salt  of  chromium,  calcium  cannot  be  precipitated 
completely  by  ammonium  oxalate ;  but  it  may  be  by  sulphuric 
acid  and  alcohol  (§  103, 1). 

*Z€Uiehr.  f.  analyt.  Ohem,»  ui,  828. 
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3.  Chromium  may  also  be  separated  from  Magnesium  and  68 
small  quantities  of  Calcium  by  means  of  barium  carbonate. 
See  54. 

III.  Sepakation  of  Chromium  from  Aluminium.* 
§157. 

a.  Fuse  the  oxides  with  2  parts  of  potassium  nitrate  and  4  69 
parts  of  sodium  carbonate  in  a  platinum  crucible,  treat  the  fused 
mass  with  boiling  water,  rinse  the  contents  of  the  crucible  into 
a  porcelain  dish  or  beaker,  add  a  somewhat  large  quantity  of 
potassium  chlorate,  supersaturate  slightly  with  hydrochloric 
acid,  evaporate  to  the  consistence  of  syrup,  and  add,  during  the 
latter  process,  some  more  potassium  chlorate  in  portions,  to 
remove  the  free  hydrochloric  acid.  Dilute  now  with  water, 
and  separate  the  aluminium'  and  chromium  as  directed  in  §  130, 
II.,  Ö,  a.  If  you  omit  the  evaporation  with  hydrochloric  acid 
and  potassium  chlorate,  part  of  the  chromic  acid  will  be  reduced 
by  the  nitrous  acid  in  the  fluid,  and  chromic  hydroxide  will 
accordingly,  upon  addition  of  ammonia,  be  precipitated  with 
the  aluminium  hydroxide  (DEXTERf). 

J.  Dissolve  the  oxides  in  hydrochloric  acid,  add  soda  or  60 
potassa  solution  in  sufS^cient  excess  and  saturate  the  clear  green 
solution  with  chlorine  gas.  The  chromium  will  be  converted 
into  chromic  acid,  and  the  aluminium  partially  separated. 
When  the  fluid  has  become  of  a  pure  yellow  color,  heat  to 
remove  the  excess  of  chlorine,  add  ammonium  carbonate,  and 
digest  to  destroy  the  hypochlorous  acid  and  precipitate  the  still 
dissolved  aluminium,  and  proceed  according  to  §  130,  II.,  <?,  a 
(  WÖHLER  Xy 

c,  Nearly  neutralize  the  acid  solution  with  sodium  carbonate,  61 
add  sodium  acetate  in  excess,  pass  chlorine  or  add  bromine  and 
warm.  The  chromium  will  readily  be  converted  into  chromic 
acid,  especially  if  sodium  carbonate  is  added  every  now  and  then 
to  keep  the  fluid  nearly  neutral.  As  soon  as  this  is  eflfected 
proceed  according  to  §  130,  II.,  c,  a  (Gibbs§). 

♦  The  separation  of  aluminium  from  titanic  acid  will  be  given  under  the 
Analysis  of  Silicates. 

\Pogg.  Annal.,  lxxxix,  142. 

X  Annul,  d.  Chem,  u.  Pharm.,  cvi,  121.     §  Zeitschr.  f,  ancdyU  C/iem,,  iii,  327. 
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Fourth  Ora^p. 

ZmO— MANOAKESE — ^NICKEL— COBALT — FEBBOÜS  IBON — FEBBIO 
IRON — (uranium). 

L  Separation  of  the  Metals  of  the  Fourth  Group  from 
THE  Alkalies. 

§  158.       . 
A,  Oeneral  Methods, 

1.  All  Metals  of  the  Fourth  Group  from  Ammoniuh^ 

Proceed  as  for  the  separation  of  chromium  and  aluminium  68 
from  ammonium,  §  155  (41).  It  must  be  borne  in  mind  that  the 
oxides  of  the  fourth  group  comport  themselves,  upon  ignition 
with  ammonium  chloride,  as  follows :  Ferric  oxide  is  partly 
oonverted  into  ferric  chloride  which  volatilizes ;  the  oxides  of 
manganese  are  converted  into  manganous  chloride  and  manga- 
nous  oxide  with  volatilization  of  some  of  the  former;*  the 
oxides  of  nickel  and  cobalt  are  reduced  to  the  metallic  state,  no 
chloride  being  lost  by  volatilization ;  f.  oxide  of  zinc  is  converted 
into  chloride  which  volatilizes.  It  is,  therefore,  generally  the 
safest  way  to  add  sodium  carbonate.  The  ammonium  is  deter- 
mined in  a  separate  portion. 

2.  All  Metals  of  the  Fourth  Group  from  Potassium 
AND  Sodium. 

Mix  the  solution  in  a  flask  with  ammonium  chloride  if  63 
necessary,  add  ammonia  till  neutral  or  slightly  alkaline,  then 
yellow  ammonium  sulphide  saturated  with  hydrogen  sulphide, 
fill  the  flask  nearly  to  the  top  with  water,  cork  it,  allow  the 
precipitated  sulphides  to  subside,  and  then  filter  them  off  from 
the  fluid  containing  the  alkalies.  In  performing  this  process 
the  precautionary  rules  given  under  the  heads  of  the  several 
metals  in  question  (§§  108 — 113)  must  be  borne  in  mind.];  (If, 
notwithstanding,  the  filtrate  is  brownish,  acidify  it  with  acetic 

♦  Zeittehr.  f.  andlyt.  Chem.,  xi,  424.  f  J^-  xii.  73. 

X  Manganese  may  be  separated  from  the  alkalies  according  to  §  100,  2,  b, 
Kickel  and  cobalt  may  be  separated  from  the  alkaUes  according  to  66,  substi- 
tuting ammonium  acetate  for  sodium  acetate. 


SEPARATION.  [§  16& 

acid,  pass  hydrogen  sulphide,  boil,  and  filter  off  the  small  quan- 
tity of  the  nickel  sulphide  which  then  separates.)  Acidify  the 
filtrate  with  hydrochloric  acid,  evaporate,  filter  off  the  sulphur 
if  necessary,  continue  the  evaporation  to  dryness,  ignite  the 
residue  to  remove  ammonium  salts,  and  determine  the  alkalies 
by  the  methods  given  in  §  152. 

B.  Special  Methods. 

1.  ZiKO  FROM  Potassium  and  Sodium,  by  precipitating  the  64 
zinc  from  the  solution  of  the  acetates  with  hydrogen  sulphide. 
(See  87.) 

2.  Niokel(oub)  and  Cobalt(ous)  from  the  Alkalies,  by 
igniting  the  chlorides  in  a  current  of  hydrogen  and  treating 
the  residue  with  water.  Precipitation  of  the  alkalies  as  silico- 
fluorides  (§  97,  5 — Stolba  *)  is  less  suitable  for  sodium  than 
for  potassium. 

3.  Ferric  Iron  from  Potassium  and  Sodium,  by  precip- 
itating with  ammonia,  or  by  heating  the  nitrates.  (See  45  and 
46.) 

4.  Manganese  from  the  Alkalies.     Mix  the  neutral  or  66 
slightly  acid  solution  with  ammonium  chloride  and  precipitate 
the  mangjanese  with  a  slight  excess  of  ammonium  carbonate. 
Allow  the  precipitate  to  settle  in  a  warm  place,  filter  through 

a  thick  filter,  wash  with  hot  water,  and  weigh  as  protosesqui- 
oxide  (II.  Tamm  f).  In  the  filtrate  separate  the  alkalies  frorn 
ammonium  salts  by  gentle  ignition.  The  separation  of  man- 
ganese as  hydrated  peroxide  cannot  be  recommended,  as  the 
precipitate  retains  alkali,  j: 

*  Zeiuehr,  /.  analyt  Chem.,  ix,  100. 
f/ft..  XL  425. 
t  lb.,  XI,  298. 
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II.  Skpakation  of  the  Metals  of  the  Fourth  Gboup  fboh 

THOSE   OF   THE    SeOOHD. 

§  159. 

Index.    (Tba  numbers  refer  to  tbose  in  the  margin.) 

Zine  from  bariam  and  strontium,  86,  67,  68,  78. 
calcium,  66,  68,  78. 
magnesium,  66,  68. 
Manganue  from  barium  and  strontium,  66,  67.  70,  71,  73. 

'*  calcium  and  magnesium,  66,  70,  71,  72. 

Nickel  and  eobaU  from  bariam  and  strontium,  66,  67,  78,  76. 
'*  calcium.  66.  78,  75. 

*'  magnesium,  66,  74. 

Ferric  iron  from  barium  aud  strontium,  66,  67,  69. 
"  calcium  and  magnesium,  66,  60. 

A.    General  Method. 

All  Metals  of  the  Fottbth  Gboup  fbom  the  Alkali- 
earth  Metals. 

Add  ammonium  chloride,  and,  if  acid,  also  ammonia,  and  66 
precipitate  with  ammonium  sulphide,  as  in  63.  Take  care  to 
use  slightly  yellow  ammonium  sulphide,  perfectly  saturated 
with  hydrogen  sulphide,  and  free  from  ammonium  carbonate 
and  sulphate,  and  to  employ  it  in  sufficient  excess.  Insert  the 
cork,  and  let  the  flask  stand  for  some  time  to  allow  the  precipi- 
tate to  subside,  then  wash  quickly,  and  so  far  as  practicable 
out  of  the  contact  of  air,  with  water  to  which  some  ammonium 
sulphide  has  been  added.  Acidify  the  filtrate  with  hydro- 
chloric acid,  heat,  filter  from  the  sulphur,  and  separate  the 
alkali-earth  metals,  as  directed  in  §  1 54.  If  the  filtrate  is  brown- 
ish from  a  little  dissolved  nickel  sulphide,  make  it  slightly  acid 
with  acetic  acid  instead  of  with  hydrochloric  acid,  add  some 
alkali  acetate,  pass  hydrogen  sulphide,  boil,  and  filter. 

If  the  quantity  of  the  alkali-earth  metals  is  rather  consider- 
able, it  is  advisable  to  treat  the  slightly  washed  precipitate  once 
more  with  hydrochloric  acid  (in  presence  of  nickel  or  cobalt  it 
is  not  necessary  to  effect  complete  solution),  heat  the  solution 
gently  for  some  time,  and  then  reprecipitate  in  the  same  way. 

If  we  have  merely  to  effect  removal  of  nickel  and  cobalt, 
we  may  also  add  ammonium  sulphide,  acidulate  with  acetic 
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add,  add  alkali  acetate,  heat,  pass  hydrogen-sulphide  gas 
through  the  solution  while  boiling,  and  filter.  It  is  always 
necessary  to  test  the  filtrate  with  ammonium  sulphide,  how- 
ever, to  make  sure  that  all  the  nickel  and  cobalt  are  orecipitated. 
(Compare  90.) 

In  separating  manganese  from  the  alkaline  earths  the 
method  of  precipitation  described  in  §  109,  2,  I  may  be 
employed,  but  even  in  this  method  a  double  precipitation  is 
advisable. 

B.  Special  Methods, 

1.  Barium  AND  Stbontium  FROM  THE  WHOLE  OF  THB  Metals  97 
OF  THE  Fourth  Group. 

Precipitate  the  barium  and  strontium  from  the  slightly  acid 
solution  withsulphuric  acid  (§§  101,  102).  The  barium  sulphate 
should  first  be  washed  with  water  acidified  with  hydrochloric 
acid,  but  even  then  you  cannot  be  sure  of  getting  it  free  from 
iron.  The  sulphates,  after  weighing,  must  therefore  always 
be  tested  for  iron,  etc. 

2.  Zinc  from  the  Alkali-eabth  Metals.  68 

a.  Convert  the  basic  metals  into  acetates,  and  precipitate 
the  zinc  from  the  solution  according  to  §  108,  1,  h. 

h.  Evaporate  the  solution  of  the  chloride  with  an  excess 
of  ammonium  chloride,  ignite  the  residue,  and,  if  necessary, 
repeat  the  operation.  The  zinc  is  completely  volatilized  as 
zinc  chloride,  and  the  alkaline  earths  remain  behind. 

3.  Ferrio  Iron  from  the  Alkali-earth  Metals.  69 
a.  Mix  the  somewhat  acid  solution  with  enough  ammonium 

chloride,  boil,  add  slight  excess  of  ammonia,  boil  till  the  excess 
of  the  latter  is  nearly  expelled,  and  filter.  The  solution  is  free 
from  iron ;  the  precipitate  is  free  from  calcium,  barium,  and 
strontium,  but  contains  a  very  slight  trace  of  magnesium  (H. 
KosE^).  In  delicate  analyses,  after  moderately  washing  the 
ferric  hydroxide,  redissolve  it  in  hydrochloric  acid,  and  repeat 
the  precipitation. 

J.  Precipitate  the  iron  as  basic  ferric  acetate  or  formate, 

•  Pogg.  AnnaU,  ex,  800. 
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compare  84  and  86.     The  method  is  good,  and  can  frequently 
be  employed. 

c.  Precipitate  the  iron  with  am^ionium  succinate  (86). 

d.  Decompose  the  nitrates  by  heat  (46).    A  good  method.* 

e.  Precipitate  the  diluted,  weakly  acid  solution  with  ba- 
rium carbonate,  and  filter  after  a  short  digestion  in  the  cold 
(54).  Only  applicable  for  the  separation  of  iron  from  calcium 
and  magnesium. 

4.  Manganbse  from  the  Alkaline  Eabths. 

a.  Methods  hosed  upon  t/ie  Precipitdtion  of  Mem- 
gcmese  as  Sesquioxide  or  Dioxide. 

a.  The  methods  of  Gibbs,!  Schiel,:}:  H.  Bo8e,§  and  others  70 
(described  in  the  previous  edition),  in  which  the  manganese  is 
precipitated  as  a  hydrated  manganic  oxide  by  lead  peroxide, 
by  adding  sodium  acetate  and  passing  in  a  current  of  chlorine 
gas,  or  by  bromine,  cannot  be  recommended,  because  notable 
traces  of  the  alkaline  earths  are  precipitated  with  the  hydrated 
manganic  oxide.  Compare  also  R.  Finkener,  ||  who  has  made 
similar  observations.  According  to  Gibbs  ^  the  errors  may 
be  decreased  by  double  precipitation.  As  the  precipitate, 
however,  as  a  rule  contains  alkali  also,**  and  is  therefore  un- 
fit for  weighing  after  simple  ignition,  these  methods  can  be 
but  rarely  made  use  of. 

ß.  After  DEViLLE.ft  The  bases  must  be  present  as  71 
nitrates.  Heat  in  a  covered  platinum  dish  to  from  200°  to 
250°  until  all  fumes  cease  to  form,  and  the  mass  has  become 
black,  then  proceed  as  in  46.  If  a  small  quantity  of  organic 
matter  be  present,  or  if  the  heat  applied  is  too  strong,  some 
manganese  dioxide  may  be  reduced  and  be  dissolved  in  the 
ammonium  nitrate,  hence  the  solution  must  always  be  tested 
for  manganese.  According  to  my  experience  the  precipitate 
is  not  entirely  free  from  alkaline  earths. 


*  Compare  Latschinow,  Zeitsehr.f.  analyt.  Cliem,,  vri,  218. 

t  Ann(u.  de  Chem,  v.  Pharm.,  lxxxvt,  54. 

XSillim.  Joum.t  xv,  275. 

%Pogg.  Annal.,  cy,  305. 

I  Bandb.  d.  analyt.  Chem. .  v.  H.  Robe,  6.  Aufl.  v.  R.  Finkenbr,  II,  925. 

\Zeit9cfir.f.  analyt.  Chem.,  in,  381. 

*^lbid.,  XI,  298.  ft  Joum.f.  prakt..  Chem.,  lx,  U. 
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h.  Methods  based  on  tke  Volttmetric  Determination 
qf  Ma^anese,  according  to  Bunsen  and  Krieger.* 

a.  Manganese  from  Magnesium. — Precipitate  with  soda  7S 
(§  109,  1,  h).  Ignite  and  weigh  the  well-washed  precipitate. 
If  the  quuitity  of  magnesium  present  is  sufficient,  the  residue 
has  the  composition  Mn,0,-MgO  +  »MgO.  Treat  a  weighed 
sample  of  it  according  to  §  142;  this  will  give  the  quantity 
of  manganese  (1  eq.  of  chlorine,  corresponding  to  1  eq.  of 
iodine  liberated,  is  the  equivalent  of  1  eq.  Mn^O,) ;  the  dif- 
ference will  give  the  magnesia. 

ß.  From  Sasium  and  Strontium. — Precipitate  vrith  so- 
dium carbonate  (§  109,  1,  a).  The  ignited  precipitate  has 
the  formula  Mn.O,  •  BaO  +  »BaCO,. 

Treat  a  sample  as  in  or,  and  so  find  the  quantity  of  man- 
ganese. The  quantity  of  barium  carbonate  is  found  on  de- 
ducting the  weight  of  the  manganese  sesquiozide  from  that  of 
the  weighed  precipitate,  and  adding  to  the  difference  as  much 
carbonic  acid  as  has  been  expelled  by  the  sesquioxide,  i.e.^  for 
each  eq.  of  Mn,0, ,  1  eq.  of  CO.. 

y.  From  Calcium.  Proceed  as  directed  under  barium 
and  strontium,  but,  after  ignition,  moisten  repeatedly  with 
ammonium  carbonate,  dry,  and  ignite  gently  until  the  weight 
remains  constant.  Here,  however,  it  is  advisable  to  ignite  the 
precipitate  in  a  blast-lamp  fiame  until  calcium  oxide  has 
formed. 

N.  B. — This  method  of  volumetric  estimation  of  manga- 
nese presupposes  that  more  than  1  eq.  of  MgO'CaO,  etc.,  is 
present  for  every  eq.  of  Mn,0„  otherwise  the  residue  will 
contain,  besides  Mn,0„  some  Mn,0^  also.  In  order  to  adapt 
the  method  in  such  a  case  also,  Krieger  recommends  to  dis- 
solve a  sample  of  the  weighed  precipitate,  add  half  its  weight 
of  zinc  oxide,  precipitate  with  sodium  carbonate,  determine 
the  quantity  of  precipitate  after  long-continued  ignition  with 
access  of  air,  and  then  to  use  all  or  a  part  of  the  residue  so 
obtained  for  the  volumetric  determination.  The  precipitate 
contains  all  the  manganese  as  Mn,0,.  As  will  be  seen,  how- 
ever, this  modification  greatly  complicates  the  process 

^Annal.  d.  Chem.  u.  Pharm.,  lxxxvii,  268. 
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When  employing  the  methods  under  72  it  must  always  be 
remembered  that  the  precipitation  of  manganese  by  caustic  soda 
or  sodium  carbonate  can  be  complete  only  then  when  the  pre- 
cautions stated  under  §  109,  1,  (»  and  &,  arp  carefully  ob- 
served ;  also  that  the  precipitates  are  obtained  free  from  alkali 
only  when  again  exhausted  with  boiling  water  after  ignition. 

d.  Solutions  containing  manganese,  citlcium,  and  magne- 
sium must  not  contain  ammonium  salts.  The  manganese, 
calcium,  and  magnesium  may  be  present  as  chlorides,  nitrates, 
or  acetates  (or  sulphates  if  but  little  calcium  is  in  the  solution 
and  care  be  taken  to  avoid  deposition  of  calcium  sulphate). 
Neutralize  any  free  acid  which  may  be  present  by  adding 
sodium  carbonate  till  a  slight  precipitate  is  formed.  Redis- 
solve  this  precipitate  by  the  addition  of  just  sufficient  HCl. 
Add  next  sodium  acetate  to  the  solution,  then  aqueous  solution 
of  bromine.  The  solution  should  at  this  point  be  rather  dilute. 
Expose  to  a  temperature  of  50**  to  70®  a  few  hours,  till  free 
bromine  is  all  or  nearly  all  expelled  from  the  solution,  and 
filter.  Test  the  filtrate  by  adding  more  sodium  acetate  and 
more  bromine  water,  and  warming.  The  manganese  is  pre- 
cipitated as  hydrated  dioxide,  which  is  liable  to  contain  soda. 
If  the  quantity  is  very  small,  it  may,  unless  great  accuracy  is 
required,  be  converted  by  ignition,  after  careful  washing  with 
hot  water,  directly  into  Mn,0^,  and  weighed.  If,  however, 
the  quantity  is  considerable,  it  should  be  dissolved  in  HCl  and 
converted  into  some  other  suitable  form  for  weighing. 

According  to  Finkener,*  manganese  dioxide  precipitated 
as  above  described  (except  using  chlorine  instead  of  bromine) 
from  a  solution  containing  the  alkali-earth  metals,  will  not  be 
entirely  free  from  the  latter,  especially  from  barium  if  that  is 
present.  He  recommends  to  dissolve  the  manganese  precipi- 
tate, and  reprecipitate  boiling  hot  with  ammonium  sulphide,  by 
which  means  pure  manganese  sulphide  is  obtained.  Gibbs  t 
observes  that  when  manganese  is  separated  from  zinc,  calcium, 
and  magnesium  by  the  above  process  (precipitation  as  dioxide), 
a  repetition  of  the  process  is  necessary  to  secure  good  results; 


*  Eandhich  d,  antüyi.  CTiem.  v.  H.  Rose,  6.  Aufl.  ▼.  Finkener,  ii,  926. 
t  ZeUtehr.f.  analyt.  Ohem.»  lu,  821. 
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but  in  case  manganese  is  to  be  separated  only  from  calcium  and* 
magnesium,  the  second  treatment  may  be  omitted. ''^ 

5.  Cobalt,  Nickel,  and  Zinc  from  Barium,  Strontium, 
AND  Calcium. 

Add  an  excess  of  sodium  carbonate,  then  add  potassium  7S 
cyanide,  warm  very  gently  until  all  the  precipitated  cobalt, 
nickel,  and  zinc  carbonates  ai-e  redissolved,  and  filter  off  the 
carbonates  of  the  alkaline  earths  from  the  solution  of  the  metal- 
lic cyanides  in  the  potassium-cyanide  solution.  Dissolve  the 
former  in  diluted  hydrochloric  acid,  and  separate  according  to 
§  154;  separate  the  latter  according  to  §  160  (Haidlen  and 
Fresenius  f). 

6.  Cobalt  and  Nickel  from  Magnesium. 

Precipitate  the  solution  with  a  mixture  of  potassium^hypo-  74 
chlorite  solution  and  potassa  lye.  Thoroughly  wash  the  pre- 
cipitate, consisting  of  the  hydroxides  of  nickel,  cobalt,  and 
magnesium,  and  while  still  moist  digest  it  at  a  temperature  of 
from  30*  to  40°  with  an  excess  of  mercuric-chloride  solution. 
A  double  salt  having  the  composition  MgCl,  +  3H^C1,  is 
formed,  and  the  magnesium  goes  into  solution,  while  a  corre- 
sponding equivalent  of  basic  mercury  chloride  is  precipitated 
(Ullgren  ^).  Evaporate  the  solution  and  the  washings  with 
the  addition  of  pure  mercuric  oxide,  and  determine  the  magne- 
sium according  to  §  104,  3,  i. — ^Remove  the  nickel  and  cobalt 
oxides  by  ignition,  and  separate  the  metals  as  detailed  below. 

7.  Cobalt  and  Nickel  from  Barium,  Strontium,  and 
Calcium. 

Ignite  the  chlorides  of  the  metals  in  a  current  of  hydrogen  76 
and  separate  the  reduced  cobalt  and  nickel  from  the  barium 
chloride,  etc.,  by  treatment  with  water. 

*  £.  A.  CoLBT  (prlv.  contrib.)  finds,  by  experiments  made  in  the  Sheffield 
Laboratorj  on  the  separation  of  Ca  from  Mo,  that  bj  proceeding  as  above  directed 
only  a  slight  unweighable  trace  of  Ca  goes  down  with  the  Mn ;  while  if  the 
amount  of  free  acetic  acid  is  moderately  increased,  the  manganese  is  precipitated 
entirely  ftee  from  calcium.  Too  much  acetic  acid,  however,  prevents  or  delays 
precipitation  of  Mn. 

\Annal,  d.  Chenu  u.  Pharm,,  xliii,  140. 

JBerzelius'  Jahresber.,  xxi,  146. 
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in.  Separation  of  the  Metals  of  the  Fourth  Group 

FROM  THOSE  OF  THE  ThIRD,  AND  FROM  EACH  OTHER. 
§  160. 

Index.    (The  nambers  refer  to  those  in  the  margin.) 
Aluminium  from  sine.  7«,  77,  85,  86,  87,  97. 

manganese.  76,  77,  78,  86,  86,  108. 
nickel  and  cobalt,  76,  77.  80,  86,  86,  W. 
ferrous  iron.  76.  77.  78.  86. 
ferric  iron,  77,  78.  84.  91,  92,  104. 
Chromium  from  sine,  manganese,  nickel,  cobalt,  and 
iron,  76,  77,  98,  94. 
ferric  iron,  77,  91.  93,  94. 
Zinc  from  aluminium,  76,  77,  86,  86,  87,  97. 
"        chromium,  76,  77,  98,  94. 
manganese,  81,  87,  88.  109. 
nickel,  88,  100,  101.  108. 
cobalt,  88,  96,  99,  101.  103. 
ferric  iron.  76.  82, 85,  86,  108,  106. 
Manganeie  from  aluminium.  76,  77,  78,  85,  86,  1061 
chromium.  76,  77,  98,  94. 
zinc.  81.  87,  88, 109. 
nickel,  81,  89.  90.  101. 
cobalt,  89,  90,  96,  101. 
'•  ferric  iron,  76.  82,  85.  86,  108. 

IHekel  from  aluminium,  76,  77,  80.  85,  86,  97. 
chromium,  76,  77,  98,  94. 
zinc,  88. 100,  101,  102. 
'<         manganese,  81,  89.  90,  101. 
cobalt,  96,  96,  98,  110. 
ferric  iron,  76,  80,  82,  86,  86.  89, 10«. 
Cobalt  from  aluminium,  76,  77,  80,  85,  86,  87. 
chromium,  76,  77,  98,  94. 
zinc,  88,  96,  99,  101, 102. 
**         manganese,  89,  90,  96,  101. 
nickel,  95,  96,  98,  110. 
ferric  iron,  76,  80,  82.  86,  86,  89, 10«. 
Femnu  iron  from  aluminium,  76,  77,  78,  85, 
*'  chromium,  76,  77.  98.  94. 

ferric  iron,  76,  88,  85,  105.  107,  111. 
Forrio  iron  from  aluminium,  77,  78,  84,  91,  92,  104. 
"  chromium,  77,  91,  93,  94. 

zinc,  76,  82,  SH,  86,  103,  106. 
"  manganese,  76,  82,  85,  86,  108. 

"  nickel,  76,  80,  82,  86,  86,  89, 106. 

«•  cobalt,  76,  80,  82,  85,  iB6,  89,  106. 

*«  ferrous  iron,  76,  88,  86,  106,  107,  lit 
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A.  General  Methods. 

1.  Method  baaed  upon  the  Precipitation  of  aome 
Basic  Radicah  hy  Barium  Carbonate. 

Febbig  Iron,  Aluminium,  and  Chbohiuh,  froh  all  other 
Basic  Radioai.b  of  the  Fourth  Group. 

Mix  the  sufficiently  dilute  solution  of  the  chlorides  or  76 
nitrates,  but  not  sulphates,  which  must  contain  a  little  free 
acid,*  in  a  flask,  with  a  moderate  excess  of  barium  carbonate 
diffused  in  water ;  cork,  and  allow  to  stand  some  time  in  the 
cold,  with  occasional  shaking.  The  ferric  iron,  aluminium,  and 
chromium  are  completely  separated,t  whilst  the  other  basic 
radicals  remain  in  solution,  with  the  exception  perhaps  of  tfaces 
of  cobalt  and  nickel,  which  will  generally  fall  down  with  the 
precipitate.  This  may  be  prevented,  at  least  as  r^ards  nickel, 
by  addition  of  ammonium  chloride  to  the  fluid  to  be'  precipi- 
tated (ScHWARZENBERoj:).  Dccaut,  stir  up  with  cold  water, 
allow  to  deposit,  decant  again,  filter,  and  wash  with  cold  water. 
The  precipitate  contains,  beside  the  precipitated  metals, 
barium  carbonate;  and  the  filtrate,  besides  the  non-precipi- 
tated metals,  a  barium  salt. 

If  ferrous  iron  is  present,  and  it  is  wis.hed  to  separate  it  by 
this  method  from  ferric  iron,  etc. ,  the  air  must  be  excluded 
during  the  whole  of  the  operation.  In  that  case,  the  solution 
of  the  substance,  the  precipitation,  and  the  washing  by  decan- 
tation  are  effected  in  a  flask  {A^  Fig.  113)  through  which  car- 
bonic acid  is  transmitted  (J).  The  washing  water,  boiled  free 
from  air  and  cooled  out  of  contact  of  air  (preferably  in  a  cur- 
rent of  carbonic  acid),  is  run  in  through  c  and  the  fluid  drawn 
off  by  means  of  a  movable  tube,  d\  all  the  tubes  are  fitted  air- 
tight into  the  cork  and  are  smeared  with  tallow.  The  wash- 
water,  decanted  off  from  the  precipitate  as  much  as  possible, 
is  passed  through  the  asbestos  filter,  e.  It  is  evident  that' the 
flow  of  the  liquid  through  d  is  to  be  effected  by  the  pressure 


*  If  there  is  much  free  acid,  the  ^eater  part  of  it  must  first  be  saturated 
with  sodium  carbonate. 

f  The  separation  of  the  chromium  requires  the  most  time. 
XAnndl,  d,  Chsm.  u.  Pharm.,  xcvii,  21($. 
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of  carbonic  acid,  hence  this  must  be  taken   into  considera- 
tion when  constructing  the  carbonic-acid  evolution  apparatus. 


Fig.  113. 


If   e   is   placed   sufficiently  low,  d^  once   filled,  will  act  as  a 
siphon» 
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2.  Methodhaaed  upon  the  Preeipüation  of  the  MetaU 
of  the  Fourth  Group  hy  Sodium  Sulphide  or  Ammo- 
nium Sulphide^  from  Alkaline  Solution  effected  with 
the  aid  of  Tartaric  Acid, 

Aluminiuk  and    Chbohiuk    fbom  the  Metals  of  the 
FouBTH  Gboüp. 

Mix  the  solution  with  pure  normal  potassium  tartrate,*  then  77 
with  pure  solution  of  soda  or  potassa  until  the  fluid  has  cleared 
again ;  f  add  sodium  sulphide  as  long  as  a  precipitate  forms, 
allow  it  to  deposit  until  the  supernatant  fluid  no  longer  exhibits 
a  greenish  or  brownish  tint;  decant,  stir  the  precipitate  up 
with  water  containing  sodium  sulphide,  decant  again,  transfer 
the  precipitate,  which  contains  all  the  metals  of  the  fourth 
group,  to  a  filter,  wash  with  water  containing  sodium  sulphide, 
and  separate  the  metals  as  directed  in  B.  Add  to  the  filtrate 
potassium  nitrate,  and  evaporate  to  dryness ;  fuse  the  residue 
in  a  platinum  dish,  and  separate  the  aluminium  from  the 
chromic  acid  formed  as  directed  §  157.  If  you  have  merely  to 
separate  aluminium  from  the  metals  of  the  fourth  group,  it  is 
better,  after  addition  of  potassium  tartrate,  to  supersaturate 
with  ammonia,  add  ammonium  chloride,  and  precipitate  in  a 
flask  with  ammonium  sulphide.  When  the  precipitate  has  set- 
tled it  is  filtered  oflE  and  washed  with  water  containing  ammo- 
nium sulphide.  The  filtrate  is  evaporated  in  a  platinum  dish 
with  sodium  carbonate  and  potassium  nitrate  to  dryness,  fused, 
and  the  aluminium  deterniined  in  the  residue. 

B.  Special  Methods. 
1.  Methods  hosed  upon,  the  Sol/uhility  of  AVwmvniwn^ 
Hydroxide  in  Caustic  Alkalies, 
a.  Aluminium  from  Ferrous  and  Ferric  Iron,  and  Small 
Quantities  of  Manoane^e  (but  not  from  nickel  and  cobalt). 

Mix  the  hydrochloric  solution  with  sodium  carbonate  or  78 
pure  potassa  till  the  greater  part  of  the  free  acid  is  neutralized 
and  pour  the  solution  gradually  into  excess  of  pure  potassa 

*  Tartaric  acid  often  contains  aluminium,  therefore  this  is  best  made  from 
the  acid  tartrate. 

t  Chromium  and  zinc  cannot  be  obtained  together  in  alkaline  solution 
(Changbl,  Compt,  rend,,  xlui,  927;  Jaum,  f,  prakt,  Ohem.,  t-tt,  878). 
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heated  nearly  to  boiling  in  a  platinum  or  silver  (ÜbIi,  stirring  all 
the  while.  Porcelain  does  not  answer  so  well,  and  glass  should 
on  no  account  be  used.  The  iron,  if  present  as  ferric  chloride, 
separates  as  ferric  hydroxide,  while  the  aluminium  remains  in 
solution  as  alkali  aluminate.  Hydrated  protosesquioxide  of 
iron  is  more  easy  to  wash  than  ferric  hydroxide,  hence  when 
much  iron  is  present  it  is  better  to  reduce  a  part  by  cautiously 
adding  sodium  sulphite  and  heating,  so  that  when  the  solution 
is  added  to  the  boiling  potash  a  black  granular  precipitate  may 
be  formed.  The  iron  precipitate  is  sure  to  contain  alkali,  and 
must  be  dissolved  in  hydrochloric  acid,  the  solution  boiled  with 
nitric  acid  if  necessary,  and  reprecipitated  with  ammonia. 

To  the  alkaline  filtrate  add  a  few  drops  of  hydrochloric 
acid.  If  the  potassa  was  present  in  sufficient  excess  the  precipi- 
tate will  redissolve  readily  on  stirring.  Continue  adding  hydro- 
chloric  acid  till  in  excess,  boil  with  a  little  potassium  chlorate 
(to  destroy  traces  of  organic  matter),  concentrate  by  evapora- 
tion, and  throw  down  the  aluminium  according  to  §  105,  a. 
The  above  is  the  best  method  of  procedure,  but  it  is  always  to 
be  feared  that  small  quantities  of  aluminium  will  be  retained 
by  the  iron  precipitate. 

J.  Aluminium  fkom  Fbbrous  and  Fereio  Ikon,  Cobalt, 
AND  Nickel. 

Fuse  the  oxides  with  potassium  hydroxide  in  a  silver  cm-  78 
cible,  boil  the  mass  with  water,  and  filter  the  alkaline  fluid, 
which  contains  the  aluminium,  from  the  oxides,  which  are  free 
from  aluminium,  but  contain  potassa  (H.  Hose). 

2.  Methods  hcbsed  on  the  different  hehamor  of  Arrh- 
mania  or  Ammaniimi  Carbonate  in  the  presence  of  ChUh 
ride  with  solutions  of  certain  basic  radicals. 

a.  Aluminium  and  Ferbic  Iron  from  Cobalt  and  Nickel. 

Ferric  iron  may  be  completely  separated  from  these  metals  80 
i  by  mixing  the  hot  solution  with  ammonium  chloride,  and  then 
with  excess  of  ammonia,  digesting  for  several  hours,  washing 
the  precipitate,  redissolving  in  hydrochloric  acid,  reprecipitating 
with  ammonia,  and  repeating  the  operation  a  third  time.  Nickel 
.  and  cobalt  are  to  be  precipitated  from  the  filtrate  by  ammo- 
nium sulphide  and  subsequently  neutralizing  with  acetic  acid. 
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If  it  is  intended  to  first  remoye  ammonium  chloride  tliiß 
may  be  accomplished  by  evaporating  the  fluid  to  dryness  and 
heating  the  residue  in  a  porcelain  dish  or  crucible.*     Plati- 
num vessels  should  not  be  used,  as  they  become  spotted  with 
^  nickel  platinum  and  are  difficult  to  clean. 

In  separating  iron  and  aluminium  from  nickel  and  cobalt, 
it  is  well  to  substitute  ammonium  carbonate  for  ammonia,  so 
as  to  insure  the  complete  precipitation  of  the  aluminium. 

S.  Manganese  from  Nickel  and  Zinc. 

The  solution  should  be  slightly  acid  and  contain  ammonium  81 
chloride.  Precipitate  the  manganese  as  white  carbonate  with 
ammonium  carbonate,  allow  to  settle  in  a  warm  place,  filter 
through  a  thick  paper  (double,  if  necessary),  wasli  with  hot 
water,  dry  the  precipitatcy  and  convert  it  into  protosesquioxide 
by  ignition  with  access  of  air.  This  excellent  method  was 
proposed  by  Tamm,!  and  has  given  me  good  results.  J  It  is 
not  adapted  to  the  separation  of  cobalt  from  manganese,  as 
the  former  is  partly  precipitated  with  the  latter. 

3*  Method  haaed  upon   tlie   different  deportmfient  of 
neutralized  Solutions  at  boUi^ig  heat. 

a.  Ferric  Iron  from  Manganese,  Nickel,  and  Cobalt, 
AND    other     strong     Basic    Metals,     after    Herschei.,§ 

SCHWARZENBERG,  ||    AND  MY  OWN  EXPERIMENTS. 

Mix  the  dilute  solution  largely  with  ammonium  chloride  82 
(at  least  40  of  KH.Cl  to  1  of  MnO,  NiO,  etc.),  add  ammo- 
nium carbonate  in  small  quantities,  at  last  drop  by  drop  and 
in  very  dilute  solution,  so  long  as  the  precipitated  iron  redis- 
Bolves,  which  takes  place  promptly  at  first,  but  more  slowly 
towards  the  end.  As  soon  as  the  fiuid  has  lost  its  transpar- 
ency, without  showing,  however,  the  least  trace  of  a  distinct 
precipitate  in  it,  and  fails  to  recover  its  clearness  after  stand- 

*  This  method,  which  was  recommended  in  the  previous  German  edition 
for  the  separation  of  small  quantities  of  iron  from  nickel  and  cobalt,  has  been 
found  by  Baumhauer  {ZeiUchr.  f.  analyU  Chem,,  x,  218)  to  be  well  adapted 
for  the  separation  of  large  quantities  as  well. 

t  CTiem.  News,  xxvi,  37.  t  Zcitschr.  f.  analyt,  Chem,,  xi,  426. 

%Annal  de  Chim.  et  de  Phpa.,  XLix,  306. 

I  AnncU,  de  Ghem.  u.  Pharm.,  xcvu,  216. 
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ing  some  time  in  the  cold,  but,  on  the  contrary,  becomes  rather 
more  tnrbid  than  otherwise,  the  reaction  may  be  considered 
completed.  When  this  ]X)int  has  been  attained,  heat  slowly 
to  boiling,  and  keep  in  ebullition  for  a  short  time  after 
the  carbonic  acid  has  been  entirely  expelled.  The  iron 
separates  as  a  basic  ferric  salt,  which  rapidly  settles 
if  the  solution  was  not  too  concentrated.  Pour  off  the 
hot  fluid  through  a  filter  and  wash  by  decantation  com- 
bined with  filtration  with  boiling  water  containing  a  little 
ammonium  chloride.  It  is  well  to  redissolve  the  precipitate  in 
hydrochloric  acid  and  throw  down  the  iron  with  ammonia. 
The  first  filtrate  should  be  mixed  with  excess  af  ammonia.  If 
a  small  portion  of  ferric  hydroxide  is  thrown  down  here,  filter 
it  oil,  dissolve  in  hydrochloric  acid,  precipitate  with  ammonia 
and  thus  free  the  small  quantity  of  iron  entirely  from  the  strong 
basic  metals ;  if,  on  the  other  hand,  a  large  quantity  of  iron 
is  thrown  down,  this  is  a  sign  that  the  operation  has  been  con- 
ducted improperly,  and  the  hydrochloric  solution  of  the  pre- 
cipitate must  be  reprecipitated  as  above.  The  fluid  should 
not  contain  more  than  3  or  4  grm.  of  iron  in  the  litre,  and 
should  be  tolerably  free  from  sulphuric  acid,  as  when  this  is 
present  it  is  impossible  to  hit  the  exact  point  of  saturation. 

h.  Febbous  Ibon  from  Ferric  Iron. 

In  compounds  difficultly  soluble  in  hydrochloric  acid,  but  88 
which  are  decomposed  below  326°  by  moderately  concentrated 
sulphuric  acid,*  Schwerer  f  separates  ferric  from  ferrous 
iron  by  effecting  solution  in  an  atmosphere  of  carbonic  acid 
(which  is  maintained  during  the  entire  operation),  diluting  the 
solution  by  adding  pieces  of  air-free  ice,  adding  ammonium 
carbonate  until  the  acid  has  been  nearly  neutralized,  then  add- 
ing flnely  triturated  magnesite  (not  the  artificial  magnesium 
carbonate),  and  boiling  for  10  to  15  minutes.  All  the  ferric 
iron  is  precipitated  by  this  process.  The  washing  is  carried 
out  as  in  76,  with  water  which,  after  admixture  of  some 
ammonium  sulphate,  has  been  boiled  and  allowed  to  cool  with 

*  On  boiling  ferrous  sulpbate  is  oxidized,  tbe  sulpburic  acid  being  reduced 
to  Bulpbnrous.    v.  Kobbll,  AnruU.  d,  Chem.  u.  Pharm,,  xc,  244. 
\Pogg.  Annal,,  lxxxyi,  91.  and  xciii,  448. 
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exclusion  of  air.  v.  Kobell  *  uses  as  a  solvent  a  mixture  of 
1  volume  concentrated  sulphuric  acid,  2  volumes  water,  and  1 
volume  strong  hydrochloric  acid.  Solution  may  generally  be 
effected  by  heating  with  hydrochloric  acid,  or  a  mixture  of  4 
parts  concentrated  sulphuric  acid  and  1  part  of  water,  in 
sealed  tubes  heated  to  210*"  (A.  Mitscheblioh  f).  Silicates 
may  be  easily  dissolved  by  hydrofluoric  and  hydrochloric  acids, 
or  by  hydrofluoric  acid  and  diluted  sulphuric  acid.  To  ex- 
clude the  air,  invert  a  plaster-of-Paris  cylinder  (which  may  be 
readily  made  in  the  labomtory)  provided  with  a  cover  over 
the  silicate  with  its  solvent  contained  in  a  platinum  dish. 
Through  a  hole  in  the  cover  conduct  a  moderate  current  of 
carbonic  acid,  taking  care  that  the  cylinder  is  completely  filled 
with  the  gas  before  applying  heat.  Similar  methods  and  appa- 
ratus have  been  described  by  Werthee,:^  J.  P.  Cook£,§  and 
WiLBCTE  and  WHriTLESEY.  II  Care  must  be  taken  to  see  that 
the  hydrofluoric  acid  is  free  from  hydrogen  sulphide  and  sul- 
phurous acid. 

c.  Feeric  Iron  from  Aluminium. 

To  the  dilute  solution,  which  may  contain  aluminium  and  84 
iron  chlorides  or  even  sulphates,  add  sodium  carbonate  if 
necessary,  to  neutralize  any  too  large  quantity  of  free  acid  that 
may  be  present;  then  add  solution  of  sodium  thiosulphate 
until  all  ferric  iron  has  been  reduced  to  a  ferrous  state ;  now 
add  a  further  quantity  of  thiosulphate  and  boil  continuously 
until  every  trace  of  sulphurous-acid  odor  has  disappeared. 

The  precipitation  of  the  alumina  takes  place  according  to 
the  following  equation :  A1,(S0 J,  +  3Na,S,0,  +  3H,0  = 
A1,(0H), -f  3Na.S0,  +  3S0.  +  3S.  Filter  off,  wash  the 
precipitate  well,  and  incinerate;  this  will  give  the  aluminium. 
Heat  the  filtrate  with  hydrochloric  acid  to  decompose  the  ex- 
cess of  sodium  thiosulphate,  filter  off  the  precipitated  sulphur, 
and  in  the  filtrate  estimate  the  iron  (Chancel  T). 

*  Annal,  d.  Chem.  u»  Pharm.,  xc,  244. 

t  ZeiUchr,  /.  analyi,  Ohem.,  i,  54.  J  J^m.  f.  prakt,  Chem.,  xci,  839. 

g  Zeitschr. /.  analyU  Chem,,  vn,  99.         |  id.,  x,  98. 

%  Campt,  rend.,  xlvi.  987.     Compare  also  Webther,  Jaum.f.  prakL  C^em., 
XCi,  829,  and  Gibbb,  Zeitechr,  /.  anaXfft.  Ohem,,  iii,  391.     I  havo  felt  it  neoQ*> 
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4.  Method  haeed  on  the  "behamor  ofths  Acetates  at  a 
hoiling  heat. 

Febrio  Iron  and  Aluminium  from  Manganese,  Zmo, 
C!oBAJLT,  Nickel,  and  Ferrous  Iron. 

The  metals  should  be  present  in  the  form  of  chlorides.  The  86 
solution  should  be  in  a  flask.  If  much  free  acid  is  present  first 
nearly  neutralize  with  sodium  or  ammonium  carbonate ;  the 
solution  should  remain  clear,  but  if  there  is  much  ferric  chloride 
it  should  be  of  a  deep  red  color.  Add  a  concentrated  solution 
of  neutral  sodium  or  ammonium  acetate,  not  in  large  excess,  and 
boil  for  a  short  time — ^long-continued  boiling  would  make  the 
precipitate  slimy.  When  the  lamp  is  removed  the  precipitate 
should  settle  rapidly,  leaving  the  supernatant  fluid  clear.  Wash 
the  precipitate  immediately  by  decantation  and  flltration  with 
boiling  water  containing  a  little  sodium  or  ammonium  acetate. 
In  very  particular  analyses  it  would  be  well  after  washing  the 
precipitate  a  little  to  redissolve  it  in  hydrochloric  acid  and 
reprecipitate. 

In  separating  ferric  from  ferrous  iron  Reichardt*  recom- 
mends a  slight  addition  of  ammonium  chloride  or  of  sodium 
chloride  to  prevent  oxidation  of  the  ferrous  salt. 

The  precipitate  of  basic  ferric  acetate  or  basic  aluminium 
acetate  is  best  dissolved  in  hydrochloric  acid,  in  order  to  precipi- 
tate the  basic  metals  from  this  solution  again  by  ammonia. 
This  method  is  more  suitable  to  the  separation  of  ferric  iron 
or  ferric  iron  and  aluminium  from  the  strong  basic  metals  than 
to  the  separation  of  aluminium  alone.  It  is  a  good  method 
and  is  very  generally  used. 

Instead  of  the  alkali  acetates,  the  formates  may  also  be 
used  with  excellent  results  (§  81,  y^). 

[The  results  obtained  by  this  method  depend  greatly  on  the 
proper  adjustment  of  free  acetic  acid  to  the  volume  of  the  solu- 
tion which  is  boiled.     Tlie  solution  at  this  point  may  contain 


Mkrjr  to  give  this  freqaently  recommended  method,  but  I  wimld  add  that  I  hav« 
not  found  it  to  be  perfectly  trustworthy. 
•  Zeit$ehr.  /.  ana/pL  Ghem,,  v,  64. 
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about  four  per  cent,  (by  volume)  of  acetic  acid  sp.  gr.  1-044 
(Jewett*).  If  too  little  acetic  is  present,  zinc,  manganese, 
nickel,  and  cobalt  are  precipitated  in  notable  quantity  along  with 
the  iron.  If  too  much  is  present  the  precipitation  of  iron  is 
incomplete.  The  operator  may  control  the  amount  of  acid 
within  narrow  limits  by  proceeding  as  f ollowB :  Add  the  alkali 
carbonate  to  the  cold  and  preferably  concentrated  solution  until 
a  slight  precipitate  forms  which  no  longer  redissolves  in  four 
or  five  minutes  with  occasional  shaking,  but  imparts  a  turbidity 
to  the  deep  red  solution ;  HCl  is  then  added  without  further 
delay,  slowly,  drop  by  drop,  until  the  fluid,  though  still  dark, 
becomes  clear.  Kext  the  amount  of  acetic  acid  required  to 
form  four  per  cent,  of  the  final  volume  is  added,  then  sodium 
acetate  (about  ten  times  as  much  of  the  crystallized  salt  as  there 
is  iron  present,  or  more  if  but  little  iron  is  present).  Dilute 
now  to  the  final  volume,  which  should  amount  to  at  least  100  c.c. 
per  O'l  grm.  iron  and  heat  to  boiling.  After  boiling  two  or 
three  minutes  only,  allow  the  iron  precipitate  to  settle.  Pour 
the  clear  liquid  through  a  filter,  then  bring  the  precipitate  upon 
the  filter  at  once  and  wash  as  above  directed.  The  iron  pre- 
cipitate contains  no  zinc  and  but  an  inappreciable  trace  of  man- 
ganese. Small  quantities  of  cobalt  and  still  more  nickel  will, 
however,  be  precipitated  with  the  iron.  When  these  two  metals 
are  present  in  considerable  quantity  a  repetition  of  the  process 
is  indispensable  when  accuracy  is  required.  Coprecipitation  of 
nickel  is  lessened  but  not  entirely  prevented  by  presence  of 
ammonium  chloridcf 

In  carrying  out  the  process  according  to  this  plan  great  care 
must  be  taken  in  the  preliminary  neutralization  with  alkali 
carbonate  to  leave  as  little  free  mineral  acid  as  possible  without 
formation  of  a  permanent  precipitate,  otherwise  this  free  acid 
will  liberate  enough  acetic  acid  from  the  sodium  acetate  to 
prevent  (with  that  intentionally  added)  the  precipitation  of  iron 
in  a  form  easy  to  wash. 

In  separating  large  quantities  of  iron  from  small  quantities 
of  manganese  the  addition  of  2  or  3  per  cent,  of  acetic  acid  will 
secure  a  separation  satisfactory  enough  for  most  purposes  (e.g. 
in  iron  and  iron  ores),  and  the  danger  that  the  acetic  acid  present 


♦  AfMr,  Ohem.  Jawm.,  i,  261.  «j-  Xoe.  dL 
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may  accidentally  exceed  the  proper  limit  will  of  course  be 
lessened.] 

5.  Method  hosed  on  the  differervt  'behamor  of  the  Suo- 
einates. 

Febric  Ibon   (and  Aluminium)  from  Zino,  Manganebb, 
Nickel,  and  Cobat. 

The  solution  should  contain  no  considerable  quantity  of  sul-  86 
phuric  acid.  If  acid,  as  is  usually  the  case,  add  ammonia  till 
the  color  is  reddish  brown,  then  sodium  or  ammonium  acetate 
(H.  Eose)  till  the  color  is  deep  red,  finally  precipitate  with 
neutral  alkali  succinate  at  a  gentle  heat,  and  when  cool  filter  the 
ferric  succinate  from  the  solution  which  contains  the  rest  of  the 
metals.  Wash  the  precipitate  firet  with  cold  water,  then  with 
warm  ammonia,  which  removes  the  greater  part  of  the  acid, 
leaving  it  darker  in  color.  Dry  and  ignite,  moisten  with  a 
little  nitric  acid,  and  ignite  again.  "With  proper  care  the  sepa- 
ration is  complete,  and  especially  to  be  recommended  when  a 
relatively  large  quantity  of  iron  is  present.  The  method  may 
also  be  used  in  the  presence  of  aluminium.  The  latter  falls 
down  completely  with  the  iron  (E.  MrrscHEELicH,  Pagels*). 

6.  Methods  hased  upon  the  different  deportment  of  the 
several  Sulphides  with  Acids^  or  of  Acid  Solutions  with 
Hydrogen  Sulphide, 

a.  Zmo  FBOM  Aluminium  and  Manganese. 

The  solution  of  the  acetates,  which  must  be  free  from  in-  87 
organic  acids,  and  must  contain  a  sufficient  excess  of  acetic  acid, 
is  precipitated  with  hydrogen  sulphide,  which  throws  down  the 
zinc  only  (§  108,  h).  The  metals  are  usually  most  readily 
obtained  in  the  form  of  acetates,  by  converting  them  into 
sulphates,  and  adding  a  sufficient  quantity  of  barium  acetate. 
Hydrogen  sulphide  is  then  conducted,  without  application  of 
heat,  into  the  unfiltered  fluid,  to  which,  if  necessary,  some  more 
acetic  acid  has  been  added.  The  precipitate,  which  consists  of 
a  mixture  of  zinc  sulphide  and  barium  sulphate,  is  washed 
with  water  containing  hydrogen  sulphide.  It  is  then  heated 
with  dilute  hydrochloric  acid,  the  solution  filtered,  and  the  zinc 

^Jahrßibmeht  von  Koff  und  Will,  1868,  617. 
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in  the  filtrate  determined  as  directed  §  108,  a.  The  other 
metals  are  determined  in  the  fluid  filtered  from  the  zinc  snl- 
phide,  after  removal  of  the  barium  by  precipitation .  BsumnsB 
has  proposed  a  modification  of  this  process,  especially  for  the 
separation  of  zinc  from  nickel. 

b,  Zmo  FBOM  Nickel,  Cobalt,  and  Makoaiosse. 

To  the  hydrochloric  solution  add  sodium  carbonate  till  a  88 
permanent  precipitate  just  forms,  and  then  a  drop  or  two  of 
hydrochloric  acid  to  redissolve  the  precipitate.  Now  pass 
hydrogen  sulphide  till  the  precipitate  of  zinc  sulphide  ceases  to 
increase.  Add  a  few  drops  of  a  very  dilute  solution  of 
sodium  acetate,  and  continue  passing  the  gas  for  some  time. 
When  all  the  zinc  is  precipitated,  allow  to  stand  for  twelve 
hours,  filter,  wash  with  hydrogen  sulphide  water,  and  determine 
the  nickel  and  cobalt  in  the  filtrate  (Smffh  and  Beünnee*)  A 
good  method ;  compare  Klaye  and  DEus.f  The  method  is 
also  adapted  for  separating  zinc  from  manganese. 

[Precautions. — Bear  in  mind  that  Zn  can  be  precipitated 
from  solutions  containing  free  HCl,  but  only  in  case  the 
amount  of  the  latter  is  very  smalL:^  When  ZnS  is  precipi- 
tated the  amount  of  HCl  set  free  may  be  suflicient  to  prevent 
complete  precipitation  of  the  Zn.  Addition  of  sodium  acetate 
converts  this  HCl  into  NaCl,  and  allows  the  formation  of  ZnS 
to  continue.     Care  must  be  taken  not  to  add  enough  sodium  I 

acetate  to  convert  aU  the  HCl  into  NaCl,  for  in  that  case  NiS 
and  CoS  will  be  precipitated.] 

[Zinc  can  be  precipitated  by  hydrogen  sulphide  from  a  cold  i 

solution  containing  a  su£Scient  amount  of  free  acetic  acid  to  | 

prevent  precipitation  of  nickel  and  cobalt.  To  effect  separation 
by  this  means  i  add  sodium  or  potassium  carbonate  to  the  solu- 
tion till  it  is  slightly  alkaline.  If  a  large  quantity  of  any  free 
volatile  acid  is  present  it  may  be  previously  removed  by 
evaporation.  Dissolve  the  precipitate  produced  by  the  alkali 
carbonate  (without  filtering)  in  acetic  acid,  and  add  a  large 
quantity  more  of  acetic  acid.     Precipitate  the  zinc  by  passing 

*IHngl&r^spolyi.  Jaum.,  cl.  860 ;  Ch&m,  CentraJhl,  1859,  26. 
\Zeit9chr.f.  analyt,  Chem.,  x.  200. 

IStobkb  and  Euot,  Mem.  Am.  Acad.  Arts  and  Scienoeg»  vm,  08. 
§  BosB  and  Hutkensb,  Anal,  Cham,,  n,  129  and  148. 
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H,S  through  the  cold  moderately  diluted  solution.  Wash  the 
sulphide  of  zinc  with  water  to  which  hydrogen  sulphide  and  a 
little  ammonium  acetate  has  been  added.  The  zinc  sulphide 
should  not  be  dark-colored.  This  will  only  be  the  case  when 
not  enough  acetic  is  present  to  prevent  precipitation  of  nickel 
or  cobalt.  Cobalt  and  nickel  may  be  best  separated  from  the 
filtrate  by  evaporating  till  the  greater  part  of  the  acetic  acid  is 
removed,  then  adding  some  ammonium  chloride  and  ammonia 
to  slight  alkaline  reaction,  evaporating  further  tiU  the  reaction 
becomes  acid,  heating  finally  to  boiling,  and  passing  hydrogen 
sulphide  through  the  solution,  as  directed  in  §  110, 1,  b^  /?. — A 
good  method.] 

e.  Cobalt  and  Nickel  fbom  Manganese  and  Ikon. 

Add  ammonia  to  the  nitric-acid  free  solution  to  neutralize  89 
any  other  free  acid  present,  precipitate  with  ammonium  sul- 
phide, then  add  very  dilute  hydrochloric  acid,  and  saturate  with 
hydrogen  sulphide  while  the  liquid  is  frequently  stirred.  By 
this  treatment  the  manganese  and  ii*on  sulphides  are  dissolved, 
while  the  cobalt  and  nickel  sulphides  remain  undissolved,  the 
latter,  it  is  true,  less  completely.  On  filtering,  precipita- 
ting the  filtrate  with  ammonia  and  ammonium  sulphide  and 
treating  the  precipitated  sulphides  also  as  above,  the  resalts 
are  quite  accurate.  Caution  requires,  however,  that  the 
weighed  cobalt  and  nickel  compounds  be  tested  for  manga- 
nese, and  also  more  particularly  for  iron. 

d.  Cobalt  and  Nickel  fbom  Manganese. 

Add  first  an  excess  of  sodium  carbonate  to  the  acid  solu-  90 
tion,  then  considerable  of  an  excess  of  acetic  acid,  then  add  to 
the  clear  fluid  (containing,  say,  1  grm.  of  nickel  or  cobalt)  30 
to  50  c.  c.  of  a  sodium-acetate  solution  (1 :  10),  warm  the  fluid 
to  70^,  and  saturate  it  with  hydrogen  sulphide.  After  the 
precipitation  is  complete,  filter  ofE  the  precipitated  nickel  and 
cobalt  sulphides,  wash,  and  dry.  Concentrate  the  filtrate  by 
evaporation,  and  add  hydrogen  and  ammonium  sulphide  and 
an  excess  of  acetic  acid,  thus  obtaining  a  further  precipitate  of 
nickel  and  cobalt  sulphides.  For  the  sake  of  caution  test  the 
filtrate  once  more  in  a  similar  manner.  In  the  combined  pre- 
cipitates determine  the  nickel  or  cobalt  as  in  §  110,  1,  &,  a. 
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and  §  111,  1,  (;;  in  the  filtrate  determine  the  manganese  as  in 
§  109,  2. 

7.  Methods  based  upon  the  deportment  of  the  several 
oxides  with  Hydrogen  Gas  at  a  red  heai. 

a.  Ferric  Iron  from  Aluminium  and  Chromium. 

Rivot's  method.*  Precipitate  with  ammonia,  heat,  filter,  91 
ignite,  and  weigh.  Tritarate,  and  weigh  a  portion  in  a  small 
porcelain  boat,  which  insert  in  a  horizontal  porcelain  tube, 
tlirongh  whicli  is  passed  from  one  end  a  cnrrent  of  hydrogen 
dried  by  sulphuric  acid  and  calcium  chloride.  Close  the  other 
end  of  the  tube  with  a  stopper  bearing  a  narrow  open  glass  tube. 
After  all  the  air  has  been  expelled  from  the  apparatus,  gradu- 
ally heat  the  porcelain  tube  to  redness  and  maintain  it  at  this 
heat  so  long  as  water  still  forms  (about  one  hour).  Let  the 
tube  cool  while  maintaining  the  current  of  hydrogen,  then  re- 
move the  boat  and  weigh  it.  The  loss  of  weight  gives  the 
oxygen  which  was  combined  to  form  ferric  iron.  To  deter- 
mine the  oxides  separately,  which  may  be  deemed  necessary 
when  but  little  ferric  iron  is  present,  treat  the  mixture  of 
aluminium,  chromium,  and  metallic  iron  with  a  mixture  of  1 
part  nitric  acid  and  30  to  40  parts  of  water  (or  with  water  to 
which  a  very  little  nitric  acid  is  added  from  time  to  time). 
The  iron  dissolves,  while  the  aluminium  and  chromium  re* 
main  behind.  Weigh  these  direct ;  precipitate  the  iron  with 
ammonia  after  boiling  the  solution.  The  test  analyses  given 
by  EivoT  were  very  satisfactory.  The  method  is  particularly 
tobe  recommended  when  much  aluminium,  etc.,  and  but  little 
iron  are  present. 

5.  Ferric  Iron  from  Aluminium. 

After  reduction  by  hydrogen  (as  in  a),  Devillb  conducts  98 
a  current  of,  first,  hydrochloric-acid  gas,  then  again  hydrogen, 
through  the  tube.  The  aluminium  remains  behind,  while  the 
iron  volatilizes  as  ferrous  chloride,  and  is  determined  either 
from  the  loss  in  weight  or  direct.  In  the  latter  case,  dissolve 
all  the  ferrous  chloride  in  the  tubes  and  tubulated  receiver  by 
heating  with  diluted  hydrochloric  acid  to  boiling,  and  conduct 

'^  Annal,  de  Chim,  et  dePhys.,  xxx,  188;  Journ.f,  prakt.  Chsm,,  u,  888. 


§  160.]  BASES   OF  GROUP   IT.  663 

the  vapors  into  the  porcelain  tube.  The  tubulure  of  the  re- 
ceiver is  directed  downwards  during  the  operation.  By  the  use 
of  a  platinum  tube  the  operation  is  greatly  facilitated  (Cooke  *). 

8.  Methods  hosed  upon  the  different  capacity  of  the 
several  Oxides  to  he  converted  hy  Oxidizing  Agents 
into  higher  Oxides^  or  hy  Chlorine  into  higher  Chlo- 
rides. 

a.  Chromium  from  all  the  Metals  of  the  Fourth  Group, 
AND  FROM  Aluminium. 

a.  Fuse  the  oxides  with  potassium  nitrate  and  sodium  car-  93 
bonate  (comp.  59),  boil  the  mass  with  water,  add  a  small 
quantity  of  alcohol,  and  heat  gently  for  several  hours.  Filter 
and  detennine  in  the  filtrate  the  chromium  as  directed  in 
§  130,  and  in  the  residue  the  metals  of  the  fourth  group. 
The  following  is  the  theory  of  this  process :  The  oxides  of 
zinc,  cobalt,  nickel,  iron,  and  partly  that  of  manganese,,  sepa- 
rate upon  the  fusion,  whilst,  on  the  other  hand,  potassium 
manganate  (perhaps  also  some  ferrate)  and  Chromate  are 
formed.  Upon  boiling  with  water,  part  of  the  manganic  acid 
of  the  potassium  manganate  is  converted  into  permanganic  acid 
at  the  expense  of  the  oxygen  of  another  part,  which  is  reduced 
to  the  state  of  binoxide ;  the  latter  separates,  whilst  the  potas- 
sium salts  are  dissolved.  The  addition  of  alcohol,  with  the 
application  of  a  gentle  heat,  effects  the  decomposition  of  the 
potassium  manganate  and  permanganate,  manganese  dioxide 
being  separated.  Upon  filtering  the  mixture,  we  have  there- 
fore now  the  whole  of  the  chromium  in  the  filtrate  as  alkali 
Chromate,  and  all  the  oxides  of  the  fourth  group  on  the  filter. 
Aluminium,  if  present,  will  be  found  partly  in  the  residue, 
partly  as  alkali  alumiuate  in  the  filtrate;  proceed  with  the 
latter  according  to  69. 

If  you  have  to  deal  with  the  native  compound  of  sesqui- 
oxide  of  chromium  with  ferrous  oxide  (chromic  iron)  the  above 
method  does  not  answer.  In  this  case  proceed  according 
to  one  of  the   methods  detailed  in  the  Specicd  Part,     The 
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sabfltanoe  may  also  be  decompoeed  by  fasion  with  cryolite  and 
potasdam  diBolphate. 

.  The  radicals  to  be  separated  may  be  in  the  form  of  a  94 
solution  of  their  salts;  nearly  neutralize  the  solution,  add 
sodium  acetate,  heat,  and  convert  the  chromium  into  chromic 
acid  by  passing  chlorine.  Compare  61.  If  ferric  iron  and 
aluminium  are  present,  they  will  separate  during  boiling  by 
the  action  of  the  sodium  acetate,  while  the  chromic  acid  and 
any  zinc  will  remain  in  solution.  If  manganese,  nickel,  and 
cobalt  are  present,  the  method  loses  its  simplicity ;  the  manga- 
nese is  precipitated  as  bydrated  peroxide  with  a  portion  of  the 
cobalt,  almost  the  whole  of  the  nickel  and  some  zinc,  while 
the  chromic  acid  remains  in  solution  with  tbe  principal  amount 
of  the  zinc  and  the  rest  of  the  cobalt  and  nickel  ("W.  Gibbs*). 

h.  Cobalt  fbom  Niokbl. 

a.  After  H.  KosE-f  Dilute  the  hydrochloric-acid  solu-  96 
tion,  contained  in  a  capacious  flask,  with  water  so  that  a  litre 
of  the  solution  will  contain  about  2  grm.  of  the  metal,  conduct 
chlorine  gas  into  the  fluid  until  the  latter  is  saturated  and  the 
upper  part  of  the  flask  is  entirely  filled  with  the  gas,  add  an 
excess  of  calcium-  or  barium  carbonate  shaken  up  with  water, 
shake  frequently  during  5  or  6  hours  in  the  cold,  and  filter  off 
the  precipitated  cobalt  hydroxide  from  the  liquid  containing 
the  nickel  in  solution.  Instead  of  chlorine,  Henry  uses 
bromine.  Denham  Smith  recommends  adding  a  dilute  solution 
of  chlorinated  lime  which  has  been  completely  decomposed 
with  sulphuric  acid,  so  as  to  leave  no  hypochlorite  present. 

According  to  Fr.  Gaühe,J  Hose's  method  is  unsafe,  as  an 
insufficiently  prolonged  action  of  the  carbonates  of  the  alkaline 
earths  precipitates  the  cobalt  incompletely,  while  a  too  pro- 
longed action  precipitates  nickel  as  well.  The  method  may  be 
serviceable  by  observing  special  conditions,  and  when  applied 
with  great  experience ;  it  is  not  suitable  for  accurate  analyses. 

ß.  The  method  of  Gibbs,  elaborated  by  H.  Rose  §  (boiling 
the  sulphuric-acid  solution  with  lead  peroxide),  gives  only 
approximate  results  also.     Compare  Gauhe  {loo.  cit.). 

•GiBBB  and  Clabk,  Amer.  Jour.  Sei.,  2d  ser.,  XLvni,  198. 

^Pogq.  Annul ,  lxxi,  646,  and  Handb,  d.  analyt,  Chem.,  6.  Aufl.,  u,  148b 

X  Zeitachr.  /.  analf/L  Cham,,  v,  84. 

%Pogg,  Annal.,  ex,  418. 


§160.]  BAS£S  OF  GROUP  lY.  656 

9.  Method  hosed  upon  the  different  deportmerU  of 
{he  NitrcUea, 

Cobalt  fbom  Nickel,  also  from  Manganese  and  Zinc. 

The  separation  of  cobalt  as  tripotassium  cobaltic  nitrite  was  96 
recommended  first  by  Fischee,*  afterwards  by  A.  STROMBYER,f 
GsNTH  and  Gibbs,:|:  H.  Eose,§  Fe.  Gauhe,||  and  myself  (com- 
pare last  edition  of  this  work).  The  results  are  quite  satisfac- 
tory both  in  presence  of  much  cobalt  and  little  nickel,  and  in 
the  presence  of  little  cobalt  and  much  nickel ;  but  the  process 
is  peculiarly  good  for  the  latter  case.  However,  it  is  absolutely 
necessary  that  barium,  strontium,  and  calcium  should  be  absent, 
as  in  their  presence  nickel  is  thrown  down  as  triple  nitrite  of 
nickel,  potassium,  and  alkali-earth  metal  (K(jnzel«  O.  L.  Esd- 
MANN^).  The  best  way  of  proceeding  is  as  follows:  The 
solution  (from  which  any  iron  must  first  be  separated)  is  evapo- 
rated to  a  small  bulk,  and  then,  if  much  free  acid  is  present, 
neutralized  with  potassa.  Then  add  a  concentrated  solution  of 
potassium  nitrite  (previously  neutralized  with  acetic  acid  and 
filtered  from  any  flocks  of  silica  and  alumina  that  may  have 
separated)  in  suflScient  quantity,  and  finally  acetic  acid,  till  any 
flocculeht  precipitate  that  may  have  formed  from  excess  of 
potassa  has  redissolved  and  the  fluid  is  decidedly  acid.  Allow 
it  to  stand  at  least  for  twenty-four  hours  in  a  warm  place,  take 
out  a  portion  of  the  supernatant  fluid  with  a  pipette,  mix  it  with 
more  potassium  nitrite,  and  observe  whether  a  further  precipita- 
tion takes  place  in  this  after  long  standing.  If  no  precipitate  is 
formed  the  whole  of  the  cobalt  has  fallen  down,  otherwise  the 
small  portion  must  be  returned  to  the  principal  solution,  some 
more  potassium  nitrite  added,  and  after  long  standing  the  same 
test  applied.  Thus,  and  thus  alone,  can  the  analyst  be  sure  of 
the  complete  precipitation  of  the  cobalt.  Finally  filter  and 
treat  the  precipitate  according  to  §  111,  1,  d.  Boil  the  filtrate 
with  excess  of  hydrochloric  acid,  precipitate  with  potash, 
redissolve  the  precipitate  in  hydrochloric  acid,  throw  down, 
the  nickel  according  to  §  110,  1,  5,  y,  as  sulphide,  and  then 

*  P&gg.  Annal .  lxxii,  477. 

\An7htd,  d.  Chem.  u.  Pharm.,  xcvi,  218.         J  Ib.,  oiv,  809. 

§  Pogg.  Annal..  ex,  412. 

I  Zeiisehr.  f.  analst.  Chem.,  v,  74. 

T  Ib.,  m,  161 ;  Joum.  f.  praJU.  Chem.,  xovii,  887. 


656  SEPABATioir.  [§  160. 

convert  into  metal.  lu  this  manner  alone  can  the  nickel  be 
obtained  pure,  as  the  origmal  filtrate  contains  so  mach  alkali 
salt  and  also  generallj  alumina  and  silica. 

[When  nickel  and  cobalt  are  obtained  in  the  form  of 
sulphides  in  the  process  of  separation  from  other  metals,  the 
mixed  sulphides  may  be  converted  into  metals  without  previous 
separation,  by  the  same  process  that  is  described  for  nickel 
sulphide  §  110,  1,  &,  and  2.  Cobalt  may  then  be  separated 
from  a  nitric  acid  solution  of  the  two  metals  and  nickel  estimated 
by  difference.] 

10.  Methods  hosed  vpon  the  different  departmerU  with 
Potdssiimi  Cyanide. 

a.  Aluminium  from  Zinc,  Cobalt,  and  Nickel. 

Mix  the  solution  with  sodium  carbonate,  add  potassium  87 
cyanide  in  sufficient  quantity,  and  digest  in  the  cold,  until  the 
precipitated  zinc,  cobalt,  and  nickel  carbonates  are  redissolved. 
Filter  off  the  undissolved  aluminium  precipitate,  wash,  and 
remove  the  alkali  which  it  contains,  by  resohition  in  hydro- 
chloric acid  and  reprecipitation  by  ammonia  (Fresenius  and 
Haidlen  *). 

h.  Cobalt  from  Nickel. 

LiEBio's  method,t  which  depends  upon  the  conversion  of  98 
the  cobalt  into  potassium  cobalticyanide,  and  of  the  nickel  into 
double  nickel  and  potassium  cyanide,  has  been  carefully  studied 
in  my  laboratory  by  Fr.  Gauhe.  J  It  has  been  thus  found  that 
boiling  the  solution  containing  potassium  cyanide  and  hydro- 
cyanic acid  (Liebio's  first  method)  does  not  completely  convert 
the  double  cobalt  and  potassium  cyanide  first  formed  into 
potas.siuiu  cobalticyanide,  but  that  passing  chlorine  (Liebio's 
second  method)  effects  a  i-eady  and  thorough  conversion.  Tlie 
method  then  gives  a  very  excellent  separation,  and  is  more  par- 
ticularly to  be  recommended  where  the  quantity  of  nickel  is 
small  in  proportion  to  the  cobalt.  We  proceed  as  follows, 
taking  a  hydrochloric  solution  of  the  metals  :  Remove  the 
greater  part  of  the  free  acid  by  evaporation  or  neutralize  it  by 
potash,  add  pure  potassium  cyanide  till  the  precipitate  first 

*  Annal.  d,  Chem,  u.  Pharm.,  XLiii,  129.       \lb^y  Lxv,  244,  and  lxxxvii,  138. 
X  Zeitsehr,  /.  analyt  Chem.,  v,  75. 
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fonned  has  redissolved ;  then  add  more  cyanide,  dilute,  boil  for 
some  time  or  not,  as  you  like,  pass  chlorine  through  the  cold 
fluid,  adding  potash  or  soda  occasionally,  so  that  the  fluid  may 
remain  strongly  alkaline  to  the  end.  Bromine  may  be  used 
instead  of  chlorine,  and  indeed  is  far  more  convenient.  In  the 
course  of  an  hour  the  whole  of  the  nickel  will  have  precipi- 
tated as  black  hydrate  of  the  sesqnioxide.  Having  taken  out  a 
portion  and  satisfied  yourself  of  this  by  addition  of  a  further 
quantity  of  chlorine  or  bromine,  filter,  and  wash  with  boiling 
water.  The  precipitate  alwayiB  retains  alkali,  and  must  be  redis- 
solved  in  hydrochloric  add,  and  estimated  according  to  §  110, 
1,  a,  or  2. 

As  regards  the  cobalt,  it  is  most  convenient  to  estimate  it 
by  difference.  But  if  you  wish  to  make  a  direct  estimation,  it 
will  be  advisable,  in  consequence  of  the  large  quantity  of  salts 
present  in  solution,  first  to  evaporate  to  dryness  with  excess  of 
hydrochloric  acid,  to  take  up  the  residue  with  a  little  water, 
and  to  heat  in  a  large  platinum  dish,  with  the  addition  of 
excess  of  pure  concentrated  sulphuric  acid  till  the  greater  part 
of  the  sulphuric  acid  has  escaped.  The  red  mass,  consisting 
principally  of  alkali  disulphate,  is  then  treated  with  water,  and 
the  cobalt  estimated  according  to  §  111,  1,  c. 

Another  method  of  separating  nickel  and  cobalt  by  means 
of  potassium  cyanide  has  been  described  by  Fleck  ;  *  it  does 
not,  however,  appear  to  be  in  any  way  better.  The  method  is 
based  on  the  fact  that  cobalt  monosulphide,  as  well  as  nickel 
sulphide,  dissolves  readily  in  potassium-cyanide  solution,  but 
that  this  is  not  the  case  with  the  cobalt  sulphide  precipitated 
by  ammonium  sulphide  from  a  solution  of  cobalt  which  has 
been  treated  with  ammonia  in  excess  and  exposed  to  tlie  air 
until  its  color  no  longer  changes. 

c.  Cobalt  from  Zinc. 

Add  to  the  solution  of  the  two  metals,  which  must  con-  99 
tain  some  free  hydrochloric  acid,  common  potassium  cyanide 
(prepared  by  Liebig's  metliod)  in  suflicient  quantity  to  redis- 
solve  the  precipitate  of  cobalt  cyanide  and  zinc  cyanide  which 
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• 
forms  at  first ;  tben  add  a  little  more  potassium  cyanide  and 
boil  some  time,  adding  occasionally  one  or  two  drops  of  hydro- 
chloric acid,  but  not  in  sufficient  quantity  to  make  the  solu- 
tion acid.  After  cooling,  add  some  chlorine  or  bromine,  and 
digest  for  some  time  to  complete  the  conversion  of  the  cobalt 
into  potassium  cobalticyaiiide.  Mix  the  solution  vrith  hydro- 
chloric acid  in  an  obliquely  placed  flask  and  boil  until  the  zinc 
cobalticyanide  which  precipitates  at  first  is  redissolved,  and  the 
hydrocyanic  acid  is  completely  expelled.  Add  solution  of  soda 
or  potassa  in  excess  and  boil  until  the  fiuid  is  clear ;  the  solu- 
tion may  now  be  assumed  to  contain  all  the  cobalt  as  potas- 
sium cobalticyanide,  and  all  the  zinc  as  a  compound  of  zinc 
oxide  and  alkali.  Precipitate  the  zinc  by  hydrogen  sulphide 
(§  108).  Filter,  and  determine  the  cobalt  in  the  filtrate  as  in 
98.  The  process  is  simple  and  the  separation  complete  (Fre- 
ssNius  and  IIaidlrn). 

d.  Nickel  from  Zinc. 

Add  to  the  concentrated  solution  of  the  two  metals  an  100 
excess  of  pure  concentrated  potassa  lye,  then  sufficient 
aqueous  hydrocyanic  acid  to  completely  redissolve  the  precipi- 
tate, add  a  solution  potassium  monosulphide  (not  ammonium 
sulphide),  let  the  precipitated  zinc  sulphide  deposit  at  a  gentle 
heat,  filter,  wash  the  sulphide  with  a  dilute  potassium-sul- 
phide solution,  treat  the  precipitate  with  hydrochloric  acid, 
and  from  the  solution  precipitate  the  zinc  with  sodium  car- 
bonate, as  in  §  108,  1,  a.  In  the  filtrate  estimate  the  nickel 
by  heating  for  some  time  with  fuming  hydrochloric  and 
nitric  acids,  or  instead  of  the  latter,  potassium  chlorate,  evap- 
orating, and  finally  precipitating  with  potassa  lye  ("Wohlkb  *). 
Klaye  and  DEüs,f  who  tested  the  process  in  my  laboratory, 
found  that  instead  of  potassa  lye  and  hydrocyanic  acid, 
potassium  cyanide  could  be  used  if  perfectly  pure  and 
recently  dissolved.  If  the  solution  of  the  cyanide  contains 
ammonium  carbonate  or  formate,  or  potassium  cyanate  (as 
is  the  case  even  on  short  exposure),  the  complete  precipita- 
tion of  the  «inc  as  sulphide  is  greatly  interfered  with.     On 

^Annal.  de  Chem.  u.  Pharm.,  Lxxxix,  876. 
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finally  washing  the  precipitated  zinc  sulphide  completely  with 
water  containing  hydrogen  snlphide,  the  zinc  may  be  esti- 
mated according  to  §  108,  2. 

e.  Cobalt    aiid    Niokbl  from   Manganese  and    Zing 

(W.   GiBBS*). 

Add  sodium  acetate  to  the  solution  of  the  chlorides  and  101 
pass  in  hydrocyanic-acid  gas.  Zinc  cyanide  is  immediately 
more  or  less  completely  precipitated  as  a  white  powder.  Now 
add  sodium  sulphide,  which  converts  the  zinc  and  manganese 
into  sulphides,  while  the  cobalt  and  nickel  remain  in  solution 
as  double  cyanides,  and  may  be  separated  as  in  98.  The 
employment  of  gaseous  hydrocyanic  acid  renders  the  method 
very  unpleasant. 

Another  method  for  separating  cobalt  and  nickel  from 
manganese  is  as  follows:  To  the  acid  solution  add  sodium 
carbonate  in  excess,  then  acetic  acid  in  liberal  excess,  then  to 
the  clear  fluid,  containing  say  1  grm.  of  nickel  or  cobalt,  30  to 
40  c.  c.  of  sodium-acetate  solution  (1  in  10),  and  pass  hydro- 
gen sulphide  to  saturation,  keeping  at  70^.  Filter  off  the 
precipitated  nickel  or  cobalt  sulphide,  wash  and  dry  it.  Con- 
centrate the  filtrate  by  evaporation,  add  ammonium  sulphide 
and  then  acetic  acid,  thus  obtaining  a  second  precipitate  of 
nickel  or  cobalt  sulphide.  Test  the  filtrate  again  in  the  same 
manner.  In  the  united  precipitates  determine  the  nickel  or 
cobalt  according  to  §  110,  1,  },  or  §  111,  ly  c\  in  the  fil- 
trate, the  manganese  according  to  §  109,  2. 

11.  Methods  hosed  on  the  Ydatiiiiy  of  Zmo. 

a.  Cobalt  and  Kioksl  from  Zinc 

Bebzeliüs  t  gives  the  following  method  for  the  absolute  lOS 
separation  of  cobalt  and  nickel  from  zinc :  Precipitate  the 
solution  with  an  excess  of  potassa  lye,  boil,  and  filter  the 
fluid  containing  the  greater  portion  of  the  zinc  oxide  dis- 
solved in  the  potassa  solution  from  the  precipitated  nickel  and 
cobalt  hydroxides  also  containing  much  zinc,  wash  completely 


*Zeit9ehr.  f,  analyt.  Chem.,  iii,  9i 
f  Berzblius'  Jahretiber,,  xxi,  144. 
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with  boiling  water,  and  determine  the  zinc  in  tlie  filtrate  (see 
§  108).  Dry  the  precipitate,  ignite,  and  weigh ;  then  mix 
with  pure  sugar  (recrystallized  from  alcohol)  in  a  porcelain 
crucible  and  heat  slowly  until  all  the  sugar  is  completely 
carbonized.  Then  place  the  crucible,  covered  with  its  lid, 
in  a  bath  of  magnesia  within  a  covered  crucible  of  larger 
size,  and  heat  in  a  wind  furnace  for  one  hour  at  the  highest 
temperature  obtainable.  By  this  treatment  the  metals  are 
reduced,  the  nickel  and  cobalt  mixed  with  carbon  remaining 
behind,  while  the  zinc  is  volatilized.  Treat  the  residue  with 
_  nitric  acid,  and  determine  the  metals  by  precipitating  with 
potassa  solution  and  weighing  the  precipitate.  The  differ- 
ence between  this  weight  and  that  obtained  before  gives  the 
weight  of  the  zinc  which  had  been  conjointly  precipitated. 
Klaye  and  Devs,*  who  tested  the  method  in  my  laboratory, 
obtained  good  results  with  it.  They  recommend  replacing 
the  sugar  by  sugar-carbon,  as  the  former  causes  much  intu- 
mescence. An  attempt  to  use  the  gas  blowpipe,  as  given  by 
Bebzelius,  gave  poor  results. 

J.  Zinc  from  Iron  in  Alloys. 

According  to  Bobierre  such  alloys  may  be  readily  and  lOS 
accurately  analyzed  by  ignition  in  a  current  of  hydrogen. 

12.  Methods  hosed  upon  the  Volumetric  Determi- 
nation  of  one  of  the  Metals^  cmd  the  finding  of  the 
other  from  the  difference. 

a.  Ferric  Iron  from  Aluminium. 

Precipitate  both  metals  with  ammonia  (§  105,  a,  and  104 
§  113,  1).  Dissolve  the  weighed  residue,  or  an  aliquot  part 
«of  it,  by  digestion  with  concentrated  hydrochloric  acid,  or  by 
fusion  with  potassium  bisulphate  and  treatment  with  water 
containing  sulphuric  acid,  and  determine  the  iron  volumetri- 
cally  as  directed  in  §  113,  3,  a  or  h.  The  alumina  is  found 
from  the  difference-  This  is  an  excellent  method,  and  to  be 
recommended  more  particularly  in  cases  where  the  relative 
amount  of  iron  is  small.     If  you  have  enough  substance,  it  is 

♦  ZeiUehr,/.  analyi,  Chem.,  x,  192. 
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of  course  mticli  more  convenient  to  divide  the  solution,  by 
weighing  or  measuring,  into  2  portions,  and  determine  in  the 
one  the  sesquiozide  of  iron  -f-  alumina,  in  the  other  the 
iron.  Instead  of  titrating  the  iron,  this  may  be  precipitated 
with  ammonium  sulphide  after  the  addition  of  tartaric  acid 
and  ammonia  (77). 

h.  Fbrrio  Ibon  from  Ferboüs  Ibon  (Zino  and  Niokbl). 

a.  Determine  in  a  portion  of  the  substance  the  total  108 
amount  of  the  iron  as  sesquioxide,  or  by  the  volumetric  way. 
Dissolve  another  portion  by  warming  with  sulphuric  acid  in 
a  flask  through  which  carbonic  acid  is  conducted,  to  exclude 
the  air;  dilute  the  solution  and  determine  the  ferrous 
iron  volumetrically  (§  112,  2,  a).  The  difference  gives 
the  quantity  of  the  ferric  iron.  Or,  dissolve  the  com- 
pound in  like  manner  in  hydrochloric  acid,  and  determine 
the  ferric  chloride  with  sodium  thiosulphate  according  to 
§  113,  3,  J.  In  this  case  the  difference  gives  the  ferrous 
iron.  If  it  is  desired  to  determine  the  ferrous  chloride  in 
the  hydrochloric-acid  solution  directly,  it  will  be  well  to  use 
Penny's  methods  (§  112,  2,  J).  If  the  compound  in  which 
the  ferrous  and  ferric  basic  radicals  are  to  be  estimated  is  de- 
composed by  acids  with  difiiculty,  heat  it  with  a  mixture  of  4 
parts  sulphuric  acid  and  1  part  water  (or  with  hydrochloric 
acid)  in  a  sealed  tube  for  2  hours  at  210®  (Mitsoheblich*) 
(see  page  521).  Or,  if  this  is  not  enough,  fuse  it  with  borax 
(1  part  mineral,  5  to  6  vitrified  borax)  in  a  small  retort  con- 
nected with  a  flask  containing  nitrogen  (produced  by  com- 
bustion of  phosphorus  in  air);  an  atmosphere  of  carbonic  acid 
is  less  suitable.  Triturate  the  fused  mass  with  the  glass, 
and  dissolve  in  boiling  hydrochloric  acid  in  an  atmosphere 
of  carbonic  acid  (Hebmann  v.  Kobell).  Or,  as  will  gener- 
ally be  the  best  way,  you  may  dissolve  the  substance  in  a 
mixture  of  hydrofluoric  and  hydrochloric  or  hydrofluoric  and 
sulphuric  adds  with  exclusion  of  air  (83).  Cookb  f  dissolves 
silicates  in  a  mixture  of  sulphuric  and  hydrofluoric  acids  in 

*Jaum,f.  prakt,  Chem.y  Lxxxi,  108,  and  lxxxiii,  46Ö. 
jAmer.  Jaurn,  of  Science,  2d  ser.,  i^xiv,  847. 
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an   atmosphere   of  steam  and  carbonic  acid,  and  determines 
the  ferrous  iron  by  means  of  potassium  permanganate. 

Fig.  114  exhibits  his  apparatus.     To  the  sides  of  a  copper 
water-bath  are  attached  three  tubes.     The  tube  on  the  left  eon- 


Fig.  114. 

nects  with  a  Mabiotte's  flask  to  maintain  the  water  at  a  constant 
level.  The  upper  tube  on  the  right  connects  with  a  carbonic- 
acid -gas  generator,  while  the  third  tube  carries  off  any  over- 
flow of  water  to  the  sink. 

On  the  cover  of  the  water-bath  close  to  the  rim  is  a  circular 
groove  which  receives  the  edge  of  an  inverted  glass  funnel. 
When  the  apparatus  is  in  use  this  groove  is  kept  full  of  water 
by  the  spray  from  the  boiling  liquid,  and  thus  forms  a  perfect 
water- joint ;  but  in  order  to  secure  this  result  the  bath  must  be 
kept  nearly  full  of  water,  and  holes  for  the  ready  escape  of  the 
steam  and  spray  should  be  provided  in  the  rings,  which  cover 
the  bath  and  adapt  it  for  vessels  of  various  sizes.  By  this 
arrangement  the  funnel  may  be  kept  filled  with  an  atmosphere 
of  steam  or  of  carbonic  acid  for  an  indefinite  period.  More- 
over, we  can  either  pour  in  fresh  quantities  of  solvent,  or  we 
can  stir  up  the  material,  in  the  vessel  within,  introducing  a 
tube-funnel  or  stirrer  through  the  spout  of  the  covering  funnel. 

The  finely  pulverized  substance  (^  to  1  grm.)  is  placed  in  a 
large  platinum  crucible.  Upon  it  pour  a  mixture  of  dilute 
sulphuric  acid  (sp.  gr.  1*5)  with  as  little  hydrofluoric  acid  as 
experience  may  show  is  required  to  dissolve  or  decompose  the 
substance,  stirring  up  the  material  with  a  platinum   spatula. 
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The  crucible  is  next  transferred  to  the  watet'-bath,  the  covering 
funnel  put  in  place,  water  poured  into  the  groove,  the  interior 
filled  with  carbonic  acid,  and  the  lamp  lighted.  Aß  soon  as  the 
water  boils,  the  supply  of  carbonic  acid  is  stopped ;  and  if  the 
water-level  has  been  properly  adjusted,  the  apparatus  will  take 
care  of  itself,  the  groove  will  be  kept  full  of  water,  and  the 
interior  of  the  funnel  full  of  steam.  If  the  materials  cake  on  the 
bottom  of  the  crucible,  as  is  not  unfrequently  the  case  when  a 
large  amount  of  insoluble  sulphate  is  formed,  the  lamp  may  be 
removed,  the  apparatus  again  filled  with  carbonic  acid,  and  the 
contents  of  the  crucible  stirred  up  by  aid  of  a  stout  platinum 
wire  about  two  inches  long,  fused  to  the  end  of  a  glass  tube. 
Anything  adhering  to  the  rod  can  easily  be  washed  back  into 
the  crucible  by  directing  the  jet  from  the  wash-bottle  down  the 
throat  of  the  covering  funnel.  The  lamp  may  then  be  replaced, 
the  current  of  carbonic  add  interrupted,  and  the  process  of 
digestion  continued.  When  the  decomposition  is  complete,  the 
current  of  carbonic  acid  gas  is  re-established,  the  lamp  extin- 
guished, and  the  air-tube  of  the  Mariotte's  flajsk  raised  until  its 
lower  end  is  above  the  level  of  the  overflow.  A  slow  current 
of  water  is  thus  caused  to  fiow  through  the  bath,  which  soon 
cools  down  the  whole  apparatus.  The  crucible  may  now  be 
removed,  its  contents  washed  into  a  beaker-glass,  and  the  solu- 
tion diluted  with  pure  water  until  the  volume  is  about  500  c.c, 
when  the  amount  of  ferrous  iron  present  can  be  determined 
with  a  solution  of  potassium  permanganate  in  the  usual  way. 

Many  iron  compounds  in  fine  powder  are  completely  decom- 
posed by  boiling  a  few  minutes  only  with  the  mixed  acids 
above  mentioned.  If  a  preliminary  experiment  shows  this  to 
be  the  case,  a  simple  and  satisfactory  way  of  effecting  a  solu* 
tion  is  to  boil  the  substance  with  the  solvent  acids  in  a  platinum 
crucible  of  40  to  50  c.c.  capacity,  provided  with  a  well-fitting 
concave  cover.  By  watching  the  escaping  vapor,  one  can  regu- 
late the  boiling  so  as  to  prevent  access  of  air  without  appi*eciable 
mechanical  loss.  If  on  removing  the  cover  the  decomposition 
is  complete,  the  operation  may  be  considered  successful.  Put 
the  crucible  and  its  contents  at  once  into  cold  water  in  a  beaker 
and  titrate  with  permanganate  (or  thiosulphate  if  HCl  has  been 
used).  .... 

Iron  may  also  be  determined  volumetrically  in  presence  of  106 
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zinc,  nickel,  etc.  It  is,  indeed,  often  the  better  way,  instead 
of  effecting  the  actual  separation  of  the  oxides,  to  determine 
in  one  portion  of  the  solution  the  iron  -f-  zinc  or  -f-  nickel,  in 
another  portion  the  iron  alone,  and  to  find  the  quantity  of  the 
other  metal  bj  the  difference.  However,  this  can  be  done  only 
in  cases  where  the  quantity  of  iron  is  relatively  small. 


I       ß.  Ferbio  Ibon  fboh  Febbous  Ibon  (Bunsen). 

Fill   the  flask  d^  Fig.  89,  two-thirds  full   with   fuming  107 
hydrochloric  acid  and  replace  the  air  in  the  flask  by  carbon 
dioxide  by  throwing  a  few  fragments  of  sodium  carbonate  into 

the  acid.  Then  immediately  in- 
troduce the  substance  previously 
weighed  off  in  a  small  tube  and 
add  a  slight  excess  of  potassium 
dichromate,  also  contained  in  a 
similar  tube,  attach  the  evolution 
tube,  and  proceed  for  the  rest  as 
in  §  130,  €,  ß.  Of  course  less 
free  iodine  is  obtained  than  had 
no  potassium  dichromate  been  dis- 
solved with  the  ferrous  salt,  as  a 
portion  of  the  chlorine  evolved  is 
used  up  in  converting  the  ferrous 
into  ferric  chloride.  In  fact  the 
difference  between  the  iodine 
corresponding  to  the  dichromate 
used  and  that  actually  obtained 
corresponds  to  the  ferrous  iron  present,  hence  1  eq.  of  iodine 
=  1  eq.  of  ferrous  chloride. 

To  determine  the  total  quantity  of  iron  present,  dissolve 
another  portion  of  the  sample  as  before  in  acid  in  the  flask, 
and  effect  the  redu^^tion  of  the  ferric  to  ferrous  iron  by  intro- 
ducing a  ball  of  chemically  pure  zinc  cast  on  the  end  of  a  fine 
platinum  wire.  To  exclude  all  access  of  air,  connect  the  flask 
during  the  boiling  with  the  apparatus  hV  shown  in  Fig.  115. 
As  soon  as  the  reduction  is  complete,  and  which  may  be 
recognized  by  the  colorless  appearance  of  the  fluid,  cool  the 
flask  by  immersing  it  in  cold  water,  lift  the  upper  stopper, 


Fig.  115. 
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throw  a  few  fragments  of  sodium  carbonate  into  the  acid, 
draw  the  zinc  ball  np  the  tube  ft,  wash  off  the  fluid  adhering 
to  the  ball  into  the  flask,  and  remove  hV.  Now  quickly  add 
the  weighed  potassium  dichromate  and  proceed  as  above 
directed. 

C.    MaNOANBSB  FBOK  ALUHmiDM  AND  IbON    (KbIEQEB  *). 

Precipitate  with  sodium  carbonate,  digest  the  precipitate  108 
for  some  time  with  the  fluid,  wash  first  by  decantation,  then  on 
the  filter,  and  as  thoroughly  as  possible,  dry,  ignite,  and  deter- 
mine the  manganese  in  a  portion  according  to  72.  Care  must 
be  taken  that  the  precipitate  contains  the  manganese  as  Mn,0^ , 
and  also  that,  in  the  case  of  highly  accurate  analyses,  the  small 
quantity  of  manganese  passing  in  the  filtrate  be  not  disregarded 
(§109,  1,  a).  The  bases  may  also  be  precipitated  with 
ammonium  carbonate  instead  of  with  sodium  carbonate  (65) ; 
in  fact  it  deserves  the  preference. 

d.  Manganese  from  Zinc  (Kbiegeb). 

Precipitate  boiling  with  sodium  carbonate,  wash  the  pre- 109 
cipitate  with  boiling  water,  dry,  and  ignite.  If  sufficient 
zinc  is  present,  the  precipitate  will  consist  of  ZnO  -f-  ajMn,0,. 
Weigh  oJBE  a  portion  of  the  precipitate  and  in  it  determine  the 
manganese  as  in  72.  If  insufficient  zinc  is  present,  proceed 
as  in  72  iT.  B.  Begarding  the  small  quantity  of  manganese 
passing  into  the  filtrate  see  §  109,  1  a. 

e.  Cobalt  from  Nickel. 

Determine  both  metals  as  in  §  110,  1,  a,  and  2,  and  §  111,  110 
1»  &,  dissolve  the  reduced  metals  in  hydrochloric  acid  with 
the  addition  of  some  nitric  acid,  evaporate  the  solution  repeat- 
edly with  hydrochloric  acid  to  dryness  until  all  the  nitric  acid 
has  been  expelled,  and  in  the  solution  of  the  chlorides  then 
determine  the  cobalt  according  to  §  111,  3,  the  nickel  being 
found  by  difference.  The  method  is  applicable  only  in  the 
presence  of  small  quantities  of  nickel,  and  gives  only  fair 
results. 

^AnruU,  de  Cham,  u.  Pharm,,  lxxslyii,  261. 
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18.  Indirect  Mei}i/>d. 

Fbbbio  Ibon  fbom  Febboüs  Ibon. 

Of  the  many  indirect  methods  proposed,  bnt  which  are  111 
now  seldom  resorted  to  since  the  introduction  of  volumetric 
methods,  I  will  give  only  the  following :  Dissolve  in  hydro- 
chloric acid  in  a  current  of  carbonic  acid,  add  an  excess  of 
gold  and  sodium  chloride,  stopper  the  flask,  and  allow  the 
precipitated  gold  to  subside.  Then  filter,  and  determine  the 
gold  as  in  §  123.  Determine  the  total  quantity  of  iron  in  the 
filtrate  or  in  another  portion  of  the  substance.  The  calcula- 
tion is  readily  made  if  it  be  remembered  that  2  eq.  of  precipi- 
tated gold  are  the  equivalent  of  6  eq.  of  ferrous  chloride  (or 
oxide)  thus:  6reCl,+  2AuCl,  =  2Au  +  8Fe.Cl.  (H.  Eose). 

IV.  Separation  of  Iron,  Aluminium,  Manganese,  Cal- 
cium, Magnesium,  Potassium,  and  Sodium. 

§  161. 

As  these  metals  are  found  together  in  the  analysis  of  most 
silicates,  and  also  in  many  other  cases,  I  devote  a  separate  para- 
graph to  the  description  of  the  methods  which  are  employed 
to  effect  their  separation. 

1.  Method  based  upon  the  employment  o/  JBarium  Car- 
bonate (particularly  applicable  in  oases  where  the  mixture  con- 
tains  only  a  email  proportion  of  calcium). 

The  solution  should  contain  no  free  chlorine,  and  the  iron  118 
should  be  all  in  the  form  of  ferric  salt.  Precipitate  the  iron 
and  aluminium  by  barium  carbonate  *  (54  and  76),  dissolve  the 
precipitate  in  hydrochloric  acid,  throw  down  the  bariunrwith 
sulphuric  acid,  filter,  and  estimate  the  iron  and  aluminium 
according  to  one  of  the  methods  given  in  §  160,  by  preference 
104,  at  least  when  the  quantity  of  aluminium  is  not  too  small. 

To  the  filtrate  from  the  barium -carbonate  precipitate  add 
hydrochloric  acid,  heat,  throw  down  the  barium  with  sulphuric 

*  Before  adding  the  barium  carbonate,  it  is  absolutely  indüperuable  to  ascer- 
tain whether  a  solution  of  it  in  hydrochloric  acid  is  completely  precipitated  by 
sulphuric  acid,  so  that  the  filtrate  leaves  no  residue  upon  evaporation  in  a 
platinum  dish. 
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acid,  added  just  in  excess.  Filter  ofE  the  precipitate,  wash  till 
free  from  soluble  sulphate,  concentrate  if  necessary,  precipitate, 
and  determine  the  manganese  as  sulphide  (§  109,  2).  To  the 
filtrate  add  hydrochloric  acid,  heat,  filter  off  the  sulphur,  pre- 
cipitate the  lime  with  oxalate  of  ammonia,  and  finally  separate 
the  magnesia  from  the  alkalies  by  one  of  the  methods  given  § 
153. 

2.  Method  hosed  upon  the  application  of  Alkali  Acetates 
or  Formates. 

Eemove  by  evaporation  any  very  considerable  excess  of  acid  118 
which  may  be  present,  dilute,  add  sc>dium  carbonate  *  until  the 
fiuid  is  nearly  neutral,  then  sodium  acetate  (or  sodium  formate) 
and  precipitate  iron  and  aluminium,  observing  all  directions 
given  in  86.  Wash  the  precipitate  well,  dissolve  in  hydrochloric 
acid,  precipitate  the  solution  with  ammonia  (46),  dry,  ignite, 
and  weigh.  Dissolve  in  concentrated  hydrochloric  acid  and 
determine  the  iron  volumetrically  with  stannous  chloride,  as 
in  §  113,  3,  &,  or  digest  it  with  16  times  its  weight  of  a 
mixture  of  8  parts  sulphuric  acid  and  3  parts  water,  or  fuse 
it  for  a  long  time  with  potassium  bisulphate,  dissolve  in 
water,  and  determine  the  iron  volumetrically  as  in  §  113, 
3,  a.  The  difference  gives  the  quantity  of  the  aluminium. 
If  any  silicic  acid  remains  behind  on  dissolving  the  pre- 
cipitate, it  is  to  be  collected  on  a  filter,  ignited,  weighed, 
and  deducted  from  the  alumina.  The  filtrate  contains  the 
manganese,  the  alkali-earth  metals,  and  the  alkalies.  Pre- 
cipitate the  manganese  with  ammonium  sulphide  (§  109,  2), 
boil  with  hydrochloric  acid  and  filter  off  the  sulphur,  precipi- 
tate the  calcium,  after  addition  of  ammonia,  with  ammonium 
oxalate,  and  lastly,  after  removing  the  ammonium  salts  by  igni- 
tion, precipitate  the  magnesium  from  the  hydrochloric  acid 
solution  of  the  residue  with  ammonium  sodium  phosphate. 
However,  if  it  is  intended  to  estimate  the  alkalies,  the  magne- 
sium must  be  separated  by  one  of  the  processes  in  §  153,  4.    This 

*  \n  cases  where  it  is  intended  to  estimate  the  alkalies  in  the  filtrate,  ammo- 
nium salts  must  be  used  instead  of  the  sodium  salts.  If,  however,  it  is 
intended  to  precipitate  manganese  subsequently  with  bromine,  ammonium 
silts  must  not  be  introduced  into  the  solution. 
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method  is  convenient,  and  gives  good  results,  especially  in  the 
presence  of  much  iron  and  little  aluminium.  Since  aluminium 
is  not  precipitated  by  alkali  acetates  or  formates  with  the  same 
certainty  as  iron,  it  is  necessary  to  test  the  weighed  manganese 
sulphide  for  aluminium. 

[This  method  is  to  be  recommended  when  manganese  is  pres- 
ent with  iron,  or  with  iron  and  a  moderate  proportion  of  alumin- 
ium. If,  however,  the  amount  of  aluminium  is  large  in  propor- 
tion to  the  iron,  it  is  difficult  to  precipitate  it  completely  with 
sodium  acetate.  Instead  of  precipitating  manganese  with 
ammonium  sulphide  it  may  be  separated  from  calcium  and 
magnesium  by  precipitation  with  bromine.  Add  aqueous  solu- 
tion of  bromine  to  the  filtrate  from  the  iron  precipitate  with- 
out previous  concentration  of  the  filtrate,  unless  its  volume 
exceeds  600  or  700  cc,  and  proceed  according  to  §  159,  72,  6. 

8.  Method  hosed  wpon  the  a/pp1/ioation  of  Anmionium  Syl- 
phide. 

Mix  the  fluid  in  a  flask  with  ammonium  chloride,  then  with  114 
ammonia,  until  a  precipitate  just  begins  to  form,  then  with  • 
yellow  ammonium  sulphide,  fill  the  flask  nearly  up  to  the  top 
with  water,  cork  it,  allow  to  settle  in  a  warm  place,  filter,  and 
wash  the  precipitate — consisting  of  iron  and  manganese  sulphides 
and  aluminium  hydroxide — without  interruption  with  water 
containing  ammonium  sulphide.  Separate  the  calcium,  magne- 
sium, and  alkalies  in  the  filtrate  as  in  113.  Dissolve  the  precipi- 
tate in  hydrochloric  acid,  and  separate  the  aluminium  from 
the  iron  and  manganese  according  to  77  or  78,  and  then  the 
iron  from  the  manganese,  say  by  82  or  86. 

The  following  method  is  particularly  suitable  in  cases 
where  no  manganese  is  present,  or  only  inappreciable  traces: 

4.  Method  hosed  upon  the  application  of  Ammonia. 

a.  The  solution  must  contain  all  the  iron  in  the  state  of  a  115 
ferric  salt.  Add  a  relatively  large  quantity  of  ammonium 
chloride,  and — observing  the  precautions  indicated  in  46 — 
precipitate  with  ammonia.  The  precipitate  contains  the  whole 
of  the  iron  and  aluminium ;  at  most  an  inappreciable  amount 
of  the  latter  remains  in  solution  if  the  free  ammonia  has  been 
almost  but  not  entirely  driven  off  by  heat,  if  the  solution  was 
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diluted  sufficiently,  and  if  enough  ammonium  chloride  was 
present.  It  may  also  contain  small  quantities  of  calcium  and 
magnesium  and  a  little  manganese.  It  is  well,  therefore, 
usually  to  redissolve  the  washed  precipitate  in  hydrochloric 
acid,  and  reprecipitate  with  ammonia.  In  this  way  the  pre- 
cipitate will  be  obtained  free  from  alkali-earths  and  manganese. 
Wash  the  precipitate  completely,  dry,  ignite,  and  treat  accord- 
ing to  113.  If  silicic  acid  remains  undissolved,  it  is  to  be 
determined  and  deducted.  The  solution  filtered  from  the 
aluminium  and  ferric  hydroxide  is  concentrated  by  evaporation, 
and  the  manganese  is  precipitated  and  determined  according 
to  §  109,  2,  as  sulphide;  the  alkali- earth  metals  and  alkalies 
in  the  filtrate  are  determined  according  to  113.  The  weighed 
sulphide  of  inanga'nese  is  digested  with  dilute  hydrochloric 
acid ;  any  residue  that  may  remain  is  fused  with  potassium 
bisulphate,  dissolved  in  water,  and  tested  for  aluminia. 

h.  Precipitate  the  aluminium,  iron,  and  calcium  by  add- 116 
ing  ammonia  and  ammonium  carbonate  and  oxalate,  decant, 
and  filter.  Dissolve  the  precipitate  in  hydrochloric  acid,  add 
pure  tartaric  acid  to  prevent  the  aluminium  and  iron  from 
being  precipitated,  and  then  precipitate  the  calcium  with 
ammonia  as  an  oxalate.  In  the  solution  separate  the  iron  and 
aluminium  as  in  77 ;  and  in  the  first  filtrate  the  magnesium 
and  alkalies  according  to  18.  Should  sulphuric  acid  be  pres- 
ent in  the  first  filtrate,  remove  it  by  means  of  barium  chloride, 
then  separate  the  alkali-earths  from  the  alkalies  by  evaporat- 
ing with  oxalic  acid,  igniting,  and  treating  the  residue  with 
boiling  water,  and  finally  separate  the  barium  from  the  mag- 
nesium as  in  29  (E.  Mpischerlich;  Lewinstein*).  As  alu- 
minium in  the  presence  of  ammonium  oxalate  is  only  grad- 
ually precipitated  on  warming  (Pisani),  the  liquid  must  be 
digested  for  some  time  with  heat  before  the  first  filtration ; 
and  as  the  precipitate  always  contains  a  portion  of  the  magne- 
sium, I  would  advise  that,  after  separating  the  iron  from  the 
aluminium,  the  filtrate  from  the  latter,  as  well  as  the  alumina 
itself,  be  tested  for  magnesia.  If  weighable  quantities  of 
manganese  are  present,  the  method  is  inapplicable. 

*  Jcum,  f,  praki,  Ohem,,  lviii,  99, 
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c.  Precipitate  with  ammonia,  digest  for  some  time  with  117 
heat,  and  until  the  greater  part  of  the  excess  of  ammonia  has 
been  expelled,  filter,  carefully  and  thoroughly  wash  the  pre- 
cipitate, ignite,  and  add  to  the  residue,  without  reducing  it  to 
powder,  at  least  ten  times  its  quantity  of  anhydrous  sodium 
carbonate,  cover  the  crucible  and  heat  the  mixture  in  a  blast- 
lamp  or  other  suitable  flame  (an  alcohol-lamp  with  double 
draught  is  not  sufficiently  powerful)  until  no  further  decom- 
position of  the  sodium  carbonate  is  observed,  for  at  least  45 
minutes.  Now  add  some  caustic  potassa  to  the  fused  mass,  and 
boil  it  with  water  (heat  in  a  silver  dish)  until  thoroughly  ex- 
tracted ;  if  a  green  color  indicates  that  sodium  manganate  is 
present  add  a  few  drops  of  alcohol,  wash  the  precipitate  by 
decantation  and  filtration,  first  with  water  containing  potassa, 
then  with  pure  water.  Dissolve  the  precipitate  in  hydro- 
chloric acid,  add  a  few  drops  of  alcohol,  and  heat  in  order  to 
more  readily  reduce  the  manganese  chloride,  and  finally  add 
ammoniuip  acetate  to  separate  the  iron  from  the  portions  of 
manganese,  calcium,  and  magnesium  which  were  contained  in 
the  ammonia  precipitate,  and  which  may  be  estimated  sepa- 
rately or  together  with  the  main  quantities  according  to  113. 
The  aluminium  is  determined  in  the  alkaline  solution  as  in  78. 

(R.  ElOHTEB.*) 

5.   Method  based  on  the  Decomposition  of  the  Ni^ 
Prates  (Devillb). 

This  method  assumes  that  the  bases  are  present  as  nitrates  118 
only.  Proceed  first  as  in  46.  The  nitrous  acid  evolved  dur- 
ing the  heating  of  the  nitrate  is  no  indication  of  the  total  de- 
composition of  the  ferric  or  aluminium  nitrate,  because  these 
vapors  may  also  be  due  to  the  conversion  of  manganous  nitrate 
into  manganese  dioxide.  When  all  vapors  cease  to  be  evolved, 
and  the  substance  acquires  a  uniform  black  color,  interrupt  the 
heat.  After  treatment  with  ammonium  nitrate  there  remains 
in  solution  the  nitrates  of  calcium,  magnesium,  and  the  alka- 
lies, while  the  residue  will  contain  aluminium,  iron,  manga- 
nese dioxide,  and — if  much  manganese  is  present — small  quan- 

♦  J<wm./.  prakU  C7i&m„  lxiv,  878. 
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Üties  of  alkaline  earths.  (That  under  certain  circumstances 
some  manganese  dissolves  has  already  been  stated  in  71 ;  this 
trace  is  found  with  the  magnesium,  from  which  it  is  finally 
separated.) 

Dkville  recommends  the  following  methods  to  further 
effect  the  separation : 

a.  Heat  the  precipitate  with  moderately  strong  nitric  acid 
until  the  iron  and  aluminium  are  dissolved,  leaving  the  man- 
ganese dioxide  as  a  pure-black  residue,  which  is  ignited,  and 
the  sesquioxide  then  weighed.  Evaporate  the  solution  in  a 
platinum  crucible,  ignite  the  residue,  and  weigh  the  mixture 
of  ferric  oxide,  alumina  (and  possibly  some  manganese  sesqui- 
oxide). Now  treat  a  portion  according  to  91,  and  thus  find 
the  alumina.  If  manganese  was  present,  the  iron  cannot  be 
determined  by  difference.  Deville,  therefore,  evaporates  the 
solution  of  the  chlorides  (92)  with  sulphuric  acid,  ignites 
gently,  and  treats  the  residual  mixture  of  ferric  oxide  and 
manganous  sulphate  with  water  to  remove  the  manganese  salt. 
(In  case  too  strong  a  heat  has  been  applied,  in  which  case  the 
manganous  sulphate  may  also  have  been  decomposed,  moisten 
the  residue  with  a  mixture  of  oxalic  and  nitric  acids,  add  a 
little  sulphuric  acid  and  repeat  the  ignition.) 

6.  From  the  filtrate  precipitate  first  the  calcium  with 
ammonium  oxalate  and  then  separate  the  magnesium  as  in 
§  153f  4.  In  the  presence  of  manganese  this  method  is  not  to 
be  recommended. 

6.  Method  which  oomhines  4>  and  S. 

Precipitate  with  ammonia  (46),  decant,  filter,  wash,  119 
remove  the  still  moist  precipitate  so  far  as  possible  from  the 
filter,  dissolve  the  remainder  in  nitric  acid  and  transfer  this  to 
the  dish  to  effect  solution  of  the  bulk  of  the  pi*ecipitate,  pro- 
ceed  according  to  118,  and  mix  the  fluid  separated  from  the 
ferric  oxide  and  alumina  (and  which  contains  small  quantities 
of  magnesium,  possibly  also  traces  of  calcium)  with  the  main 
filtrate.  This  method  is  to  be  recommended  when  manganese 
is  absent.  The  estimation  of  alnminium  is  best  effected  by 
determining  the  total  weight  of  the  ferric  oxide  and  alumin- 
ium, and  then  determining  the  iron  volumetrically  (104).     If 
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on  difisolving  the  precipitate  of  ferric  oxide  and  alnmina  there 
remains  any  silica,  this  must  be  deducted. 

SuppUffMnt  to  the  Fourth  Group. 
To§§  158,  159,  160. 

SePABATION  of  ÜBANIUM  FBOM  THE  OTHEB  MeTALS  OF 
Gboups  L— IV. 

It  has  already  been  stated,  in  §  114,  that  uraninm  in  nranyl  120 
compounds  cannot  be  completely  separated  from  the  alkalies 
by  means  of  ammonia,  as  the  precipitated  ammonium  uranate 
is  likely  to  contain  also  fixed  alkalies.  The  precipitate  should 
therefore  be  dissolved  in  hydrochloric  acid,  the  solution  evapo- 
rated in  the  platinum  crucible,  the  residue  gently  ignited  in  a 
current  of  hydrogen  gas  (Fig.  83),  the  chlorides  of  the  alkali 
metals  extracted  with  water,  and  the  uranous  oxide  (UO,) 
ignited  in  hydrogen  in  order  to  weigh  it  as  UO, ,  or  in  the 
air,  whereby  it  is  converted  into  uranous  uranate,  U(UOJ,. 
Instead  of  dissolving  the  precipitate  in  hydrochloric  acid 
and  treating  the  solution  as  directed,  you  may  «heat  the 
precipitate  cautiously  ^  with  ammonium  chloride  and  treat  the 
residue  with  water  (H.  Rose).  Uranium  may  be  completely 
separated  from  die  alkalies  also  by  ammonium  sulphide, 
as  H.  EosB  found.  EEMELEf  has  examined  this  subject 
with  great  care  and  recommends  the  following  method  of  pre- 
cipitation :  The  solution  being  neutral  or  slightly  acid^  add  an 
excess  of  yellow  ammonium  sulphide  and  keep  nearly  boiling 
for  an  hour  to  convert  the  first-formed  precipitate  of  uranium 
oxysulphide  entirely  into  a  mixture  of  uranous  oxide  and  sul- 
phur. The  fluid,  at  first  dark  from  presence  of  dissolved 
uranium,  will  now  appear  yellow  and  transparent.  Filter  off 
the  precipitate  containing  all  the  uranium  and  wash  it  witli 
cold  or  warm  water,  first  by  decantation,  finally  on  the  filter. 
It  is  well  to  mix  a  little  ammonium  sulphide  or  chloride  with 


*  Strong  ignition  would  occasion  the  volatilization  of  ttranium  chloride, 
t  ZeiUehr.f.  analyU  Chem.,  iv,  879. 
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the  water,  as  when  pure  water  is  used  the  last  filtrate  is  apt  to 
be  turbid.  The  dried  precipitate  is  roasted  and  theu  converted 
into  uranons  uranate  bj  ignition  in  the  air,  or  into  uranous 
oxide  by  ignition  in  hydrogen  (§  114). 

Fr.  Stolba  *  recommends  separating  uranyl  from  alkalies  ISl 
by  means  of  hydrosilicofluoric  acid  with  the  addition  of  alcohol. 
Treat  the  substance  with  a  sufficient  quantity  of  3-  to  5-per 
cent,  aqueous  silicofluoric  acid  and  warm  gently.  As  soon  as 
the  yellow  powder  has  disappeared,  allow  to  cool,  add  3  to  4 
volumes  of  75-  to  80-per  cent,  alcohol,  mix,  allow  to  settle  in 
the  dark,  or  at  least  in  a  place  not  exposed  to  direct  sunlight, 
filter,  wash  with  alcohol  until  the  washings  are  absolutely  free 
from  acidity,  and  determine  the  alkali  volumetrically  accord- 
ing to  §  97.  5.  Direct  sunlight  renders  the  alcoholic  solution 
ixloudy,  an  insoluble  uranium  silicofluoride  precipitating.  If 
the  uranyl  is  to  be  estimated  also,  evaporate  the  alcoholic  liquid, 
heat  the  residue  with  an  excess  of  sulphuric  acid  to  expel 
the  hydrosilicofluoric  acid,  dissolve  the  residue  in  water  with 
the  addition  of  some  nitric  acid,  filter,  and  in  the  filtrate 
determine  the  uranyl  according  to  §  114. 

This  method  is  also  applicable  for  the  analysis  of  uranyl- 
alkali  salts  soluble  in  alcohol.     It  should  be  remarked  here    » 
that  moderate  quantities  of  hydrochloric  or  nitric  acid  do  not 
noticeably  interfere,  while  sulphuric  acid,  by  causing  a  pre- 
cipitation of  alkali  sulphates,  gives  too  low  an  alkali  value. 

From  laHum^  uranyl  may  be  separated  by  sulphuric  acid ;  122 
from  strontium  and  calcium^  by  sulphuric  acid  and  alcohol. 
Ammonia  fails  to  effect  complete  separation  of  uranyl  from 
the  alkali-earth  metals,  the  precipitate  always  containing  not 
inconsiderable  quantities  of  the  latter.  In  such  precipitates, 
however,  the  uranium  and  the  alkali-earth  metals  may  like- 
wise be  separated  by  gentle  ignition  with  ammonium  chloride 
and  treatment  of  the  residue  with  water. 

Uranyl  may  be  separated  from  strontium  and  calcium  also  128 
by  precipitation  with  ammonium  sulphide  by  the  method  given 
above  in  the  separation  from  the  alkalies.    As  carbonates  of  the 
alkali-earth  metals  may  bccoprecipitated,  treat  the  washed  pre- 

*Zeitschr.  f,  analyt  Chem.,  iir,  71. 
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dpitate  .of  nranons  oxide  and  sulplmr  in  the  cold  with  dilute 
hydrochloric  acid  which  will  not  difisolve  uranoas  oxide. 
Ammonium  sulphide  will  not  answer  for  the  separation  of 
uranium  from  barium  (Remele*). 

Magnesium  may  be  separated  from  uranyl  not  only  by  184 
ammonium  sulphide  in  presence  of  ammonium  chloride,  but 
also  by  ammonia.  Add  enough  ammonium  chloride  to  the 
solution,  heat  to  boiling,  supersaturate  with  ammonia,  continue 
boiling  till  the  odor  of  ammonia  is  but  slight,  filter  the  hot  fluid, 
and  wash  the  precipitate,  which  is  free  from  magnesium,  with 
hot  water  containing  ammonia  (H.  Rose).  It  is  always  well  to 
test  the  uranous  oxide  obtained  by  ignition  in  hydrogen  for 
magnesium  by  treating  with  dilute  hydrochloric  acid. 

Aluminium  is  best  separated  from  uranyl  by  mixing  the 
somewhat  acid  fluid  with  ammonium  carbonate  in  excess.  The 
uranyl  passes  completely  into  solution,  while  the  aluminium 
remains  absolutely  undissolved.  Filter,  evaporate,  add  hydro- 
chloric acid  to  resolution  of  the  precipitate  produced,  heat  till 
all  the  carbonic  acid  is  expelled,  and  precipitate  with  anmionia 
(§  114). 

Uranyl  is  best  separated  from  chromium  (W.  GiBBsf)  by 
adding  to  the  solution  soda  in  slight  excess,  heating  to  boiling 
and  adding  bromine  water,  when  the  chromium  is  rapidly 
converted  into  chromic  acid.  Filter  'the  solution  containing 
sodium  Chromate  from  the  precipitate  which  has  a  deep  orange- 
red  color  and  consists  of  a  compound  of  soda  and  uranic  oxide 
mixed  with  some  uranyl  Chromate.  "Wash  the  precipitate  with 
hot  water  containing  a  little  soda,  dissolve  it  in  hot  nitric  acid, 
boil  the  solution  a  few  minutes  to  drive  off  any  nitrous  acid,  and 
precipitate  the  chromic  acid  according  to  §  130,  I.,  a,  ß  with 
mercurous  nitrate  (according  to  Gross  at  a  boiling  heat).  The 
filtrate  now  contains  the  whole  of  the  uranium,  of  course  in 
presence  of  mercury. 

The  separation  of  uranyl  from  the  metals  of  the  fourth  126 
group  may  be  based  simply  on  the  fact  that  ammonium  carbonate 
prevents  the  precipitation  of  uranyl,  but  not  that  of  the  other 
metals   by   ammonium   sulphide.     Mix   the    solution    with   a 
mixture  of  ammonium  carbonate  and  ammonium  sulphide,  allow 


♦JZditwAr./.  anaXyi,  Chem,,  iv,  888.  f-^-.  ^oi,  810. 
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to  subside  in  a  closed  flask,  and  wash  the  precipitate  with  water 
containing  ammonium  carbonate  and  ammonium  sulphide. 

Remove  the  greater  part-  of  the  excess  of  ammonium  car- 
bonate from  the  filtrate  by  a  very  gentle  heat,  acidify  with 
hydrochloric  acid,  warm,  filter  off  the  separated  sulphur,  and 
throw  down  the  uranium  either  by  ammonium  sulphide  (see 
above.  Separation  of  Ura/nium  from  ths  Alkaliea)  or  by 
heating  with  nitric  acid  and  then  adding  ammonia  (H.  Bose,^ 
BEMELEf).  The  method  is  not  so  suitable  in  presence  of  nickel, 
as  a  little  of  this  metal  is  very  liable  to  pass  into  the  filtrate 
on  precipitation  with  ammonium  carbonate  and  ammonium 
sulphide. 

Ferric  iron  may  be  also  separated  from  uranyl  by  means  of 
an  excess  of  ammonium  carbonate.  The  small  quantity  of  iron 
which  passes  with  the  uranium  into  solution  will  fall  down  on 
allowing  the  solution  to  stand  for  several  hours,  or  it  may  be 
precipitated  with  ammonium  sulphide,  before  the  uranium  is 
thrown  down  (Pisani:]:). 

From  nickel^  cobalt^  manganese^  sinc^  and  magyieaimm 
the  uranyl  may  also  be  separated  by  barium  carbonate.  The 
fluid,  which  should  contain  a  little  free  acid,  is  mixed  with  the 
precipitant  in  excess,  and  allowed  to  stand  in  the  cold  for  24 
hours  with  frujULMii  «naking  (7C;. 

From  cobalt^  nickel^  and  zine^  uranyl  may  also  be  separated  126 
(GiBBS  and  Perkin8§)  by  taking  the  neutral  or  slightly  acid 
solutions  of  the  chlorides,  adding  sodium  acetate  in  excess  and 
a  few  drops  of  acetic  acid,  and  passing  a  rapid  current  of  hydro- 
gen sulphide  for  half  an  hour  through  the  boiling  fluid.  The 
uranium  remains  dissolved  while  the  other  metals  are  precipi- 
tated. I  should  advise  testing  the  filtrate  with  a  mixture  of 
ammonium  carbonate  and  ammonium  sulphide  to  see  if  any 
nickel,  cobalt,  or  zinc  remain  in  solution. 

*2SeiUchr.f.  oMlffU  Chem.,  i,  412.        %  Compt  rend.,  lii,  106. 

ti6.,  IV,  886.  %Ze%tschr,f.  analyt,  Chem.,  iii,  384. 
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Fiß,h  Choup. 

SILYEB — ^HEBCÜBY  (iN  MEB0UBOU8  AND  MEBOÜBIO  OOMPOUNDB) LKAI> 

— BISMUTH — OOPPEB CADMIUM. 

I.  Separation  of  the  Metals  of  the  Fifth  Gkoup  fbom  thoss 
OF  the  first  Four  Groups. 

§162. 

Iin>EX.    (The  numbers  refer  to  those  in  the  margin.) 

aUttr  from  the  metals  of  Groups  I.— lY.,  127,  128. 
Mercury  (in  m&rewvui  and  m&retuie  compound»)  from  tjie 

metais  of  Groups  I.— IV.,  127,  129. 
Lead  from  the  metals  of  Groups  I.— IV.,  127,  ISO. 

''  manganese,  142. 

BUmuth  from  the  metals  of  Groups  I.— IV..  127,  140. 

"  manganese,  142. 

Copper  from  the  metals  of  Groups  I.— IV.»  127,  181,  182, 

183,  184,  185. 
Copper  from  zinc,  186,  187. 
**         manganese,  .142. 
iron,  188. 
nickel,  189. 
Cadmium  from  the  metals  of  Groups  I.— IV.,  127. 
**  zinc,  105. 

"  manganese,  142. 

A.     General  Method. 

All  the  Metals  of  the  Fifth  Group  from  those  of 
THE  first  Four  Groups. 

Principle :  Hydrogen  Sulphide  precipitates  from  Acid 
Solutions  the  Metals  of  the  Fifth  Group^  hut  not  those  of  the 
f/rst  Four  Groups. 

The  following  points  require  especial  attention  in  the  execu- 
tion of  the  process : 

a.  To  eflfect  the  separation  of  the  metals  of  the  fifth  gronplST 
from  those  of  the  first  three  groups,  by  means  of  hydrogen 
sulphide,  it  is  necessary  simply  that  the  reaction  of  the  solution 
should  be  acid,  the  nature  of  the  acid  to  which  the  reaction  is 
due  being  of  no  consequence.  But,  to  eflEect  the  separation  of 
the  metals  of  the  fifth  group  from  those  of  the  fourth,  the 
presence  of  a  free  mineral  acid  is  indispensable ;  otherwise  zinc 
and,  under  certain  circumstances,  also  cobalt  and  nickel  may  be 
coprecipitated. 
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ß.  But  even  the  addition  of  hydrochloric  acid  to  the  fluid 
will  not  always  entirely  prevent  the  coprecipitation  of  the  zinc. 
RivoT  and  Bouquet  *  declare  a  complete  separation  of  copper 
from  zinc  by  means  of  hydrogen  sulphide  altogether  imprac- 
ticable. Calvert  f  states  that  he  has  arrived  at  the  same  con- 
clusion. On  the  other  hand,  Spiroatis  %  concurs  with  H.  Ross 
in  maintaining  that  the  complete  separation  of  copper  from 
zinc  may  be  effected  by  means  of  hydrogen  sulphide  in  presence 
of  a  sufficient  quantity  of  free  acid. 

In  this  conflict  of  opinions,  I  thought  it  necessary  to  subject 
this  method  once  more  to  a  searching  investigation.  I  there- 
fore had  R.  Grundmann  make  a  series  of  experiments  in  the 
matter  in  my  laboratory  with  a  view  to  settling  the  question. 5 

The  following  process  is  founded  on  the  results  which  we 
obtained : 

Add  to  the  copper  and  zmc  solution  a  large  amount  of 
hydrochloric  acid  (ö.j'.jto  0*4  grm.  oxide  of  copper  in  250  c.c.  of 
solution,  30  c.c.  hydrochloric  acid  of  1*1  sp.  gr.),  conduct  into 
the  fluid  at  about  70°  hydrogen  sulphide  largely  in  excess,  filter 
before  the  excess  of  hydrogen  sulphide  has  had  time  to  escape 
or  become  decomposed,  wash  with  hydrogen  sulphide  water, 
dry,  roast,  redissolve  in  nitrohydrochloric  acid,  evaporate  nearly 
to  dryness,  add  water  and  hydrochloric  acid  as  above,  and  pre- 
cipitate again  with  hydrogen  sulphide.  This  second  precipi- 
tate is  free  from  zinc ;  it  is  treated  as  directed  in  §  119,  3. 

If  CADMIUM  is  present,  it  is  well  to  have  less  acid  present, 
tf .  ^. ,  to  0 '  4  grm .  oxide  of  cadmium  in  2  50  c.  c.  of  solution  add  10 
C.C.  hydrochloric  acid  of  I'l  sp.  gr.  If  the  quantity  of  zinc  is 
considerable,  dissolve  the  first  precipitate  of  cadmium  sulphide 
in  hot  hydrochloric  acid,  evaporate  nearly  to  dryness,  add  10 
C.C.  hydrochloric  acid  and  about  250  c.c.  water,  and  precipitate 
again.     In  this  way  the  results  are  quite  satisfactory. 

X-  The  other  metals  of  the  fifth  group  comport  themselves 
in  this  respect  similarly  to  cadmium,  i.ö.,  they  are  not  com- 
pletely precipitated  by  hydrogen  sulphide  in  presence  of  too 
much  free  acid  in  a  concentrated  solution.  Lead  requires  the 
least  amount  of  free  acid  to  be  retained  in  solution ;  then  follow 
in  order  of  succession,  cadmium,  mercury,  bismuth,  copper,  sil- 
ver (M.  Martin  |).    A  portion  of  the  filtrate  should,  if  neces- 

♦  Annal.  d.  Ohmn,  u.  Pharm. ,  lxxx,  864.    f  Joum,f.  prakU  C  hem, ,  lxxt,  165. 
X  Ib.,  LVii,  184.  %  Ib.,  Lxxni,  241.  |  Ib.,  lxvii,  371. 
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sary,  be  tested  by  addition  of  a  large  quantity  of  hydrogen  buI- 
phide  to  see  if  the  precipitation  of  the  fifth  group  was  com* 
plete. 

d.  If  hydrochloric  acid  produces  no  precipitate  in  the 
solution,  it  is  preferred  as  acidifying  agent,  otherwise  sulphuric 
or  nitric  acid  must  be  used.  In  the  latter  case  the  fluid  must 
be  rather  largely  diluted.  Eliot  and  Stober  *  arrived  at  the 
same  conclusion  as  ourselves,  and  showed  that  the  cause  of 
CALVEBrr's  unfavorable  results  was  the  too  large  dilution  of  his 
solutions.  For,  to  prevent  the  precipitation  of  zinc  you  have 
not  merely  to  preserve  a  certain  proportion  between  the  zinc 
and  the  free  acid,  but  also  a  certain  degree  of  dilution. 
Although  I  agree  with  the  above-named  chemists  in  the  opinion 
that  it  is  possible  to  produce  a  condition  of  the  fluid,  under 
which  one  precipitation  will  effect  complete  separation,  still  it 
appears  to  me  better,  for  practical  purposes,  to  precipitate  twice, 
as  this  is  sure  to  lead  to  the  desii^ed  result. 

6.  A  somewhat  extended  experience  in  the  separation  of  cop- 
per from  NICKEL  (and  cobalt)  which  so  frequently  occurs  has 
led  me  to  the  opinion  that  a  double  precipitation  is  unnecessary. 
If  the  solution  which  is  to  be  treated  with  hydrogen  sulphide 
contains  enough  free  hydrochloric  acid  and  not  too  much  water, 
the  copper  falls  down  absolutely  free  from  nickel,  while,  on  the 
other  hand,  if  the  quantity  of  free  acid  is  not  too  large,  the  fil- 
trate will  be  quite  free  from  copper.  The  method  of  sepa- 
rating copper  from  zinc  given  in  ß  is  also  to  be  recommended 
in  this  case. 

C.  Cadmium  and  zino  may,  according  to  FoLLENiuSjf  also  be 
completely  separated  by  a  single  precipitation,  if  the  metals  are 
present  in  a  sulphuric  acid  solution  containing  25  or  30  per 
cent,  of  dilute  acid  of  1-19  sp.  gr.  Precipitate  with  hydrogen 
sulphide  at  70°.  Collect  the  precipitate  on  a  weighed  asbestos 
filter,  dry  in  a  current  of  heated  air,  ignite  gently  in  a  stream 
of  pure  hydrogen  sulphide  (to  eonveii;  small  quantities  of  cad- 
mium sulphate  into  sulphide),  remove  the  small  quantity  of 
separated  sulphur  by  gentle  ignition  in  a  current  of  air,  and 
weigh. 

*  On  the  Impurities  of  Commercial  Zinc,  etc.— Memoirs  of  the  American 
Academy  of  Arts  and  Sciences.    New  Series.    Vol.  8. 
f  ZeitKhr.  /.  analfft,  Chem,,  xiii,  Part  4. 
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B.  Special  MeihodB. 

Single  Metals  op  the  Fifth  Group  fbom  Single  ob 
Mixed  Metals  of  the  first  Four  Groups. 

1.  Silver  is  most  simply  and  completely  separated  from  the  128 
METALS  OF  THE  FIRST  FOUR  GROUPS  by  means  of  hydrochloric 
acid.  The  hydrochloric  acid  must  not  be  used  too  largely  in 
excess,  and  the  fluid  must  be  sufSciently  dilute ;  otherwise  a 
portion  of  the  silver  will  remain  in  solution.  Care  must  be 
taken  also  not  to  omit  the  addition  of  nitric  acid,  which  pro- 
motes the  separation  of  the  silver  chloride.     The  latter  should 

be  treated  according  to  §  115,  1,  a, 

2.  The  separation  of  mercury  from  the  metals  of  the  129 
FIRST  FOUR  GROUPS  may  be  effected  also  by  ignition,  which  will 
cause  the  volatilization  of  the  mercury  or  the  mercurial  com- 
pound, leaving  the  non-volatile  bodies  behind.     The  method  is 
applicable  in  many  cases  to  alloys,  in  others  to  oxides,  chlorides, 

or  sulphides.  If  the  mercury  is  estimated  only  from  the  loss, 
the  operation  is  conducted  in  a  crucible ;  otherwise  in  a  bulb- 
tube,  or  a  wide  glass  tube  with  porcelain  boat.  In  the  latter 
case  it  is  well  to  use  a  current  of  hydrogen  (compare  §  118, 
1,  a ;  also  Examination  of  Mercury  Ores  in  the  Special  Part). 
The  precipitation  of  mercury  as  mercurous  chloride  with 
phosphorous  acid,  according  to  §  118,  2,  is  also  well  adapted  for 
its  separation  from  metals  of  the  first  four  groups.  If  the  mer- 
cury is  already  present  as  a  mercurous  salt,  it  may  be  separated 
and  determined  in  a  simple  manner,  by  precipitation  with 
hydrochloric  acid  (§  117,  1). 

3.  From  those  basic  radicals  which  form  soluble  salts  130 
wfth  sulphuric  acid,  lead  may  be  readily  separated  by  that 
acid.     The  results  are  very  satisfactory,  if  the  rules  given  in 

§  116,  3  are  strictly  adhered  to. 

If  you  have  lead  in  presence  of  barium,  both  in  form  of 
sulphates,  digest  the  precipitate  with  a- solution  of  ordinary 
ammonium  sesquicarbonate,  without  application  of  heat.  This 
decomposes  the  lead  salt,  leaving  the  barium  salt  unaltered. 
Wash,  first  with  solution  of  ammonium  carbonate,  then  with 
water,  and  separate  finally  the  lead  carbonate  from  the  barium 
sulphate,  by  acetic  acid  or  dilute  nitric  acid  (H.  Kose*).     The 


^Journ.f,  prakt.  Chem.,  Lxvi,  166. 
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same  object  may  also  be  attained  bj  Buspending  the  washed 
insohible  salts  in  water  and  digesting  with  a  clear  concentrated 
solution  of  sodium  thiosulphate  at  15 — 20^  (not  higher).     The 
barium  sulphate  remains  undissolved,  the  lead  sulphate  dis- 
solves.    Determine  the  lead  in  the  filtrate  (after  §  116,  2)  as 
lead  sulphide  (J.  Lowe  *).     The  method  recommended  by 
RivoT,  Bbudant,  and  Dagüik  f  for  separating  lead  by  adding 
sodium  acetate  to  the  solution,  heating,  and  passing  in  chlo- 
rine gas,  requires  to  be  carried  out  with  great  caution,  ac- 
cording to  H.  RosB,j:  since  portions  of  other  metals,  even 
such  as  are  not  converted  into  higher  oxides — d.^.,  zinc — are 
very  likely  to  be  precipitated  with  the  lead. 

4.    CoPPKB  FBOM  ALL  MeTALS  OF  THÄ  FIRST  PoTTB  QrOUPS. 

a.  Free  the  solution  as  far  as  possible  from  hydrochloric  ISl 
and  nitric  acids  by  evaporation  with  sulphuric  acid.  Dilute  if 
necessary,  boil,  and  add  sodium  thiosulphate  §  as  long  as  a  black 
precipitate  continues  to  form.  As  soon  as  this  has  deposited, 
and  the  supernatant  fluid  contains  only  suspended  sulphur, 
the  whole  of  the  copper  is  precipitated.  The  precipitate  is 
cuprous  snlphide  (Cn,S),  and  may  be  readily  washed  without 
suffering  oxidation.  Convert  it  into  anhydrous  cuprous  sul- 
phide by  ignition  in  hydrogen  (§  119,  3).  The  other  metals 
are  in  the  filtrate  and  washings.  Evaporate  with  some  nitric 
acid,  filter,  and  determine  the  metals  in  the  filtrate.  |  Besnlts 
good.  The  method  requires  practice,  as  the  end  of  the  pre- 
cipitation of  the  copper  is  not  so  easy  to  hit  as  when  hydro- 
gen sulphide  is  employed. 

If  the  solution  contained  hydrochloric  or  nitric  acid,  and 
this  was  not  first  removed  before  the  addition  of  the  thiosul- 
phate, the  precipitant  would  be  required  in  much  larger  quan- 
tity ;  in  the  presence  of  hydrochloric  acid  because  the  cuprous 

^Jw/m,  /.  ffrakX,  Chem.,  lxxvii,  75.  \]b„  lxi,  186. 

X  Pogg,  Annal,  ox,  417. 

§  The  commercial  salt  is  often  not  sufficiently  pure,  in  which  case  some 
sodium  carbonate  must  be  added  to  its  solution  and  the  mixture  filtered. 

II  As  far  back  as  1842.  G.  Himlt  made  the  first  proposal  to  employ  sodium 
thiosulphate  for  the  precipitation  of  many  metals  as  sulphides  {Annal.  d  Chem. 
u.  Pharm. t  xliii,  150).  The  question,  after  long  neglect,  was  afterwards  taken 
up  again  by  Vom.  {Annal,  d,  Chem.  u.  Pharm.,  xcvi.  287),  and  Slatbb  {Chem. 
Gaz.y  1855,  800).  Flajolot,  however,  made  the  first  quantitative  experiment 
{Annal  des  Mines,  1853,  641:  Joum.  f.  praki.  Chem.,  LXi,  105).  The  resulta 
•     •     "  Sy  him  are  perfectly  satisfactory. 
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chloride  produced  is  only  decomposed  by  a  largo  excess  of 
thiosulphate,  in  the  presence  of  nitric  acid  because  the  thio- 
sulphate  does  not  begin  to  act  on  the  copper  salt  till  all  the 
nitric  acid  is  decomposed. 

h.  Precipitate  the  copper  as  cuprous  sulphocyanate  132 
according  to  §  119,  3,  J,  or  §  119,  4,  e;  the  other  metals 
remain  in  solution  (Rivor).  If  alkalies  were  present  and  it 
were  desired  to  determine  them  in  the  filtrate,  ammonium 
sulphocyanate  must  be  used  instead  of  the  potassium  salt 
usually  employed.  This  method  is  particularly  well  adapted 
for  the  separation  of  copper  from  zinc.  The  zinc  can  be 
precipitated  at  once  from  the  filtrate  by  sodium  carbonate. 
The  method  is  also  suitable  for  separating  copper  from  iron 
(H.  Kobe  *) ;  in  this  ease  it  is  unnecessary  that  ferric  salts  be 
completely  reduced  by  the  sulphurous  acid  added ;  the  sepa- 
ration may  be  effected,  even  if  the  solution  becomes  blood- 
red  on  the  addition  of  the  precipitant. 

c.  The  method  proposed  by  FLAjoLOT,t  and  which  has  133 
been  so  frequently  recommended,  consisting  in  precipitating 

the  copper  by  adding  a  solution  of  iodine  in  aqueous  sul- 
phurous acid,  after  removing  the  greater  part  of  the  free  acid 
present  and  adding  sulphurous  acid,  gives  inaccurate  results, 
according  to  H.  Kos£,j:  because  a  not  inconsiderable  quantity 
of  copper  remains  dissolved  in  the  sulphurous  liquid.  This 
difficulty  may  be  avoided  by  adding  to  the  hydrocliloric-acid 
solution,  containing  a  slight  excess  of  acid,  an  excess  of 
stannous  chloride,  ammonium  chloride,  and  potassium  iodide, 
until  this  last  just  predominates  (E.  Fleischer  §).  As,  how- 
ever, the  excess  of  stannous  chloride  in  the  filtrate  and  the 
stannic  chloride  formed  must  first  be  removed  before  the 
bases  of  groups  1  to  4  can  be  determined,  this  method  offers 
no  advantages. 

d.  If  the  solution  is  not  too  dilute,  the  bases  being  pros-  134 
ent  as  sulphates,   while  hydrochloric   and  nitric   acids  are 
absent,  the  copper  may  also  be  completely  precipitated  by 

♦  Pdgg.  Annal,,  ex,  424. 

t  AnjMl.  des  Mtnes,  1858,  641;  Joum.f.  prakt.  Chem.,  LXi,  106. 

t^9'  Annal,,  ex,  425. 

%Zeii9chr,f,  analyt  Chem,,  ix,  256. 
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means  of  an  alkali  hypopJiosphtte.  At  about  70**  copper 
hydride  is  precipitated,  and  this,  on  heating  to  a  still  higher 
temperature,  which  should  not,  however,  exceed  90°,  decom- 
poses into  copper  and  hydrogen.  The  precipitation  is  com- 
plete when  a  drop  of  the  liquid  is  no  longer  colored  brown 
by  hydrogen  sulphide.  Wash  the  spongy  copper  by  decan- 
tation,  dry,  an<l  ignite  in  a  current  of  hydrogen.  The  sepa- 
ration is  complete  (W.  Gibbs  and  R.  Chauvenet  *).  The 
method  is  adapted  particularly  for  separating  copper  from 
the  metals  of  group  4,  which  may  be  precipitated  from  the 
filtrate  by  ammonium  sulphide. 

e.  The  solution  should  be  free  from  hydrochloric  acid,  1S5 
and  should  contain  a  certain  quantity  of  free  nitric  acid  (20 
c.  c.  nitric  acid  of  1*2  sp.  gr.  to  200  c.  c.)  and  some  sul- 
phuric acid.  Throw  down  the  copper  by  a  galvanic  current, 
so  that  the  metal  may  be  firmly  de[X)8ited  on  a  platinum  ves- 
sel (preferably  a  platinum  cone),  which  forms  the  negative 
pole.     Take  care  that  the  current  is  strong  enougli,  and,  I 

without  interrupting  it,   remove  the  cone   from   the   fluid  i 

occasionally  to  see  when  the  copper  is  all  precipitated.  With  I 

proper  execution  the  separation  of  copper  from  all  metals  of 
groups  1—4  is  thorough.  All  metals  of  groups  1-4  remain  dis* 
solved,  except  manganese,  which  separates  as  dioxide  at  the 
positive  pole.  The  method  requires  practice  and  strict  atten- 
tion to  the  conditions  which  have  been  determined  by  a  long 
course  of  experiments.  It  is  particularly  suited  for  mining 
assays  and  manufacturers.  The  electrolytic  method  of  sepa- 
rating copper  was,  I  believe,  first  recommended  by  Gibbs, f 
and  afterwards  improved  by  Luckow.:]:  Lecoq  de  Boisbatt- 
DRAN,§  Ullgren,!  and  Merrick^  have  also  written  on  this 
subject.  Finally  the  method  was  very  accurately  and 
minutely  described  by  the  Mansfelder  Ober-Berg-  und  Hut- 
tendirection  at  Eisleben,**  who,  after  giving  a  prize  to 
LucKow's  method,  afterwards  adopted  it,  and  still  further 

*ZeiUchr.f.  analyt.  Cfiem,,  vii.  256.  \  Jb.,  iii,  384. 

I  Dingier  8  polyU  Journ, «  clxxyii,  296,  and  (in  detail)  ZeiUchr,  /.  anaiffi, 
CKem.,  VIII,  25. 

%Z6%UckT,  f.  analyt.  Ghsm.,  vii,  258,  and  ix,  102.  | Ib.,  7,  256. 

^American  Chemist,  ii,  136.  **Zettachr.  /.  analyt,  Chem.,  xi,  1 
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improved  it.     I  must  refer  the  reader  for  details  to  the  last 
mentioned  memoir  and  Luokow's  paper. 

5.  OoppEB  FROM  Zing. 

a.  BoBiBRRE  *  employed  the  following  method  with  satis-  136 
factory  results  in  the  analysis  of  many  alloys  of  zinc  and 
copper :  The  alloy  is  put  into  a  porcelain  boat  lying  in  a  por- 
celain tube,  and  heated  to  redness  for  three-quarters  of  an 
hour  at  the  most,  a  rapid  stream  of  hydrogen  gas  being  con* 
ducted  over  it  during  the  process.  The  zinc  volatilizes,  the 
copper  remains  behind.  If  the  alloy  contains  a  little  lead 
(uAder  2  to  3  per  cent.)  this  goes  off  entirely  with  the  zinc, 
and  is  partly  deposited  in  the  porcelain  tube  in  front  of  the 
boat ;  if  more  lead  is  present  part  only  is  volatilized,  the  rest 
remaining  with  the  copper  (M.  Burstyn  f). 

h.  A.   W.   Hofmann's  method  given  below  (169)  for  187 
separating  copper  from  cadmium  (boiling  the  precipitated 
sulphides  with  dilute  sulphuric  acid,  whereby  the  cadmium 
sulphide  is  dissolved  while  copper  sulphide  remains  behind), 
is  also   adapted   for   separating   copper   from  zinc  (G.  C. 

"WiTTSTEIN  X). 

6.  Copper  from  Iron. 

One  of  the  oldest  methods  of  separating  the  oxides  con-  138 
sists  in  precipitating  the  solution  with  ammonia  and  filtering 
off  the  precipitated  iron  hydroxide  from  the  ammoniacal 
copper  solution.  To  obtain  accurate  results  by  this  method, 
however,  the  precipitation  must  be  repeated  according  to  the 
quantity  of  copper  present,  two  or  even  three  times,  or  until 
the  filtrate  is  no  longer  blue,  otherwise  the  iron  hydroxide 
will  contain  copper. 

7.  Copper  from  Nickel. 

Evaporate  the  nitric-acid  solution,  if  it  be  such  a  one,  139 
with  hydrochloric  acid  to  dryness,  dissolve  the  chlorides  in 
water,  add  about  twice  as  much  pure  potassium  tartrate  as 
there  are  metals  present,  warm  slightly  to  facilitate  solution, 


•  Compt,  rend,,  xxxvi.  224;  Joum,f.  proM.  Chem.,  lviii,  880. 
^ZeiUehr,/,  analyi-  Chem.,  xi,  176. 

X  VierteffahreiBckr  /.  prakt.  Pharm.,  xvii,  461 ;  Zeitachr.  f  cmalyt  Chem.f 
vni,  202. 
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and  then  add  gradnally  alcoholic  solution  of  potassa  until  the 
hydrated  oxides  precipitated  redissolve.  After  cooling,  add  a 
solution  of  pure  grape  sugar,  and  boil  for  one  or  two  minutes. 
The  copper  is  precipitated  as  cuprous  oxide.  Make  certain 
that  precipitation  is  complete  by  adding  a  drop  of  grape- 
sugar  solution  to  the  clear  liquid,  then  filter,  and  determine 
the  copper  as  oxide,  either  by  ignition  (treating  with  nitric 
acid  and  reigniting),  or  as  cuprous  sulphide  (§  119,  3,  (?),  or 
volumetrically  (§  119,  4,  e).  Evaporate  the  liquid  contain- 
ing the  nickel  to  dryness,  ignite  the  residue,  remove  the 
potassium  carbonate  by  washing,  reignite,  dissolve  the  resi- 
due in  nitrohydrochloric  acid,  and  precipitate  the  nickel  with 
potassa  solution,  as  in  §  110,  1,  a  (Dbwildb*).  The  cu- 
prous oxide  must  be  rapidly  filtered  oS  and  washed,  otherwise 
a  part  will  redissolve.  The  method  is  inconvenient,  and  is 
by  no  means  more  accurate  than  the  separation  by  hydrogen 
sulphide. 

8.  BiSlfUTH    FROM    THE     MeTALS     OF     THE     FIBST   FOUB 

Groups,  with  the  Exception  of  Ferric  Iron. 

Precipitate  the  bismuth  according  to  §  120,  4,  as  bismuth  140 
oxychloride,  and  determine  it  as  metal ;  all  the  other  basic 
metals  remain  completely  in  solution.     Besults  very  satis- 
factory (II.  Rose  f). 

9.  Cadmium  from  Zinc. 

Prepare  a  hydrochloric-  or  nitric-acid  solution  of  the  two  141 
oxides  as  neutral  as  possible,  add  a  sufficient  quantity  of  tar- 
taric acid,  then  solution  of  potassa  or  soda,  until  the  reaction 
of  the  clear  fluid  is  distinctly  alkaline.  Dilute  now  with  a 
sufficient  quantity  of  water,  and  boil  for  1^-2  hours.  All 
the  cadmium  precipitates  as  hydroxide,  free  from  alkali  (to  be 
determined  as  directed  in  §  121),  whilst  the  whole  of  the  zinc 
remains  in  solution ;  the  latter  metal  is  determined  as  directed 
in  §  108,  1,  h  (Aubel  and  Eamdohr  X)'  The  test-analyses 
communicated  are  satisfactory.  As  the  separation  only  suc- 
ceeds when  the  substances  are  present  in  correct  proportions, 

*  Cham,  NetM.  1863,  vii,  49;  ZHUehr,  f.  analyt.  Chem.,  ii,  72. 

f  Pogg.  Annal.,  ex,  429.  |  Annal.  d.  CJiem.  u.  Pharm.,  cm,  88. 
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I  will  give  the  quantities  employed  by  Aubel  and  Eahdohr 
with  especially  good  effect.  About  1  grin,  oxide  of  zinc 
and  1  grm.  oxide  of  cadmium  were  dissolved  in  hydrochloric 
acid,  30  grm.  solution  of  tartaric  acid  (containing  0*23  grm. 
acid  in  1  grm.),  50  grm.  soda  solution  of  1*16  sp.  gr.,  and 
120  grm.  water  added,  and  the  whole  boiled  2  hours.  (The 
boiling  must  on  no  account  be  done  in  glass ;  a  platinum  or 
silver  dish  should  be  used.) 

10.  Lead,  Bismuth,  Cadmium,  and  Copper  from  Man- 
ganese. 

If  the  solution  contains  a  manganous  salt  and  one  of  the  14S 
other  bases,  precipitate  the  hot  solution  with  sodium  carbonate, 
wash  the  precipitate  first  by  decantation,  then  on  the  filter, 
with  boiling  water,  dry,  ignite  for  some  time,  weigh,  and  in 
a  portion  of  the  residue  estimate  the  manganese  volumetric- 
ally  (72).  If  sufficient  bismuth,  lead,  cadmium,  or  copper  is 
present,  the  residue  will  have  the  formula  Mn,0,  -{-  a? MO, 
or  MnO,  -j-  a?Bi,0,  (Krieger  *).  Never  neglect  testing  the 
filtrate  by  adding  ammonium  sulphide,  to  ascertain  whether 
the  metals  have  been  completely  precipitated  by  the  sodium 
carbonate.  When  precipitating  copper  by  alkali  carbonates, 
dilute  the  liquid  so  that  it  contains  about  1  grm.  per  litre, 
add  the  alkali  carbonate  in  very  slight  excess,  and  boil  the 
mixture  for  about  half  an  hour,  whereby  the  bluish-green 
basic  carbonate  becomes  dark,  granular,  and  more  easily 
washed  (W.  Gibbs  and  E.  R.  Taylor  f). 

II.  Separation    of    the    Metals    of  the   Fifth   Group 

FROM   EACH   OTHEB.it 

§163. 

Index.     (The  nambers  refer  to  those  in  the  margin.) 

SUver  from  copper.  148.  148,  150,  164,  165. 
cadmium,  148,  148,  150. 
bismuth,  148,  147.  150,  161. 
mercuricum,t  143,  148,  150.  158, 160. 
lead,  148.  146.  147.  150,  155.  164,  165. 

*Annal,  de  Ch&m.  u.  Pharm.,  Lxxxvii,  264. 
fZeitMhr.f.  analyt  Chem,,  vii,  258. 

JFor  the  sake  of  brevity  the  terms  **  mercuricum  "  and  "  mercnroBum  "  are 
used  to  designate  respectively  mercury  in  mercuric  and  mercurous  compounds. 
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M^reurieum*  fromsiWer,  148,  148, 150, 158,  IM. 
"  merearosiim,*  144. 

*'  leMl,  145,  146,  147. 150,  168,  160. 

biflmntli,  145,  147,  160.  161.  16& 
copper,  145,  140,  160.  168.  160. 
cMlmiaiD,  146,  150,  158. 
Mereuroium*  from  mercuricaiD.  144. 
-  copper,  144. 

'*  cadmium.  144. 

le«l.  144,  146. 
Compare  also  mercuricum  from  other  metals. 
Lead  from  silver,  148,  147,  150.  166,  164,  165. 

mercarieam,  14\  146.  147,  160,  158,  160. 
"         meroarosam.  144.  146. 

copper,  146.  147,  150,  152. 
bismutli,  146.  147,  158,  161,  162. 
cadmium,  146.  147,  150. 
Biimuth  from  silver,  143,  147,  150,  161. 

lead,  146,  147.  152,  161,  162. 
copper,  147,  150  151.  158,  161. 
*'  cadmium,  147.  150,  151,  152.  167. 

mercuricum.  146, 147. 150, 151,  15& 
Oopper  from  silver.  148,  148,  150,  164, 165. 
lead,  146,  147,  150.  152. 
bismuth.  147,  150,  151,  158.  161. 
merouricum,  145.  149.  150,  158.  160. 
"  mercurosum,  144. 

cadmium.  140,  150,  152,  154.  156,  159. 
Copper  in  cupric  from  copper  in  cuprous  compounds,  168,  165u 
Oadmium  from  silver.  148.  148,  150. 
lead.  146,  147.  150. 
bismuth,  147,  150,  151,  152.  157. 
copper,  149,  150,  162.  164,  156,  159. 
"         mercuricum,  145,  150,  158. 
"         merourosum,  144. 

1.  Methods  based  upon  tlie  Insolubility  of  certain  of  the 
Chlorides  in  Water  or  AlcofioL 

a.  Silver  from  Copper,  Cadmium,  Bismuth,  Mercuricum,  anb 
Lead. 

or.  To  separate  sUver  from  capper^  cadmium^  and  bismuth^  143 
add  to  the  nitric  acid  solution  containing  excess  of  nitric  acid, 
liydrochloric  acid  as  long  as  a  precipitate  forms,  and  separate 
the  precipitated  silver  chloride  from  the  solution  which  con- 
tains the  other  metals,  as  directed  §  115,  1,  a.     In  the  presence 

*  For  the  salte  of  brevity  the  terms  **  mercuricum  "  snd  "mercurosum  "  are 
used  to  designate  respectively  mercury  in  mercuric  and  mercurous  Compounds. 
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of  biBmuth,  after  pouring  off  the  snpemataut  fluid,  heat  again 
with  nitric  acid,  and  wash  with  dilute  nitric  acid  before  wash- 
ing with  water. 

ß.  If  you  wish  to  separate  mef^curicum  from  silver  by 
hydrochloric  acid,  special  precautions  must  be  taken,  as  a  solu- 
tion of  mercuric  nitrate  possesses  the  property  of  dissolving 
silver  chloride  (Wackenbodeb,  v.  Liebig,*  H.  DEBBAYf). 
Although  the  silver  chloride  in  solution  for  the  most  part 
separates  on  the  addition  of  enough  hydrochloric  acid  to  con- 
vert the  mercuric  nitrate  into  chloride,  or  on  addition  of 
sodium  acetate,  still  we  cannot  depend  upon  the  complete  pre- 
cipitation of  the  silver.  On  this  account,  mix  the  nitric  acid 
solution — which  must  not  contain  any  mercurous  salt,  and  is 
to  be  in  a  sufficiently  dilute  condition  and  acidified  with  nitric 
acid — with  hydrochloric  acid,  as  long  as  a  precipitate  forms. 
Allow  to  deposit,  filter  off  the  clear  fluid,  heat  the  precipitate 
— to  free  it  from  any  possibly  coprecipitated  basic  mercuric 
salts — with  a  little  nitric  acid,  add  water,  then  a  few  drops  of 
hydrochloric  acid,  and  fllter  off  the  silver  chloride.  In  the 
filtrate  determine  the  mercury  as  sulphide  (§  118,  3),  and 
finally  test  this  for  silver,  by  ignition  in  a. stream  of  hydrogen 
— any  silver  that  may  happen  to  be  present  will  remain  behind 
in  the  metallic  state. 

y.  In  the  separation  of  silver  from  lead,  the  precipitation 
is  advantageously  preceded  by  addition  of  sodium  acetate. 
The  fluid  must  be  hot  and  the  hydrochloric  acid  rather  dilute ; 
no  more  must  be  added  of  the  latter  than  is  just  necessary. 
In  this  manner,  the  separation  may  be  readily  effected,  since 
lead  chloride  dissolves  in  sodium  acetate  (Anthon).  The  sil- 
ver chloride  is  washed  with  hot  water.  The  lead  is  thrown 
down  from  the  filtrate  with  hydrogen  sulphide.  If  you  desire 
to  prevent  the  occasionally  injurious  influence  of  sodium  ace- 
tate, great  care  must  be  given  to  the  washing  of  the  silver 
chloride.  It  is  also  well  to  reduce  the  weighed  chloride  by 
gentle  ignition  in  a  current  of  hydrogen,  and  to  test  the  silver 
obtained  for  lead.  Regarding  the  estimation  of  very  small 
quantities  of  silver  in  lead,  compare  "  Analysis  of  Refined 
Lead  '  in  the  Special  Part. 

*Annal,  d.  Ohem.  u.  Pharm.,  lxxxi,  128. 

f  Ckmpi.  rend,,  lxx,  847 ;  Zeitschr.f.  analyU  Chem,,  xiii,  849. 
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S.  The  volumetric  method  (§  115, 5)  is  usally  resorted  to  in 
mints  to  determine  the  silver  in  cMoys.  In  presence  of  a  mer- 
cnric  salt,  sodium  acetate  is  mixed  with  the  fluid,  immediately 
before  the  addition  of  the  solution  of  chloride  of  sodium.  In 
the  East  India  mint  the  silver  is  separated  and  weighed  as 
chloride.* 

h,  Meboüsosüm  fbom  Mebcusioxtic,  Copper,  Cadmium,  akd 
Lead. 

Mix  the  very  dilute  cold  solution  with  hydrochloric  acid  14A 
as  long  as  a  precipitate  (mercurous  chloride)  forms ;  allow  this 
to  deposit,  filter  on  a  weighed  filter,  dry  at  100°,  and  weigh. 
The  filtrate  contains  the  other  metals.  If  you  have  to  analyze 
a  solid  body,  insoluble  in  water,  either  treat  directly,  in  the 
cold,  with  dilute  hydrochloric  acid,  or  dissolve  in  highly  dilute 
nitric  acid,  and  mix  the  solution  with  a  large  quantity  of  water 
before  proceeding  to  precipitate.  Care  must  always  be  taken 
that  the  mode  of  solution  is  such  as  not  to  convert  mercurous 
into  mercuric  compounds.  If  lead  is  present  the  washing  of 
the  mercurous  chloride  must  be  executed  with  special  care 
with  water  of  60 — 70®,  till  the  filtrate  ceases  to  be  colored  with 
hydrogen  sulphide.  As  an  additional  security,  it  is  well  to. 
test  at  last  whether  the  weighed  mercurous  chloride  leaves  no 
lead  sulphide  behind  on  cautious  ignition  with  sulphur  in  a 
stream  of  hydrogen. 

c.  Mercürosüm  and  Mercubicum  from  Copper,  Cadmium, 
AND  (but  less  well)  from  Bismuth  and  Lead. 

If  mercury  is  present  as  a  mercuric  compound,  or  partly  14S 
in  a  mercuric  and  partly  in  a  mercurous  compound,  it  is  pre- 
cipitated according  to  §  118,  2,  by  means  of  hydrochloric  acid 
and  phosphorous  acid  as  mercurous  chloride.  The  precipitate, 
particularly  when  bismuth  is  present,  is  first  washed  with  water 
containing  hydrochloric  acid,  then  with  pure  water,  till  the 
washings  are  no  longer  colored  with  hydrogen  sulphide  (H. 
RosEt).  In  the  presence  of  lead,  the  remarks  in  144  must 
be  attented  to. 


»  Chem.  Centralbl.,  1872,  202. 
\Pogg,  Annul.,  ex,  534. 
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d.  The  method  of  separating  lead  from  silver,  copper, 
and  biBmuth  by  highly  concentrating  the  nitric-add  solution, 
adding  hydrochloric  acid  and  alcohol,  and  washing  the  lead 
chloride  with  alcohol,  is  not  to  be  i*ecommended.  It  is  inferior 
to  146  in  accuracy. 

2.   Methods  hased  uptm   the   hufolubility  of  Lead 
Stdphate. 

Lead  from  all  other  Metals  of  the  Ftpih  Group. 

Mix  the  nitric  acid  solution  with  pure  sulphuric  acid  in  not  146 
too  slight  excess,  evaporate  until  the  sulphuric  acid  begins  to 
volatilize,  allow  the  fluid  to  cool,  add  water  (in  which,  if  there 
is  a  BufBcient  quantity  of  free  sulphuric  acid  present,  the  mer- 
curic and  bismuth  sulphates  dissolve  completely),  and  then 
filter  the  solution,  which  contains  the  other  metals,  without 
delay  from  the  undissolved  lead  sulphate.  If  it  is  feared  that 
the  residue  no  longer  contains  enough  free  sulphuric  acid,  add 
some  dilute  acid  to  it  before  adding  the  water.  Wash  the 
precipitate  with  water  containing  sulphuric  acid,  displace  the 
latter  with  alcohol,  dry,  and  weigh  (§  116,  3).  Precipitate 
the  other  metals  from  the  filtrate  by  hydrogen  sulphide.  If 
»Uver  is  present  in  any  notable  quantity,  this  method  cannot 
be  recommended,  as  the  silver  sulphate  is  not  soluble  enough. 
In  this  case  you  may  follow  Eliot  and  Storbr,^  viz.,  mix  the 
solution  with  ammonium  nitrate,  warm,  precipitate  the  greater 
portion  of  the  silver  with  ammonium  chloride,  evaporate  the 
filtrate,  remove  the  ammonium  salts  by  ignition,  and  in  the 
residue  separate  the  small  remainder  of  the  silver  from  the 
lead  with  sulphuric  acid  as  just  directed.  For  the  separation 
of  lead  from  bismuth,  on  the  above  principle,  H.  Eosb  t  gives 
the  following  process  as  the  best.  If  both  oxides  are  in  dilute 
nitric  acid  solution,  as  is  usually  the  case,  evaporate  to  small 
bulk,  and  add  enough  hydrochloric  acid  to  dissolve  all  the 
bisnmth ;  the  lead  separates  partially  as  chloride.  Should  a 
portion  of  the  clear  fluid  poured  off  become  turbid  on  the 
addition  of  a  drop  of  water,  you  must  add  some  more  hydro- 

*  Proceedings  of  the  American  Academy  of  Arts  and  Sciences,  Sept.  11, 
18Ö0,  p.  62  ;  Zeiischr,/.  analyt  Chem.,  i,  889. 
t  Pogff.  Annal.,  ex.  482. 
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chloric  add,  tili  no  permanent  turbidity  is  produced  unleflB 
several  drops  of  water  are  added.  The  turbid  fluids  should 
all  be  returned,  and  the  glasses  rinsed  with  alcohol.  Add 
now  dilute  sulphuric  acid,  allow  to  stand  some  time  with  stir- 
ring, add  alcohol  of  0'8  sp.  gr.,  stir  well,  allow  to  settle 
for  a  long  time,  filterj  wash  the  lead  sulphate  firBt  with  alco- 
hol mixed  with  a  small  quantity  of  hydrochloric  acid,  then 
with  pure  alcohol.  Determine  it  after  §  116,  3.  Mix  the 
filtrate  at  once  with  a  lai^  quantity  of  water,  and  proceed 
with  the  precipitated  basic  bismuth  chloride  according  to 
§  120,  4. 

3.  Methods  based  tipon  diferent  deporimetit  vnth 
Cycmide  of  Potassium  (Fresenius  and  Haidlen*). 

a.  Lead  and  Bismuth  fbom  all  otheb  Metals  of  the 
Fifth  Gkoup. 

Mix  the  dilvte  solution  with  sodium  carbonate  in  slight  147 
excess,  add  solution  of  potassium  cyanide  (free  from  sulphide), 
heat  gently  for  some  time,  filter  and  wash.  On  the  filter  you 
have  lead  and  bismuth  carbonates  (containing  alkali) ;  the  fil- 
trate contains  the  other  metals  as  cyanides  in  combination  with 
potassium  cyanide.  The  method  of  effecting  their  further 
separation  will  be  learnt  from  what  follows.  In  very  accurate 
analyses  bear  in  mind  that  the  filtrate  generally  contains  traces 
of  bismuth,  which  may  be  precipitated  by  ammonium  sulphide. 

J.  Silver  fbom  Meeoubioum,  Copper,  and  Cadmium. 

Add  to  the  solution,  which,  if  it  contains  much  free  acid,  148 
must  previously  be  nearly  neutralized  with  soda,  potassium 
cyanide  until  the  precipitate  which  forms  at  first  is  redissolved. 
The  solution  contains  the  cyanides  of  the  metals  in  combina- 
tion with  potassium  cyanide  as  soluble  double  salts.  Add 
dilute  nitric  acid  in  excess,  which  effects  the  decomposition  of 
the  double  cyanides ;  the  insoluble  silver  cyanide  precipitates 
permanently,  whilst  the  mercuric  cyanide  remains  in  solution, 
and  the  cyanides  of  copper  and  cadmium  redissolve  in  the 
excess  of  nitric  acid.  Treat  the  silver  cyanide  as  directed 
§  115,  3.  If  the  filtrate  contains  only  mercury  and  cadmium, 
precipitate  at  once  with  hydrogen  sulphide,  which  completely 

*Annal.  d,  Ohmn,  u.  Pharm,,  xun,  129. 
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throwB  down  tbe  sulphides  of  the  two  metals ;  but  if  it  con- 
tains copper,  you  must  first  heat  with  sulphuric  acid,  until  the 
odor  of  hydrocyanic  acid  is  no  longer  perceptible,  and  then 
precipitate  with  hydrogen  sulphide  (§  119,  3). 

c.  Copper  from  Mercuricum  and  Cadmium. 

Mix  the  solution,  as  in  J,  with  potassium  cyanide  until  the  149 
precipitate  which  is  first  thrown  down  redissolves ;  add  some 
more  potassium  cyanide,  then  hydrogen  sulphide  water  or 
ammonium  sulphide,  as  long  as  a  precipitate  forms.     The 
cadmium  and  mercury  sulphides  are  completely  thrown  down, 
whilst  the  copper  remains  in  solution,  as  sulphide  dissolved  in 
potassium  cyanide.    Allow  the  precipitate  to  subside,  decant    ' 
repeatedly,  treat  the  precipitate,  for  security,  once  more  with 
solution  of  potassium  cyanide,  heat  gently,  filter,  and  wash 
the  sulphides  of  the  metals.    To  determine  the  copper  in  the 
filtrate,  evaporate  the  latter,  with  addition  of  nitric  and  sul- 
puric  acids,  until  there  is  no  longer  any  odor  of  hydrocyanic.  ,  ... 
acid,  and  then  precipitate  with  hydrogen  sulphide  (§  119,  3). 

d.  All  the  Metals  of  t^e  Fifih  Group  from  each 
other. 

Mix  the  dilute  solution  with  sodium  carbonate,  then  with  150 
potassium  cyanide  in  excess,  digest  some  time  at  a  gentle  heat, 
and  filter.     On  the  filter  you  have  lead  carbonate  and  bismuth 
carbonate  (containing  alkali);  separate  the  two  metals  by  a 
suitable  method.     Add  to  the  filtrate  dilute  nitric  acid  in 
excess,  warm  gently  till  the  cuprous  sulphocyanate  first  pre-    . 
cipitated  with  the  silver  cyanide  has  redissolved,  and  filter    ,, 
off  the  undissolved  silver  salt,  which  is  to  be  determined  as    ., 
directed  §  115,  3.    Neutralize  the  filtrate  with  sodium  car- 
bonate, add  potassium  cyanide,  and  pass  hydrogen  sulphide  in 
excess.    Add  now  some  more  potassium  cyanide,  to  redissolve 
the  copper  sulphide  which  may  have  fallen  down,  and  filter 
the  fiuid,  which  contains  the  whole  of  the  copper,  from  the 
precipitated  sulphides  of  mercury  and  cadmium.     Determine 
the  copper  as  directed  in  <?,  and  separate  the  mercury  and  cad- 
mium as  in  145  or  158. 
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4.  Methods  hosed  an  the  Formation  and  8ep(»raU(m 
of  insoluble  Basic  Salts. 

a.  Bismuth  fbom  Copfsb,  Cadmium,  and  Mebcubicum  (also 
from  the  basic  radicals  of  the  first  four  groups,  with  the  excep- 
tion of  ferric  iron). 

Precipitate  the  bismuth  as  basic  chloride  according  to  §  120,  ISl 
4,  and  throw  down  the  copper,  <fec.,  in  the  filtrate  by  hydro- 
gen sulphide.     Results  thoroughly  satisfactory  (H.  Eose*). 

b.  Bismuth  fbom  Lead  and  Cadmium. 

Separate  the  bismuth  according  to  §  120,  1,  c,  as  basic  1S2 
nitrate,  and  precipitate  the  lead  and  cadmium  in  the  filtrate 
by  hydrogen  sulphide.     Results  very  satisfactory  (J.  LöwEf). 

0.  Bismuth  and  Coppeb  from  Lead  and  Cadmium. 

Separate  the  bismuth  after  §  120, 1,  c,  as  basic  nitrate,  then 
heat  the  dish  on  the  water-bath  till  the  normal  copper  nitrate 
is  completely  converted  into  bluish-green  basic  salt  and  no 
blue  solution  is  produced  on  addition  of  water.  Allow  to  cool, 
treat  with  an  aqueous  solution  of  ammonium  nitrate  (1  in  500), 
filter,  wash  with  the  same  solution,  and  separate  in  the  solution 
lead  from  cadmium;  in  the  residue  copper  from  bismuth. 
Results  very  satisfactory  (J.  Löwe,  loc.  dt). 

5.  Method  hased  upon  the  Precipitation  of  some  of 
the  Metals  by  Amrrwnia  or  AmmoniAmi  Carbonate. 

Copper  from  Bismuth. 

a.  Mix  the  (nitric  acid)  solution  with  ammonium  carbonate  15S 
in  excess,  and  warm  gently.  The  bismuth  separates  as  car- 
bonate, whilst  the  copper  carbonate  is  redissolved  by  the  excess 
of  ammonium  carbonate.  As  the  precipitate,  however,  gen- 
erally retains  a  little  copper,  it  is  necessary  to  redissolve  it, 
after  wasliing,  in  nitric  acid,  and  precipitate  again  with  ammo- 
nium carbonate ;  the  same  operation  must  be  repeated  a  third 
time  if  required.  Some  solution  of  ammonium  carbonate  may 
be  added  to  the  water  used  for  washing.  Apply  heat  to  the 
filtrate  that  the  ammonium  carbonate  may  volatilize,  acidify 
cautiously  with  hydrochloric  acid,  and  determine  the  copper 
as  cuprous  sulphide  (§  119,  3).     The  oxide  of  bismuth  thus 

*Pioffg.  Annal.,  ex,  480.  f  Journ,/.  prakt.  Chem,,  Lxxiv,  345. 
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obtained  is  quite  copper-f  ree,  but  a  little  bismuth  passes  into 
the  copper  solution,  hence  the  separation  does  not  give  such 
exact  results  as  that  in  114  (H.  Bose*). 

ß.  Add  some  ammoniuni  chloride  to  the  solution  and 
drop  the  latter  gradually  into  dilute  ammonia.  The  bismuth 
is  hereby  precipitated  as  bismuth  oxychloride,  while  the 
copper  remains  in  solution  as  an  ammoniacal  double  salt 
(Berzbliüs).  Wash  the  precipitated  bismuth  salt  with  dilute 
ammonia,  dissolve  it  in  dilute  nitric  acid,  and  determine 
according  to  §  120.  The  copper  is  determined  in  the  ammo- 
niacal solution.  In  this  method,  also,  it  is  advisable  to  pre- 
cipitate twice,  as  in  a. 

&.  GoppEB  FROM  Cadmium. 

Add  an  excess  of  ammonium  carbonate.  Cadmium  car-  154 
bonate  precipitates,  while  copper  remains  in  solution  with 
some  cadmium.  On  exposure  to  air,  now,  the  dissolved  cad- 
mium precipitates,  while  the  copper  still  remains  in  solution 
(Stromeyeb).  The  solution  is  to  be  treated  as  in  163. 
The  separation  is  more  convenient,  but  less  accurate  than  in 
149  or  159. 

c.  Lead  and  Silver  Chlorides  may  be  separated  by  155 
ammonia,  which  dissolves  the  latter,  but  not  the  former. 
Care  must  be  taken  that  the  silver  chloride  be  freshly  pre- 
cipitated vnth  exclusion  of  light.  From  the  ammoniacal  solu- 
tion precipitate  the  silver  by  nitric  acid.  It  is  necessary  to 
test  the  filtrate  from  the  silver  chloride  with  hydrogen 
sulphide  to  ascertain  whether  any  weighable  quantities  of 
silver  have  been  retained  in  solution  by  the  agency  of  the 
ammonium  salts. 

6.  Method  hosed  on  the  Precipitation  of  the  Copper 
as  Cvproue  Sulphocycmate. 

Copper  from  Cadmium  (and  the  metals  of  Groups  I.-IV. , 
comp.  132). 

Pecipitate  the  copper  according  to  §  119,  3,  (,  as  cuprous  156 
sulphocyanate  (Brvor),  and  the  cadmium  from  the  filtrate  as 

*i\W.  Annal.,  ex,  480. 
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ßulpliide.     Eesultö  good  (H.  Bobe).     Palladium  may  also  be 
separated  from  copper  in  this  way  (Wohlek  *), 

7.  Method  based  upon  the  different  deportment  of 
the  Chromates: 

Bismuth  from  Cadmium. 

Precipitate  the  bismuth  as  directed  §  120,  2.     The  filtrate  167 
contains  the  whole  of  the  cadmium.     Concentrate  by  evapora- 
tion, and  then  precipitate  the  cadmium  by  the  cautious  addi- 
tion of  sodmm  carbonate,  as  directed  §121,  1,  a  (J.  LöwE,t 
W.  Pearson  %),     The  results  given  are  satisfactory 

8.  Method  hosed  upon  the  different  depiMmetit  of 
the  Sulphides  with  Acids. 

a.  Mebcuricum  from  Silver,  Bismuth,  Copper,  Cadmium, 
AND  (but  less  well)  from  Lead. 

Boil  the  thoroughly  washed  precipitated  sulphides  with  158 
perfectly  pure  moderately  dilute  nitric  acid.  The  mercuric 
sulphide  is  left  undissolved,  the  other  sulphides  are  dissolved. 
No  chlorine  may  be  present,  and  it  is  necessary  that  the  mer- 
.  curie  sulphide  should  be  pure,  that  is,  free  from  finely  divided 
mercury,  which,  as  is  well  known,  is  precipitated  when  mer- 
curous  salts  are  treated  with  hydrogen  sulphide.  G.  v.  Rath  § 
employed  this  method,  which  is  so  universally  used  in  qualita- 
tive analysis,  with  perfect  success  for  the  separation  of  mer- 
cury from  bismuth. 

h.  Copper  from  Cadmium. 

Boil  the  well- washed  precipitate  of  the  sulphides  with  159 
dilute  sulphuric  acid  (1  part  concentrated  acid  and  5  pai-ts 
water),  and,  after  some  time,  filter  the  undissolved  copper  sul- 
phide, to  be  determined  according  to  §  119,  3,  from  the  solu 
tion  containing  the  whole  of  the  cadmium  (A.W.Hofmann  D 

9.  Methods  hased  upon  the  Volatility  of  some  of  iiio 
Metals^  Oxides^  Chlorides^  or  Sulphides  at  a  high  '2:^n- 
perature, 

a.  Mercury  from  Silver,  Lead,  Copper  (in  general  irom 
the  metals  forming  non-volatile  chlorides). 

*Annal.  d,  Chsm,  t*.  Pharm.,  cxl,  144  ;  Zeiiachr.f,  ancUyi   Ghem.^  v,  i08. 

t  Jcmr»./.  prakU  Chem,,  lvii,  469.  JPAfV.  Mag.,  xi  lOL 

§i\W-  Annal,  xcvi,  822. 

I  AnruU.  d,  Ch$m.  u.  Pharm,,  cxv,  286. 


§163.3 


BA8£S  OF  GROUP  V. 


696 


Precipitate  with  hydrogen  sulphide,  collect  the  precipi- 
tated sulphides  on  a  weighed  filter,  dry  at  100**,  weigh,  and 
mix  uniformly.     Introduce  an  aliquot  part  into  the  bulb  D 


160 


Fig.  116. 

(Fig.  11^),  pass  a  slow  stream  of  chlorine  gas,  and  apply  a 
gentle  heat  to  the  bulb,  increasing  this  gradually  to  faint 
redness.  The  excess  of  chlorine  escaping  from  E  during 
the  operation  may  be  conducted  into  a  flue  or  into  a  carboy 
containing  moist  slaked  lime  by  connecting  the  carboy  with 
G.  First  sulphur  chloride  distils  over,  which  decomposes 
with  the  water  in  E  and  F\  then  the  mercuric  chloride 
formed  volatilizes,  condensing  partly  in  E^  partly  in  the  hind 
part  of  0.  Cut  off  that  part  of  the  tube,  rinse  the  sublimate 
with  water  into  E^  and  mix  the  contents  of  the  latter  with 
the  water  in  F,  Mix  the  solution  with  excess  of  iammonia, 
warm  gently  till  no  more  nitrogen  is  evolved,  acidify  with 
hydrochloric  acid,  and  then  determine  in  the  fluid  filtered 
from  the  sulphur,  which  may  still  remain  undissolved,  the 
mercury  as  directed  in  §118,  3.  If  the  residue  consists  of 
silver  chloride  alone,  or  lead  chloride  alone,  you  may  weigh 
it  at  once ;  but  if  it  contains  several  metals,  you  must  reduce 
the  chlorides  by  ignition  in  a  stream  of  hydrogen,  and  dis- 
solve the  reduced  metals  in  nitric  acid,  for  their  ulterior 
separation.  Bear  in  mind  that,  in  presence  of  lead,  the  sul- 
phides and  the  chlorides  must  be  heated  genuy  in  the  chlo- 
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rine  and  hydrogen  reepectively,  otherwise  some  lead  chloride 
might  volatilize. 

If  it  is  intended  to  determine  the  mercury  by  the  difference 
instead  of  directly,  the  apparatus  may  be  greatly  simplified, 
but  in  this  case  great  care  must  be  exercised  in  drying  the 
sulphides  at  100^.  It  is  hence  advisable  to  use  the  method 
only  when  the  mercury  contains  a  very  small  quantity  of 
another  metal.  Weigh  the  dried  precipitate  every  half -hour 
and  consider  the  lowest  weight  as  the  correct  one.  Then 
ignite  an  aliquot  part  of  the  precipitate  in  a  current  of  hydro- 
gen in  a  crucible  provided  with  a  perforated  cover,  or  in  a 
tube  with  a  porcelain  boat.  The  method  is  applicable  when 
only  one  other  metal  is  present  besides  mercury.  Calculate 
from  the  residue  in  the  crucible  or  boat  how  much  the  entire 
precipitate,  dried  at  100*",  would  have  yielded ;  then  calcu- 
late the  result  into  sulphide — in  which  form  the  substance 
was  contained  in  the  dried  precipitate — and  from  the  differ- 
ence find  the  mercury  sulphide.  On  ignition  in  hydrogen, 
silver  sulphide  yields  metallic  silver  and  cupric  and  cuprous 
sulphides.  If  lead  is  present  the  latter  method  is  inappli- 
cable, because  lead  sulphide  too  readily  loses  weight  in  a  cur- 
rent of  hydrogen  (§  83,/). 

In  alloys  or  mixtures  of  oxides  the  mercury  may  usually 
be  determined  with  simplicity  from  the  loss  on  ignition  in  the 
air  or  in  hydrogen. 

b.   BiSlCUTH  FBOM  SiLVER,  LkAD,   AND   CoPPER. 

The  separation  is  effected  exactly  in  the  same  way  as  that  161 
of  mercury  from  the  same  metals  (160).  The  method  is  more 
especially  convenient  for  the  separation  of  the  metals  in 
alloys.  Oare  must  be  taken  not  to  heat  too  strongly,  as  other- 
wise lead  chloride  might  volatilize;  nor  to  discontinue  the 
application  of  heat  too  soon,  as  otherwise  bismuth  would 
remain  in  the  residue.  Aug.  Vooel  *  gives  360*  to  370®  as 
the  best  temperature.  Put  water  containing  hydrochloric 
acid  in  U- tubes,  which  serve  as  receivers  (Fig.  116),  and 
determine  the  bismuth  therein  according  to  §  120. 


*ZiiUehr.f.  analpt  Chem,,  xni,  61. 
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10.  PreeipitaUan  of  one  Metal  in  the  Metallio 
State  h/  another  or  the  lower  Oxide  of  another. 

a.  Lead  from  Bismuth. 

Precipitate  the  Bolntion  with  ammonium  carbonate  (§  116,  168 
1,  a  and  §  120,  1,  a)^  wash  the  precipitated  carbonates,  and 
dissolve  in  acetic  acid  in  a  flask ;  place  a  weighed  rod  of  pure 
lead  in  the  solution  and  nearly  fill  np  with  water,  so  that  the 
rod  may  be  entirely  covered  by  the  fluid ;  close  the  flask  and 
let  it  stand  for  about  12  hours,  with  occasional  sliaking. 
Wash  the  precipitated  bismuth  off  from  the  lead  rod,  collect 
on  a  filter,  wash,  and  dissolve  in  nitric  acid ;  evaporate  the 
solution  and  determine  the  bismuth  as  directed  in  §  120.  De- 
termine the  lead  in  the  filtrate  as  directed  in  §  116.  Dry  the 
leaden  rod  and  weigh ;  substract  the  loss  of  weight  which 
the  rod  has  suffered  in  the  process  from  the  amount  of  the 
lead  obtained  from  the  filtrate  (TJllgkbn*).  PATssAf 
recommends  precipitating  from  dilute  nitric  solution,  wash- 
ing the  precipitated  bismuth  first  with  water,  then  with 
alcohol,  transferring  to  a  small  filter,  drying  and  weighing. 
If  it  is  feared  that  the  finely  divided  bismuüi  has  undergone 
oxidation,  it  is  well  to  fuse  it  with  potassium  cyanide 
(§120,4). 

b.  GUFBOÜB  COPFEB  FROM  GüPRIO  OOPPEB. 

Cuprous  copper  may  be  accurately  determined  in  the  168 
presence  of  cupric  copper  by  means  of  a  solution  of  silver 
nitrate.  The  action  of  this  solution  on  cuprous  oxide  was 
first  studied  by  H.  Boss.j:  According  to  Hampe,§  who 
further  studied  the  subject  with  the  greatest  care,  the  action 
proceeds  as  follows,  sufficient  dilution  and  a  very  gentle  heat 
being  implied: 

3Cu,0  +  4AgN0,  +  a;H,0  =  (4CuO-N,0,  +  8H,0)  + 
2CuN0,  +  4Ag  +  (a?  -  8)H,0. 

Add  to  the  mixture  of  the  very  finely  divided  oxides  200 
times  its  weight  of  water  and  an  excess  of  perfectly  pure  and 

•  BBBEKLiim'  JahreAer.,  xxi,  148.        f  Zeitsehr,  /.  anoint,  Ohsm. ,  v,  226. 
I  J(mm.f.  prakt.  Chem.,  Lxxi,  412.    %  Z&iUehr,f.  analpi,  Chem.,  xm,  207. 
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neutral  silver  nitrate,  heat  to  40"*,  allow  to  stand  for  three 
days,  filter,  wash,  dissolve  in  nitric  acid,  and  determine  the 
silver  as  a  chloride.  Every  4  eq.  of  silver  found  represent 
6  eq.  of  cuprous  copper  present.  Now  determine  the  total 
copper  in  a  second  portion  of  the  substance,  and  thus  ascer- 
tain the  cupric  copper  by  the  difference. 

11.  Separatdon  of  Slher  by  CupMation, 
CuPELLATioN  was  formerly  the  universal  method  of  deter-  164 
mining  silver  in  alloys  with  coppeb,  lead,  etc.  The  alloy  is 
fused  with  a  sufficient  quantity  of  pure  lead  to  give  to  1  part 
of  silver  16  to  20  parts  of  lead,  and  the  fused  mass  is  heated, 
in  a  muffle,  in  a  small  cupel  made  of  compressed  bone-ash. 
Lead  and  copper  are  oxidized,  and  the  oxides  absorbed  by  the 
cupel,  the  silver  being  left  behind  in  a  state  of  purity.  One 
part  by  weight  of  the  cupel  absorbs  the  oxide  of  about  2  parts 
of  lead ;  the  quantity  of  the  sample  to  be  used  in  the  experi- 
ment may  be  estimated  accordingly.  This  method  is  only 
rarely  employed  in  laboratories ;  *  I  have  given  it  a  place 
here,  however,  because  it  is  one  of  the  safest  processes  to 
determine  very  small  quantities  of  silver  in  alloys,  f  Begard- 
the  details  of  the  method,  I  refer  to  the  Special  Part, 
"Determination  of  Silver  in  Galena." 

12.  Methods  depending  on  the  Volumetric  ^sttTna- 
tion  of  one  Metal, 
a.  Copper  of  Cuprous  Compounds  in  Presence  of  Cupric 

C0MP0UNDB.t 

Dissolve  the  substance,  if  necessary  in  a  current  of  car-  166 
bonic  acid,  in  hydrochloric  acid,  and  determine  the  cupric 
chloride  by  means  of  stannous  chloride  as  in  §  119,  4,  ^;  in 
a  second  portion  of  the  substance  determine  the  total  coppier 

*FoT  details  of  this  process  consult  Bodemann  and  KerVs  Assaying, 
translated  by  Goodyear  ;  or  Notes  on  Assaying,  by  P.  db  Rickbttb. 

f  Compare  Malagüti  and  Durochbr,  Comp,  rend.,  xxix,  689  ;  Dikglbb, 
cxv.  276.    Also  W.  Hampb,  Zeitsehr.  f.  analyt,  Ghem.,  xi,  221. 

I  The  method  of  Commaillb  (Comp,  rend»,  lvi,  309)  can  no  longer  be 
relied  upon,  since  Stab  ( Untersuchungen  über  die  Geseiee  der  chemischen  Propor» 
tionen,  von  J.  S.  Stab,  translated  by  Akonbtbin,  Leipzic.  1867,  p.  86)  has 
shown  that  the  finely  divided  silver  thrown  down  by  ammoniacal  solution  of 
cuprous  chloride  dissolves  largely  in  ammonia  with  access  of  air. 
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according  to  one  of  the  methods  given  in  §  119.  It  is  of 
course  evident,  from  the  statements  on  page  380,  that  cu- 
prous copper  may  be  determined  in  the  presence  of  cupric 
copper  by  means  of  ferric  chloride. 

i.  Silver  in  Presence  of  Lead  and  Copper. 

Small  quantities  of  silver  may  be  estimated  by  Pisani's 
method,  §  116,  II. 

Sixth  Group. 

GOLD — PLATINTJM — ^TIN — ANTIMONY — (ANTIMONIC    ACID) — ABSEN- 
0Ü8    ACID — ARSENIC    ACID. 

L  Separation  of  the  Metals  of  the  Sixth  Group  from 
THOSE  of  the  first  Five  Groups. 

§164. 

Index.     (The  numbers  refer  to  thoee  in  the  margin.) 

Odd  from  the  metals  of  Groups  III.— L,  166,  171. 
Group  IV.,  166,  169,  171. 
•«         silver,  169,  188. 
"         mercury,  169,  182. 

lead,  169,  194. 
"         copper,  169.  171. 
'<         bismuth,  169,  171,  194. 
'«         cadmium,  169,  171. 
Platinttm  from  the  metals  of  Groups  I.— III.,  166,  173. 

Group  IV.,  166,  170,  173. 
"  silver,  170,  188. 

mercury,  170,  173. 
lead,  170. 
"  copper,  170,  172. 

bismuth,  170,  172. 
«'  cadmium,  170,  172. 

Tin  from  the  metals  of  Groups  I.  and  II.,  166,  176,  181. 
"  •'  Group  III..  166, 175. 

zinc,  166,  168,  178,  175. 
"  manganese,  166,  168,  175. 

nickel  and  cobalt,  166,  168,  178,  175,  180. 
"  iron,  166,  168. 

silver,  167,  168,  178,  180. 
"  mercury,  167, 168.  173. 

"  lead.  167,  168,  178.  180. 

copper.  167.  168,  178,  175.  180. 
••  bUmuth.  167,  168. 

cadmium.  167,  168,  178,  175. 
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AnUm&n^  from  the  meUls  of  Groups  I.  and  II.,  166,  178. 

Group  III.,  166. 
»inc,  166.  168.  174. 
"         manganeB«.  166.  168. 

nickel  and  cobalt.  166,  168,  174,  170.  180. 
iron.  166.  168,  178. 
silver,  167.  168,  174,  180. 
mercury,  167,  168,  174,  176,  18«. 
lead,  167,  168.  174.  180,  191. 
copper,  167.  168,  174.  178,  180.  192. 
bismuth,  167, 168. 
cadmiam.  167, 168,  174. 
ArMnie  from  the  metals  of  Group  I.,  166^  178,  184.  186. 187. 

II.,  166.  177,  178.  184,  186,  187,  190. 
III..  166.  185.  186. 
sine,  166,  168,  177, 188,  184,  186. 187. 
manganese,  166.  168.  177.  188.  1&5,  186.  187. 
nickel  and  cobalt.  166.  168.  177,  179,  180.  188.  184.  186, 

186.  187. 
iron,  166,  168.  177.  178,  188,  186,  186. 
silver,  167,  168.177,  180,  186. 
mercury,  167,  168,  186.  189. 
iMkd,  167.  168.  177,  180,  188,  184.  186,  190. 
copper,  167,  168,  177,  178.  180,  188,  184,  185.  186,  192, 

198. 
bismuth,  167, 168.  177,  186. 
cadmium,  167.  168,  177,  184.  185,  186. 

A.   General  Methods. 

1.  Method  haeed  upon  the  Pre<}ipit(ition  of  Metals 
of  the  Sixth  Oroupfrom  Acid  Solution  by  Hydro- 
gen  Sulphide 
All  Metals  of  the  Sixth  Group  from 
FIRST  Four  Groups. 

Conduct  into  tlie  acid*  solution  liydrogen   sulpIMe  in 
excess,  and  filter  off  the  precipitated  sulphides  (correspipd 
ing  to  the  oxides  of  the  sixth  group) 

The  points  mentioned   127,  a,  ß,  and   y^  must  also   te 
attended  to  here.     As  regards  y^  antimony  and  tin  are  to  be\ 
inserted  between  cadmium  and   mercury,  in   the  order   -^ 
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metals  there  given.  With  respect  to  the  particular  conditions 
required  to  secure  the  proper  precipitation  of  certain  metals 
of  the  sixth  group,  I  refer  to  Section  IV.  I  have  to  remark 
in  addition : 

*  Hydrochloric  acid  answers  best  hh  acidifying  afeiit. 
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a.  That  hydrogen  sulphide  fails  to  separate  arsenic  acid 
from  zinc,  as,  even  in  presence  of  a  large  excess  of  acid, 
the  whole  or  at  least  a  portion  of  the  zinc  precipitates  with 
the  arsenic  (Wöhleb).  To  secure  the  separation  of  the  two 
bodies  in  a  solution,  the  arsenic  acid  must  first  be  converted 
into  arsenous  acid,  by  heating  with  sulphurous  add,  before 
the  hydrogen  sulphide  is  conducted  into  the  fluid. 

ß.  That  in  presence  of  antimony,  tartaric  acid  should  be 
added,  as  otherwise  the  sulphide  of  antimony  will  contain 
chloride ;  and  that  sulphide  of  antimony,  when  thrown  down 
from  a  boiling  solution  by  hydrogen  sulphide,  becomes  black 
after  a  time,  and  so  dense  that  it  is  deposited  like  sand, 
whereby  the  filtration  and  washing  are  much  facilitated  (S.  P. 

SCHÄFELEB  *). 

2.  Method  based  upon  the  Sdvhility  of  the  Sulphides 
of  the  Metals  of  the  Sixth  Chrovp  in  Sulphides  of  the 
Alkali  Metals. 

a.  The  Metals  of  Group  YI.  (with  the  exception  of  Gold 
and  Platinum)  fbom  those  of  Gboup  V. 

Precipitate  the  acid  solution  with  hydrogen  sulphide,  pay-  167 
ing  due  attention  to  the  directions  given  in  Section  IV.  under 
the  heads  of  the  several  metals,  and  also  to  the  remarks  in 
166.  The  precipitate  consists  of  the  sulphides  of  the  metak 
of  Groups  V.  and  VI.  Wash,  and  treat  at  once  with  yellow 
ammonium  sulphide  in  excess.  (It  is  usually  best  to  spread 
out  the  filter  in  a  porcelain  dish,  add  the  ammonium  sulphide, 
«over  with  a  large  watch-glass,  and  place  on  a  heated  water- 
bath,  unnecessary  exposure  to  air  should  be  avoided.)  Add 
«ome  water,  filter  off  the  clear  fiuid,  treat  the  residue  again 
with  ammonium  sulphide,  digest  a  short  time,  repeat  the  same 
operation,  if  necessary,  a  third  and  fourth  time,  filter,  and 
wash  the  residuary  sulphides  of  Group  V.  with  water  contain- 
ing ammonium  sulphide.  If  stannous  sulphide  is  present, 
iBome  fiowers  of  sulphur  must  be  added  to  the  ammonium  sul- 
phide, unless  the  latter  be  very  yellow.    In  presence  of  copper, 

»  BerieMs  der  deutachen  ehem.  Geeellech,,  1871,  279.   I  have  myself  confirmed 
Ihese  observations. 
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the  sulphide  of  which  is  a  little  sohible  in  ammonium  sulphide, 
sodiiim  sulphide  should  be  used  instead.  However,  this  sub- 
stitution can  be  made  only  in  the  absence  of  mercury,  since 
the  sulphide  of  that  metal  is  soluble  in  sodium  sulphide. 

Add  to  the  alkaline  filtrate,  gradually,  hydrochloric  acid  in 
small  portions,  until  the  acid  predominates ;  allow  to  subside, 
and  then  filter  oflf  the  sulphides  of  the  meitals  of  the  sixth 
group,  which  are  mixed  with  sulphur. 

SoHNBiDBB  *  states  that  he  was  unsuccessful  in  effecting 
complete  separation  of  bismuth  disulphide  and  stannic  sulphide 
by  digestion  with  potassium  sulphide,  but  did  succeed  by  con- 
ducting hydrogen  sulphide  into  the  potassium-hydroxide  solu- 
tion of  bismuthic  tartrate  and  stannous  oxide  (which  decom- 
pose into  bismuthous  oxide  and  stannic  oxide). 

If  a  solution  contains  much  arsenic  acid  in  presence  of 
small  quantities  of  copper,  bismuth,  &c.,  it  is  convenient  to 
precipitate  these  metals  (together  with  a  very  small  amount  of 
arsenous  sulphide)  by  a  brief  treatment  with  hydrogen  sul- 
phide. Filter,  extract  the  precipitate  with  ammonium  sulphide 
(or  potassium  sulphide),  acidify  the  solution  obtained,  mix  it 
with  the  former  filtrate  containing  the  principal  quantity  of 
the  arsenic,  and  proceed  to  treat  further  with  hydrogen  sul- 
phide (§  127,  4,  J). 

ft.  The  Metals  of  Group  VI.  (with  the  exception  of  Gold 
and  Platinum)  feom  those  of  Groups  IV.  and  V. 

a.  Neutralize  the  solution  with  ammonia,  add  ammonium  168 
chloride,  if  necessary,  and  then  yellow  ammonium  sulphide  in 
excess ;  digest  in  a  closed  flask,  for  some  time  at  a  moderate 
heat,  and  then  proceed  as  in  167.  Repeated  digestion  with 
fresh  quantities  of  ammonium  sulphide  is  indispensable.  On 
the  filter,  you  have  the  sulphides  of  the  metals  of  Groups  IV 
and  V.  Wash  with  water  containing  ammonium  sulphide. 
In  presence  of  nickel,  this  method  offers  peculiar  difficul- 
ties ;  traces  of  mercuric  sulphide,  too,  are  liable  to  pass  into 
the  filtrate.  In  presence  of  copper  (and  absence  of  mer- 
cury), soda  and  sodium  sulphide  are  substituted  for  ammonia 
and  ammonium  sulphide. f 

♦  Annal.  cU  Ohem,  u.  Pharm,,  ci.  64. 

t  The  accuracy  of  this  method  has  been  called  in  question  by  Bloxam  (Qtiart  \ 
Journ.  Ghem,  Soc.,  v,  119).     That  chemist  found  that  ammonium  sulphide  fails 
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ß.  In  the  analjBis  of  solid  compounds  (oxides  or  salts),  it 
is  in  most  cases  preferable  to  fuse  Üie  substance  with  3  parts 
of  dry  sodium  carbonate  and  3  of  sulphur,  in  a  covered  porce- 
lain crucible.  Whea  the  contents  are  completely  fused,  and 
the  excess  of  sulphur  is  volatilized,  the  mass  is  allowed  to  cool, 
and  then  treated  with  water,  which  dissolves  the  sidphosalts 
of  the  metals  of  the  sixth  group,  leaving  the  sulphides  of 
Groups  lY.  and  Y.  undissolved.  By  this  means,  even  ignited 
stannic  oxide  may  be  readily  tested  for  iron,  &c.,  and  the 
amount  of  the  admixture  determined  (H.  Bose).  The  solu- 
tion of  the  sulphosalts  is  treated  as  in  167.  In  the  presence 
of  copper,  traces  of  the  sulphide  may  be  dissolved  with  the 
sulphides  of  Oroup  YI.  Occasionally  a  little  ferrous  sulphide 
dissolves,  coloring  the  solution  green.  In  that  case  add  some 
ammonium  chloride,  and  digest  till  the  solution  has  turned 
yellow.  Instead  of  the  mixture  of  sodium  carbonate  and  sul- 
phur you  may  also  use  already  prepared  hepwr  stdphuru,  or, 
as  Fböhdb''^  says,  you  may  fuse  tiie  substance  with  4  or  5  parts 
of  sodium  thiosulphate. 

B.  Special  Methods  J 
1.  Methods  based  tipon  the  Insolubility  of  some 
Metals  of  the  Sixth  Grovp  in  Acids. 

a.  Gold  fbom  Metals  of  Groups  IY.  and  Y.  in  Alloys. 

a.  Boil  the  alloy  with  pure  nitric  acid  (not  too  concen-  169 
trated),  or,  according  to  circumstances,  with  hydrochloric  acid. 
The  other  metals  dissolve,  the  gold  is  left.  The  alloy  must 
be  reduced  to  filings,  or  rolled  out  into  a  thin  sheet.  If  the 
alloy  were  treated  with  concentrated  nitric  acid,  and  at  a  tem- 
perature below  boiling,  a  little  gold  might  dissolve  in  conse- 
quence of  the  co-operation  of  nitrous  acid.  In  the  presence 
of  silver  and  lead,  this  method  is  only  applicable  when  they 

to  separate  small  quantities  of  stannic  sulphide  from  large  quantities  of  mercuric 
sulphide  or  cadmium  sulphide  (1  :  100);  and  that  more  especially  the  separation 
of  copper  from  tin  and  antimony  (also  from  arsenic)  by  this  method  is  a  failure, 
as  nearly  the  whole  of  the  tin  remains  with  the  copper.  The  latter  statement  I 
cannot  confirm,  for  Mr.  Lucius,  in  my  laboratory,  has  succeeded  in  separating 
copper  from  tin  by  means  of  yellowish  sodium  sulphide  completely;  but  it  is 
indispensable  to  digest  three  or  four  times  with  suffloiently  large  quantities  of 
the  solvent,  as  stated  in  the  text. 
*Z$iUchr.f,  analyt.  Chsm.,  y,  406. 
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amount  to  more  than  80  per  cent.,  since  otherwise  they  are 
not  completely  dissolved.  Alloys  of  silver  and  gold  contain- 
ing less  than  80  per  cent,  of  silver  are  therefore  fused  with  3 
parts  of  lead,  before  they  are  treated  with  nitric  acid.  The 
residuary  gold  is  weighed ;  but  its  purity  must  be  ascertained, 
by  dissolving  in  cold  dilute  nitrohydrochloric  add,  not  in  con- 
centrated hot  acid,  as  silver  chloride  also  is  soluble  in  the  latter. 
In  the  presence  of  silver,  a  small  quantity  of  its  chloride  is 
usually  obtained  here.  If  it  can  be  weighed,  it  should  be 
reduced  and  deducted. 

At  the  Mint  Conference  held  at  Vienna  in  1857,  the  fol- 
lowing process  was  agreed  upon  for  the  mints  in  the  several 
states  of  Grermany.  Add  to  1  part  of  gold,  supposed  to  be 
present,  3J  parts  of  pure  silver ;  wrap  both  the  alloy  and  the 
silver  in  a  paper  together,  and  introduce  into  a  cupel  in  which 
the  requisite  amount  of  lead  is  just  fusing.*  After  the  lead 
has  been  ab8orbed,t  the  button  is  flattened  by  hammering  or 
rolling,  then  ignited  and  rolled.  The  rolls  are  treated  first 
with  nitric  acid  of  1*2  sp.  gr.,  afterwards  with  nitric  acid  of 
1*3  sp.  gr.,  rinsed,  ignited,  and  weighed.:]:  Even  after  boiling 
again  with  nitric  acid  of  1*3  sj).  gr.,  they  retain  0-76  to  0*001 
of  silver  which  will  remain  as  chloride  if  the  rolls  are  treated 
with  cold  dilute  aqua  regia  (H.  Rössleb,  loc.  cü.). 

ß.  Heat  the  alloy  (previously  filed  or  rolled)  in  a  capacious 
platinum  dish  with  a 'mixture  of  2  parts  pure  concentrated 
sulphuric  acid  and  1  part  water,  until  the  evolution  of  gas  has 
ceased  and  the  sulphuric  acid  begins  to  volatilize ;  or  fuse  the 
alloy  with  potassium  disulphate  (H.  Bose).  Separate  the  gold 
from  the  sulphates  of  the  other  metals,  by  treating  the  mass 
with  water  which  should  finally  be  boiling.  It  is  advisable  to 
repeat  the  operation  with  the  separated  gold,  and  ultimately 

*  If  the  weighed  sample,  say  0'2($  grm.,  contains  98-025(  gold,  8  grm.  of  lead 
are  required;  if  92-87-5,  4  grm.;  if  87-5-75,  5  grm.;  if  75-60,  6  grm.;  if  «0-85, 
7  grm. ;  if  less  than  85,  8  grm. 

t  A  small  quantity  of  gold— from  one  to  three  thousandths — is  always  lost 
in  cupellation.  The  loss  increases  with  the  amount  of  lead,  and  is  also  depend- 
ent on  the  proportion  of  silver  to  gold.  The  more  silver  present  the  less  is  the 
loss  of  gold.  In  large  buttons  the  loss  is  less  than  in  small  ones  (H.  Röbsler, 
IHng,  polyU  Joum,,  ccvi,  185;  Zeitickr,  f.  analyt,  Chem.,  xiu,  87). 

t  Kunst-  und  Oewerbeblatt  f,  Baiem,  1857,  151;  Chem,  CentrMl,,  1857,  807; 
Polfft.  Centralbl,  1857,  1151,  1471,  1689. 
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test  the  purity  of  the  latter.    In  presence  of  lead  this  method 
is  not  good. 

y.  The  methods  given  in  a  and  ß  may  be  united,  i.6.j  the 
cupelled  and  thinly-rolled  metal  may  be  first  warmed  with 
nitric  acid  of  1*2  sp.  gr.,  then  thoroughly  washed,  the  gold 
boiled  5  minutes  with  concentrated  sulphuric  acid,  washed 
again,  and  ignited  (Mascazzini,  Bugatti). 

b.  Platinum  feom  Metals  of   Gkoups  IV.   and  V.  m 
Allots. 

The  separation  is  effected  by  heating  the  alloy  in  filings  170 
or  foil  with  pure  concentrated  sulphuric  acid,  with  addition  of 
a  little  water,  or  by  fusing  with  potassium  disulphate  (169,  ß); 
but  not  with  nitric  acid,  as  platinum  in  alloys  will,  under  cer- 
tain circumstances,  dissolve  in  that  acid. 

2.  Method  based  vpon  the  Separation  of  Gold  in 
the  metallic  state. 

Gold  fbom  all  Metals  of  Groups  I. — V.,  with  the  excep- 
tion of  Lead,  Mercury,  and  Silver. 

Precipitate  the  hydrochloric  acid  solution  with  oxalic  acid  171 
as  directed  §  123  &,  y^  or  with  ferrous  sulphate,  §  123,  6,  a, 
and  filter  off  the  gold  when  it  has  completely  separated.  Take 
care  to  add  a  suflScient  quantity  of  hydrochloric  acid  after  the 
reduction  to  insure  solution  of  any  oxalates.  In  the  presence 
of  copper  the  addition  of  hydrochloric  acid  does  not  suffice, 
since  the  coprecipitated  cupric  oxalate  will  dissolve  with  diffi- 
culty in  this  acid.  E.  Purgotti*  recommends  in  this  case, 
after  precipitation,  adding  potash  cautiously  to  the  boiling  hot 
fluid  till  it  is  neutral,  and  then  if  necessary  some  normal 
potassium  oxalate.  Double  oxalate  of  copper  and  potash  will 
be  fonned  which  dissolves  with  a  blue  color.  The  gold  after 
washing  will  now  be  pure. 

3.  Method  based  upon  the  Precipitation  of  Plon 
tinum  as  Potassium  Platin? c,  or  Ammonium  Platinic 
Chloride. 

Platinum  from  the  Metals  of  Groups  IV.  and  V., 
with  the  exception  of  Mercury  in  Mercurous  Compounds, 
Lead,  and  Silver. 

Precipitate   the   platinum    with    potassium    chloride   or  172 

♦  Zeiisehr.  f.  analyi,  Chem.,  ix,  128. 
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aimnonium  chloride  as  directed  §  124,  and  wash  the  precipi- 
tate thoroughly  with  alcohol.  The  platinum  prepared  from 
the  precipitated  ammonium  or  potassium  salt  is  to  be  tqßted 
after  being  weighed,  to  see  whether  it  yields  any  metal 
(especially  iron)  to  fusing  potassium  disulphate. 

4.  Methods  hosed  upon  the  Separation  of  Oxides 
insohMe  in  Nitrio  Acid. 

a.  Tin  from  Metals  of  Groups  IV.  and  V.  (not  from 
Bismuth,  Iron,  or  Manganese*)  in  Alloys. 

Treat  the  finely  divided  alloy,  or  the  metallic  powder  17S 
obtained  by  reducing  the  oxides  in  a  stream  of  hydrogen  with 
nitric  acid,  aa  directed  §  126,  1,  a.  The  filtrate  contains  the 
other  metals  as  nitrates.  As  stannic  oxide  is  liable  to  retain 
traces  of  copper  and  lead  and  iron,  you  must,  in  an  accurate 
analysis,  test  an  aliquot  part  of  it  for  these  bodies,  and  determine 
their  amount  as  directed  168,  ß. 

Brunner  recommends  the  following  course  of  proceeding, 
by  which  tlie  presence  of  copper  in  the  tin  may  be  effectually 
guarded  against.  Dissolve  the  alloy  in  a  mixture  of  1  part  of 
nitric  acid,  4  parts  of  hydrochloric  acid,  and  5  parts  of  water ; 
dilute  the  solution  largely  with  water,  and  heat  gently.  Add 
crystals  of  sodium  carbonate  until  a  distinct  precipitate  has 
fonned,  and  boil.  (In  presence  of  copper,  the  precipitate 
must,  in  this  operation,  change  from  its  original  bluish-green 
to  a  brown  or  black  tint.)  When  the  fiuid  has  been  in  ebulli- 
tion some  10  or  15  minutes,  allow  it  to  cool,  and  then  add 
nitric  acid,  drop  by  drop,  until  the  reaction  is  distinctly  acid ; 
digest  the  precipitate  for  several  hours,  when  it  should  have 
acquired  a  pure  white  color.  The  stannic  oxide  thus  obtained 
is  free  from  copper ;  but  it  may  contain  some  iron,  which  can 
be  removed  as  directed  in  168,  ß. 

Before  the  stannic  oxide  can  be  considered  pure,  it  must 
be  tested  also  for  silicic  acid,  as  it  frequently  contains  traces  of 
this  substance.    To  this  end,  an  aliquot  part  is  fused  in  plati- 


*  If  the  alloy  of  tin  contains  bismuth  or  manganese,  there  remains  with  the 
stannic  oxide»  bismuth  triozide  or  manganese  sesquioxide,  which  cannot  be 
extracted  by  nitric  acid ;  if  it  contains  iron,  on  the  contrary,  some  stannic  oxide 
always  dissolves  with  the  iron,  and  cannot  be  separated  even  by  repeated  evapo- 
ration (H.  RoBB,  Fogg.  Annal.,  cxii,  169,  170,  172) 
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num  with  3 — 4  parts  of  sodium  and  potassium  carbonate,  the 
fused  mass  boiled  with  water,  and  the  sohition  filtered ;  hydro- 
chloric acid  is  then  added  to  the  filtrate,  and,  should  silicic  acid 
separate,  the  fluid  is  filtered  oflf  from  this  substance.  The  tin 
is  then  precipitated  by  hydrogen  sulphide,  and  the  silicic  acid 
still  remaining  in  the  filtrate  is  determined  in  the  usual  way 
(§  140).  If  hydrochloric  acid  has  produced  a  precipitate  of 
silicic  acid,  the  last  filtration  is  effected  on  the  same  filter 
(Khittel*). 

J.  Antimony  fbom  the  Metals  of  Groups  IV.  and  V.  in 
Alloys  (not  from  Bismuth,  Iron  and  Manganese). 

Proceed  as  in  178,  filter  off  the  precipitate,  and  convert  it  174 
by  ignition  into  antimony  tetroxide  according  to  §  125,  2. 
Besultd  only  approximate,  as  a  little  antimony  dissolves. 
Alloys  of  antimony  and  lead,  containing  the  former  metal  in 
excess,  should  be  previously  fused  with  a  weighed  quantity  of 
pure  lead  (VABEENTBAPpf). 

5.  Methods  based  on  the  Precipitation  of  Tin  in 
Stannic  Salts  hy  Normal  Sails  (e.g.,  Sodium  Sulphate) 
or  hy  Sulphuric  Acid. 

Tin  from  the  Metals  of  Groups  I.,  IL,  III, ;  also  from 
Manganese,  Zinc,  Nickel  and  Cobalt,  Copper,  Cadmium 
(Gold). 

Precipitate  the  hydrochloric  acid  solution,  which  must  176 
contain  the  tin  entirely  as  stannic  chloride,  according  to  §  126, 
1,  J,  by  ammonium  nitrate  or  sodium  sulphate  (Löwenthal), 
or  by  sulphuric  acid,  which,  H.  Rose  says,  answers  equally 
well.  Alloys  are  always  treated  as  follows :  First,  oxidize  by 
digestion  with  nitric  acid ;  when  no  more  action  takes  place, 
evaporate  the  greater  portion  of  the  nitric  acid  in  a  porcelain 
dish,  moisten  the  mass  with  strong  hydrochloric  acid,  and  after 
half  an  hour  add  water,  in  which  the  metastannic  chloride  and 
the  other  chlorides  dissolve.  Alloys  of  tin  and  gold  are  dis- 
solved in  aqua  regia,  the  excess  of  acid  evaporated,  and  the 
solution  diluted  with  much  water,  before  precipitating  with 
sulphuric  acid. 

It  must  be  remembered  that  in  this  process  any  phosphoric 


^Ch&m.  C&ntralbl,,  1857,  929.        j  Dingier' s  poly t,  Joum.,  CLVni,  816. 
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acid  that  may  be  present  is  precipitated  entirely  or  partially 
with  the  tin.  After  the  precipitate  has  been  well  washed  by 
decantation,  Löwenthal  recommends  to  boil  with  a  mixture 
of  1  part  nitric  acid  (sp.  gr.  1*2)  and  9  parts  water,  then  to 
transfer  to  the  filter,  and  wash  thoroughly.  Results  very 
satisfactory.  If  the  fluid  contains  a  ferric  salt,  a  portion  of 
the  iron  always  falls  down  with  the  tin.  Hence  the  stannic 
oxide  must  be  tested  for  iron  according  to  168,  ßy  which,  if 
present,  must  be  determined  and  deducted. 

6.  Metlwd  hosed  aii  the  hiwlvbiUty  of  Mercuric 
Sulphide  in  Hydrochloric  Acid, 

Mercury  from  Antimony. 

Digest  the  precipitated  sulphides  with  moderately  strong  178 
hydrochloric  acid  in  a  distilling  apparatus.  The  sulphide  of 
antimony  dissolves,  while  the  mercuric  sulphide  remains 
behind.  Expel  all  the  hydrogen  sulphide,  then  add  tartaric 
acid,  dilute,  filter,  mix  the  filtrate  with  the  distillate  which 
contains  a  little  antimony,  and  precipitate  with  hydrogen 
sulphide.  The  mercuric  sulphide  may  be  weighed  as  such  (Fb. 
Field*). 

7.  Methods  hosed  upon  the  Conversion  of  Arsenic 
and  Antiinony  into  Alkoli  Arsenate  and  Antimonate, 

a.  Arsenic  from  the  Metals  of  Groups  II.,  IV.,  and  V. 

If  you  have  to  do  with  areenites  or  arsenates,  fuse  with  3  177 
parts  of  sodium  and  potassium  carbonates  and  1  part  of  potas- 
sium nitrate ;  if  an  alloy  has  to  be  analyzed  it  is  fused  with  3 
parts  of  sodium  carbonate  and  3  parts  of  potassium  nitrate. 
In  either  case  the  residue  is  boiled  with  water,  and  the  solution, 
which  contains  the  arsenates  of  the  alkalies,  filtered  from  the 
undissolved  oxides  or  carbonates.  The  arsenic  acid  is  deter- 
mined in  the  filtrate  as  directed  §  127,  2.  If  the  quantity  of 
arsenic  is  only  small,  a  platinum  cnicible  may  be  used,  other- 
wise a  porcelain  crucible  must  be  used,  as  platinum  would  be 
seriously  injured.  In  the  latter  case,  bear  in  mind  that  the 
fused  mass  is  contaminated  with  silicic  acid  and  alumina.  If 
the  alloy  contains  much  arsenic  a  small  quantity  may  be  readily 
lost  by  volatilization,  even  though  the  operation  be  cautiously 

♦  Quart.  Jaum.  Chem.  8oe,,  xii,  82. 
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condui^ted.  In  such  a  case,  therefore,  it  is  better  first  to  oxidize 
with  nitric  acid,  then'  to  evaporate,  and  to  fuse  the  i-esidue  as 
above  directed  with  sodium  carbonate  and  potassium  nitrate. 

b.  Absenic    and    Antimony    fbom    Copper  and    Ikon, 
especially  in  ores  containing  sulphur. 

Diffuse  the  very  finely  pulverized  mineral  through  pure  178 
solution  of  potassa,  and  conduct  chlorine  into  the  fiuid  (comp, 
p.  467).    The  iron  and  copper  separate  as  oxides,  the  solution 
contains  sulphate,  arsenate,   and    antimonate  of    potassium 
(RivoT,  Beudant,  and  Dagüin*). 

c.  Aesenic  and  Antimont  fbom  Cobalt  and  Nickel. 
Dilute  the  nitric  acid  solution,  add  a  large  excess  of  potassa,  179 

heat  gently,  and  conduct  chlorine  into  the  fiuid  until  the  pre- 
cipitate is  black.  The  solution  contains  the  whole  of  the 
arsenic  and  antimony,  the  precipitate  the  nickel  and  cobalt  as 
sesquioxides  (Rivar,  Beudant,  and  Daguin,  loc.  cit.) 

8.  Methods  hosed  upon  the  Volatility  of  certain 
Chlorides  or  Metals. 

a.  Tin,  Antimony,  Absenic  fbom  Coppeb,  Silveb,  Lead, 
Cobalt,  Nickel. 

Treat  the  sulphides  with  a  stream  of  perfectly  dry  chlorine,  180 
proceeding  exactly  as  directed  in  160.  In  presence  of  anti- 
mony, fill  E  and  J^(Fig.  116)  with  a  solution  of  tartaric 
acid  in  water,  mixed  with  hydrochloric  acid.  The  metals  may 
be  also  separated  by  this  method  in  alloys.  The  alloy  must 
be  very  finely  divided.  Arsenical  alloys  are  only  very  slowly 
decomposed  in  this  way.  In  separating  arsenic  and  copper 
the  temperature  must  not  exceed  200°,  and  chlorine  water 
should  be  put  into  the  receiver  (PABNELLf).  If  tin  and  copper 
are  separated  in  this  manner,  according  to  the  experience  of 
H.  RosE,:j:  a  small  trace  of  tin  remains  ^vith  the  copper  chloride. 

b.  Stannio  Oxide,  Antimonious  Oxide  (and  also 
Antimonic  Acid).  Absbnous  and  Absbnio  Acids,  fbom 
Alkalies  and  Alkaline  Eabths. 

Mix  the  solid  compound  with  5  parts  of  pure  ammonium  181 
chloride  in  powder,  in  a  porcelain  crucible,  cover  this  with  a 

♦  Oompt,  rsnd.,  1868,  885;  Jaum.f.prakt  C hem.,  hxi,ldS. 
f  Ch&m.  News,  xxi,  188.  t^W*  Anna^,  cm,  109. 
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concave  platinum  lid,  on  which  some  ammonium  chloride  is 
sprinkled,  and  ignite  gently  until  all  ammonium  chloride  is 
driven  off ;  mix  the  contents  of  the  crucible  with  a  fresh  por- 
tion of  that  salt,  and  repeat  the  operation  until  the  weight 
remains  constant.  In  this  process,  the  chlorides  of  tin,  anti- 
i^onj,  and  arsenic  escape,  leaving  the  chlorides  of  the  alkalies 
and  alkali-earth  metals.  The  decomposition  proceeds  most 
rapidly  with  alkali  salts.  With  regard  to  salts  of  alkali-earth 
metals  it  is  to  be  observed  that  those  which  contain  antimonic 
acid  or  stannic  oxide  are  generally  decomposed  completely  by 
a  double  ignition  with  ammonium  chloride  (magnesium  alone 
cannot  be  separated  perfectly  from  antimonic  acid  by  this 
method).  The  arsenates  of  the  alkali-earth  metals  are  the 
most  troublesome  to  decompose ;  barium,  stronium,  and  cal- 
cium salts  usually  require  to  be  subjected  5  times  to  the  opera- 
tion, before  they  are  free  from  arsenic,  and  magnesium  arsenate 
it  is  impossible  thoroughly  to  decompose  in  this  way  (H. 
Rose*).  According  to  SalkowskiI  barium  arsenate  may  be  . 
converted  into  chloride  quite  free  from  arsenic  by  one  ignition 
with  ammonium  chloride ;  however  calcium  arsenate  was  found 
to  leave  a  residue  containing  arsenic  acid  even  after  six  igni- 
tions with  ammonium  chloride. 

c.  Mercury  from  Gold  (Silver,  and  generally  from 
THE  Non-volatile  Metals). 

Heat  the  weighed  alloy  in  a  porcelain  crucible,  ignite  till  18S 
the  weight  is  constant,  and  determine  the  mercury  from  the 
loss.  If  it  is  desired  to  estimate  it  directly,  the  apparatus 
(Fig.  88)  may  be  used.  In  cases  where  the  separation  of  mer- 
cury from  metals  that  oxidize  on  ignition  in  the  air  is  to  be 
effected  by  this  method,  the  operation  must  be  conducted  in 
an  atmosphere  of  hydrogen  (Fig.  83).     50). 

9.    Methods  based    on  the  Vol^ility  of  Arsenovs 
Sulphide. 
Arsenic  Acid  from  the  Oxides  of  Manganese,  Iron, 
Zinc,  Copper,  Nickel,  Cobalt  (not  so  well  from  Oxide  of 
Lkai),  and  not  from  Oxides  of  Silver,  Alcminiitm,  or  Mag- 
nesium). 

Mix  the  arsenic-acid  compound  (no  matter  whether  it  has  183 

*Pogg.  Annal.,  lxxiii  583;  lxxiv,  578;  cxn,  173. 
I  Joum.  f.  prakt.  Cham.,  civ,  188. 
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been  air-dried  or  gently  ignited)  with  sulphur,  and  ignite 
under  a  good  draught  in  an  atmosphere  of  hydrogen  (Fig. 
83) ;  the  perforated  lid  must  in  this  case  be  of  porcelain ; 
platinum  would  not  answer).  The  whole  of  the  arsenic  vola- 
tilizes, the  sulphides  of  manganese,  iron,  zinc,  lead,  and  copper 
remain  behind ;  they  may  be  weighed  directly.  After  weigh- 
ing, add  a  fresh  quantity  of  sulphur  to  the  residue,  ignite  as 
before,  and  weigh  again ;  repeat  this  operation  until  the  weight 
remains  constant.  Usually,  if  the  compound  was  intimately 
mixed  with  the  sulphur,  the  conversion  of  the  arsenate  into 
sulphide  is  complete  after  the  first  ignition.  Results  very  good. 
In  separating  nickd  the  analyst  will  remember  that  the 
residue  cannot  be  weighed  directly,  since*  it  does  not  possess  a 
constant  composition ;  hence  the  ignition  in  hydrogen  may  be 
saved ;  nickel  arsenate  loses  all  its  arsenic  on  being  simply 
mixed  with  sulphur  and  heated.  The  heat  should  be  moderate 
and  continued  till  no  more  red  sulphide  of  arsenic  is  visible 
on  the  inside  of  the  porcelain  crucible.  It  is  advisable  to  repeat 
the  operation.  The  separation  of  arsenic  from  cc^alt  cannot 
be  completely  effected  in  this  manner  even  by  repeated  treat- 
ment with  sulphur,  but  it  can  be  effected  by  oxidizing  the  resi- 
due with  nitric  acid,  evaporating  to  dryness,  mixing  with  sul- 
phur, and  reigniting.  Smaltine  and  cobaltine  must  be  treated 
in  the  same  manner  (IL  Rose*).  I  should  not  forget  to  men- 
tion that  Ebelmen,+  a  long  while  ago,  noticed  the  separation 
of  arsenic  acid  from  sesquioxide  of  iron  by  ignition  in  a  stream 
of  hydrogen  sulphide. 

10.  Method  based  upon  the  Separation  of  Arsenic 
as  Mercurous  Arsenate. 

Arsenic  Acid  from  Alkalies,  Alkali  Earths,  Zinc, 
Cobalt,  Nickel,  Lead,  Copper,  and  Cadmium. 

Proceed  exactly  as  in  separating  phosphoric  acid  by  mer-  184 
cury  (§  134,  J,  y).     The  arsenic  acid  can  not  be  determined 
in  the  insoluble  residue  as  is  done  with  phosphoric  acid.     If 
it  is  to  be  estimated  directly,  it  must  be  separated  from  the 


*ZeiUchr.  /.  ana/yL  C/iem.,  i,  413. 

t  Annal.  de  Chim.  et  de  Phya.  (3),  xxv,  98. 
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mercurous  mercury  by  one  of  the  methods  given  in  this  sec- 
tion.    Treat  the  filtrate  as  in  §  135,  i,  a  (H.  Eose). 

1 1 .  Method  hosed  upon  the  Separation  of  Arsenic  as 
Ammonium  Magnesium  Arsenate, 

Aksenic  Acid  from  Copper,  Cadmium,  Ferric  Iron,  Man- 
ganese, Nickel,  Cobalt,  Aluminium. 

Mix  the  hydrochloric  acid  solution,  which  must  contain  186 
the  whole  of  the  arsenic  in  the  form  of  arsenic  acid,  with 
enough  tartaric  acid  to  prevent  precipitation  by  ammonia,  pre- 
cipitate the  arsenic  acid  according  to  §  127,  2,  as  ammonium 
magnesium  arsenate,  allow  to  settle,  filter,  wash  once  with  a 
mixture  of  3  parts  water  and  1  part  ammonia,  redissolve  in 
hydrochloric  acid,  add  a  very  minute  quantity  of  tartaric  acid, 
supersaturate  again  with  ammonia,  add  some  more  magnesium 
chloride  and  ammonium  chloride,  allow  to  deposit,  and  deter- 
mine the  now  pure  precipitate  according  to  §  127,  2.  In  the 
filtrate  the  bases  of  Groups  IV.  and  V.  may  be  precipitated  by 
ammonium  sulphide ;  if  aluminium  is  present,  evaporate  the 
filtrate  from  the  sulphides  with  addition  of  sodium  carbonate 
and  a  little  nitre  to  dryness,  fuse,  and  estimate  the  aluminium 
in  the  residue.  The  method  is  more  adapted  to  the  separation 
of  rather  large  than  of  very  small  quantities  of  arsenic  from  the 
above-named  metals,  since  in  the  case  of  small  quantities  the 
minute  portions  of  ammonium  magnesium  arsenate  that  remain 
in  solution  may  exercise  a  considerable  influence  on  the  accu- 
racy of  the  result. 

12.  Method  hosed  upon  the  Separation  of  Arsenic  as 
Ammxmium  Arsenio-molyhdate. 

Arsenic  Acid  from  all  Metals  of  Groups  I. — V. 

Separate  the  arsenic  acid   as  directed  in  §  127,  2,  h ;  long  186 
continued  heating  at  100°  is  indispensable.  The  determination 
of  the  basic  metals  is  most  conveniently  efEected  in  a  special 
portion. 
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13.  Method  hosed  upon  the  Insolvhility  of  Ferric 
Arsenate. 

Abssnic  Aom  from  thb  Mbtals  of  Groups  I.  aiid  II., 

AND  FROM  ZiNO,  MaHOANBSE,  KiCKBL,  AND  CoBALT. 

Mix  the  hydrochloric-acid  Bolution  with  a  sufficient  quantity  187 
of  pure  ferric  chloride,  neutralize  the  greater  part  of  the  free 
acid  with  sodium  carbonate,  and  precipitate  the  iron  and  arse- 
nic acid  together  with  barium  carbonate  in  the  cold  or  with 
sodium  acetate  at  a  boiling  heat.  The  precipitate  should  be  so 
basic  as  to  have  a  brownish-red  color.  The  method  is  espe- 
cially suitable  for  the  separation  of  ai*senic  acid  when  its  esti- 
mation is  not  required.  However,  the  precipitate  may  be  dis- 
solved in  hydrochloric  acid  and  the  arsenic  determined  by 
precipitation  with  hydrogen  sulphide. 

14.  Methods  based  upon  the  InsoktitUty  of  some 
Chlorides. 

a.  Silver  from  Gold. 

Treat  the  alloy  with  cold  dilute  nitrohydrochloric  acid,  188 
dilute,  and  filter  the  solution  of  auiic  chloride  from  the  undis- 
solved silver  chloride.  This  method  is  applicable  only  if  the 
alloy  contains  less  than  15  per  cent,  of  silver ;  for  if  it  contains 
a  larger  proportion,  the  silver  chloride  which  forms  protects 
the  undecomposed  part  from  the  action  of  the  acid.  In  the 
same  way  silver  may  be  separated  also  from  platinum. 

b.  Mercury  from  the  Oxygen  Compounds  of  Arsenio 
AND  Antimony. 

Precipitate  the  mercury  from  the  hydrochloric  solution  by  .189 
means  of  phosphorous  acid  as  mercurous  chloride  (§  118,  2). 
The  tartaric  acid,  which  in  the  presence  of  antimony  must  be 
added,  does  not  interfere  with  the  reaction  (H.  Rose*). 

15.  Methods  based  upon  the  Insolubility  of  certain 
Sulphates  in  Water  or  Alcohol. 

a.  Arsenic  Acid  from  Barium,  Strontium,  Calcium,  and 
Lead. 

Proceed  as  for  the  separation  of  phosphoric  acid  from  the  190 
same  metals  (§  135,  b).    The  compounds  of  these  basic  radicals 
with  arsenous  acid  are  first  converted  into  arsenates,  before 

•  Pogg.  Annal ,  ex,  536. 
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the  snlphuric  acid  is  added ;  this  conversion  is  effected  by 
heating  the  hydrochloric  acid  solution  with  potassium  chlo- 
rate or  by  means  of  bromine. 

h.  Antimony  from  Lead. 

Treat  the  alloy  with  a  mixture  of  nitric  and  tartaric  acids.  191 
The  solution  of  both  metals  takes  place  rapidly  and  with  ease. 
Precipitate  the  greater  part  of  the  lead  as  sulphate  (§116,  3), 
filter,  precipitate  with  hydrogen  sulphide,  and  treat  the  sul- 
phides according  to  168,  with  ammonium  sulphide,  in  order 
to  separate  the  antimony  from  the  lead  left  uuprecipitated  by 
the  sulphuric  acid  (A.  Streng  *). 

16.  Method  based  upon  the  Separation  of  Copper  as 
Cuprous  Sulphocya/nate. 

Copper  from  Arsenic  and  Antimony. 

From  the  properly  prepared  solution  precipitate  the  cop-  IM 
per  by  §  119,  8,  ^,  as  cuprous  sulphocyanate,  allow  to  settle, 
filter,  wash  with  water  containing  ammonium  nitrate  (to  pre- 
rent  the  washings  being  muddy),  and  determine  antimony 
and  arsenic  in  the  filtrate,  preciptating  first  with  hydrogen 
sulphide.     Results  good. 

♦  The  following  method,  depending  upon  the  precipitation 
of  the  copper  as  an  iodide,  is  not  good.  Dissolve  in  nitric  or 
sulphuric  acid,  taking  care  to  have  a  slight  excess  of  acid, 
dilute  with  pure  water  (if  antimony  is  present  use  water  con- 
taining some  tartaric  acid),  add  sulphurous  acid,  and  precipi- 
tate the  copper  with  potassium  iodide  as  cuprous  iodide. 
Arsenic  and  antimony  remain  in  solution  (Flajolot). 
Kesults  are  approximate,  because  the  liquid  retains  some 
cuprous  iodide  in  solution  in  consequence  of  the  presence  of 
the  sulphurous  acid.  It  is  impracticable  to  use  stannous 
chloride  for  reducing  the  copper  as  recommended  by 
Fleischer, f  because  then  the  separation  of  the  tin  from  the 
arsenic  and  antimony  would  be  too  difficult. 

17.  Method  hased  upon  the  Precipitation  of  Cop- 
pev  as  an  Oxalate. 
Copper  from  Arsenic. 

Add  ammonia  to  the  nitric-acid  solution  until  the  blue  198 
precipitate  no  longer  redissolves,  and  tlien  effect  solution  by 

*  Dingl.  polyU  Journ.y  cli,  389.        f  Zeitsc/ir.  f.  analyt.  Chem,,  ix,  256. 
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an  exceBB  of  ammonium  oxalate.  Now  add  very  cautiouslj 
hydrochloric  or  nitric  aciJ  to  acid  reaction,  and  allow  to 
stand.  The  copper  separates  almost  completely  as  oxalate, 
which  is  converted  into  oxide  by  ignition  in  the  air.  Make 
the  filtrate  ammoniacal  and  precipitate  the  trace  of  copper 
still  ill  solution  by  adding  a  few  drops  of  ammonium-sul- 
phide solution  (F.  Field  *). 

18.   Metlwd  based  upmi   tJie  different  Deportment 
with  Potasitiuni  Cyanide. 

Gk)LD  FROM  Lead  and  Bismuth. 

These  metals  may  be  separated  in  solution  by  potassium  194 
cyanide  in  the  same  way  in  which  the  separation  of  mercury 
from  lead  and  bisnmth  is  effected  (see  147).  The  solution  of 
the  double  cyanide  of  gold  and  potassium  is  decomposed  by 
boiling  with  aqua  regia,  and,  after  expulsion  of  the  hydro- 
cyanic acid,  the  gold  determined  by  one  of  the  methods 
given  in  §  123. 

II.  Separation  of  the  Metals  of  the  Sixth  Group 

FROM    each  other. 

§165. 

Index.    (The  nnmbera  refer  to  those  in  the  raargin.) 
Platinum  from  gold.  195,  214,  215. 

tin,  antimony,  and  arsenic,  196. 
Gold  from  platinum,  195,  214,  215. 
tin,  196,  213. 
**         antimony  and  arsenic,  196. 
Tin  from  platinum,  196. 

gold,  175,  196,  213. 

arsenic,  199,  206,  207,  208.  211,  212,  216,  217. 
'*  antimony,  197,  201,  208,  209,  210,  212,  216. 

Tin  in  stannous  from  tin  in  stannic  compounds,  221. 
Antimony  from  platinum  and  gold,  196. 

arsenic,  200,  201,  202,  208,  204,  206.  207. 
tin,  197,  201,  208,  209,  210,  212,  216. 
Antimony  of  antimonous  compounds  from  antlmonic 
acid,  220. 
Ar$enic  from  platinum  and  gold,  196. 

tin,  199.  206.  207,  208.  211.  212.  216,  217. 
"         antimony,  200,  201.  202,  208.  204,  206.  207,  218. 
Arsenous  acid  from  arsenic  acid,  198,  205,  219 

♦  Chem,  Oaa.,  1857.  813;  Journ.f.  prakt,  Chem.,  lxxu,  183. 
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1.  Method  hased  upon  the  Precijpüation  of  Plaü- 
num  as  Potassium  Platinic  Chloride. 

Platinum  fbom  Gold. 

Precipitate  from  the  solution  of  the  chlorides  the  plati-  196 
nnm  as  directed  §  124,  i^  and  determine  the  gold  in  the  filtrate 
•s  directed  §  123,  b. 

2.  Methods  based  upon  the  Volatility  of  the  Chlo- 
rides of  the  vnferioT  Metals, 

a.  Platinum  and  Gold  fbom  Tin,  Antimony,  and  Aksenio. 
Heat  the  finely  divided  alloy  or  the  sulphides  in  a  stream  196 

of  chlorine  gas.     Gold  and  platinum  are  left,  the  chlorides  of 
the  other  metals  volatilize  (compare  160). 

b.  Antimony  fbom  Tin. 

Th6  tin  should  be  present  wholly  as  a  stannous  salt.  197 
Precipitate  with  hydrogen  sulphide,  filter  (preferably  through 
an  asbestos  filtering  tube),  dry  the  precipitate,  and  pass  through 
it  a  current  of  dry  hydrochloric  gas  at  the  ordinary  tempera- 
ture. The  sulphides  are  converted  into  the  corresponding 
chlorides ;  the  chloride  of  antimony  alone  escapes,  and  may 
be  received  in  water.  Dissolve  the  residual  stannous  chloride 
in  water  containing  hydrochloric  acid,  and  estimate  the  tin 
according  to  §  126  (C.  Tookey*).  The  method  can  only  be 
used  in  rare  cases,  as  it  is  difficult  to  obtain  a  precipitate  quite 
free  from  stannic  sulphide. 

0.  Arsknous  Acid  from  Arsknic  Acid. 

The  amount  of  substance  taken  should  not  contain  more  198 
than  0"2  grm.  arsenous  acid.  Heat  with  45  grm.  sodium 
chloride,  135  grm.  sulphuric  acid  (free  from  arsenic)  of  1*61 
sp.  gr.,  and  30  grm.  water  in  a  tubulated  retort  containing  a 
spiral  of  platinum,  and  provided  with  a  thermometer.  The 
temperature  should  rise  to  about  125*^.  In  order  to  condense 
the  arsenous  chloride  in  the  products  of  distillation,  a  Liebio's 
condenser  is  connected  with  the  retort ;  a  tubulated  receiver 
is  connected  with  the  condenser ;  a  XT-tube  is  connected  with 
the  receiver,  and  finally  a  calcium  chloride  tube  containing 
fragments  of  glass  moistened  with  weak  soda  solution  is  fixed 

♦t/iwrw.  Gli&m,  Soc.,  xv,  462. 
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upright  in  the  exit  end  of  the  U-tnbe.  In  the  receiver  and 
U-tube  water  is  placed.  I  can  recommend  the  apparatus 
shown  in  Fig.  78.  At  the  end  of  the  operation  rinse 
the  calcium  chloride  tube,  and  mix  with  the  contents  of  the 
receiver.  Determine  the  arsenic  in  the  distillate  according  to 
§  127,  4,  a,  in  the  residue  according  to  §  127,  4,  b.  The  sul- 
phide obtained  from  the  former  corresponds  to  the  arsenous 
acid,  from  the  latter  to  the  arsenic  acid.  Kesults  satisfactory 
(RiECKHEÄ*).  If  the  substance  given  is  a  dilute  fluid,  render 
slightly  alkaline  with  sodium  carbonate,  and  concentrate  to 
about  20  cc,  finally  in  a  tubulated  retort. 

3.  Methods  hosed  upon  the  VolaMity  of  Arsenic 
amd  Arsenous  Sulphide. 

a.  Absenio  from  Tin  (H.  Rose). 

Convert  into  sulphides  or  oxides,  dry  at  100^,  and  heat  a  199 
weighed  portion  with  addition  of  a  little  sulphur  in  a  bulb- 
tube,  gently  at  first,  but  gradually  more  strongly,  conducting 
k  stream  of  dry  hydrogen  sulphide  gas  through  the  tube 
during  the  operation.  Sulphur  and  arsenous  sulphide  vola- 
tilize; sulphide  of  tin  is  left.  The  arsenous  sulphide  is 
received  in  U-tubes  containing  dilute  ammonia,  which  are 
connected  with  the  bulb-tube  in  the  manner  described  in  160. 
When  upon  continued  application  of  heat  no  sign  of  further 
sublimation  is  observed  in  the  colder  part  of  the  bulb-tube, 
drive  off  the  sublimate  which  has  collected  in  the  bulb,  allow 
the  tube  to  cool,  and  then  cut  it  off  above  the  coating.  Divide 
the  separated  portion  of  the  tube  into  pieces,  and  heat  these 
with  a  little  solution  of  soda  until  the  sublimate  is  dissolved; 
unite  the  solution  with  the  ajnmoniacal  fluid  in  the  receivers, 
add  hydrochloric  acid,  then,  without  filtering,  potassium 
chlorate,  and  heat  gently  until  the  arsenious  sulphide  is  com- 
pletely dissolved.  Filter  from  the  sulphur,  and  determine  the 
arsenic  acid  as  directed  §  127,  2.  The  quantity  of  tin  cannot 
be  calculated  at  once  from  the  blackish-brown  sulphide  of  tin 
in  the  bulb,  since  this  contains  more  sulphur  than  SnS.  It  is 
therefore  weighed,  and  the  tin  determined  in  a  weighed  por- 
tion of  it,  by  converting  it  into  stannic  oxide,  which  is  effected 
by  moistening  with  nitric  acid,  and  roasting  (§  126,  1,  c), 
♦  Pharm,  C&ntralhalle,  xi,  92. 
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Tin  and  arsenic  in  alloys  are  more  conveniently  converted 
into  oxides  by  cantious  treatment  with  nitric  acid.  If,  how- 
ever, it  is  wished  to  convert  them  into  sulphides,  this  may 
readily  be  effected  by  heating  1  part  of  the  finely  divided 
alloy  with  5  parts  of  sodium  carbonate  and  5  parts  of  sulphur, 
in  a  covered  porcelain  crucible  until  the  mass  is  in  a  state  of 
calm  fusion.  It  is  then  dissolved  in  water,  the  solution  filtered 
from  the  ferrous  sulphide,  Ac,  which  may  possibly  have 
formed,  and  then  precipitated  with  hydrochloric  acid. 

If  the  tin  only  in  the  alloy  is  to  be  estimated  directly, 
while  the  arsenic  is  to  be  found  from  the  difference,  convert 
as  above  directed  into  sulphides  or  oxides,  mix  with  sulphur 
and  ignite  in  a  porcelain  crucible  with  perforated  cover  in 
a  stream  of  hydrogen  sulphide.  The  residual  arsenic-free 
stannous  sulphide  is  to  be  converted  into  stannic  oxide  and 
weighed  as  such. 

6.  Arsenic  from  Antimont  in  Allots. 

Heat  a  weighed  portion  of  the  substance  with  two  parts  200 
of  sodium  carbonate  and  two  parts  of  potassium  cyanide  in  a 
bulb-tube  through  which  dry  carbonic  acid  is  being  trans- 
mitted. Heat  at  first  gently,  then  more  and  more  strongly, 
and  until  no  more  arsenic  volatilizes.  (Take  great  care  not 
to  inhale  the  escaping  fumes.  It  is  advisable  to  insert 
the  open  end  of  the  tube  into  a  flask  in  which  sublimed 
arsenic  will  condense.)  After  cooling,  treat  the  contents  of 
the  bulb  first  with  a  mixture  of  equal  volumes  of  alcohol  and 
water,  then  with  water  alone,  and  finally  weigh  the  residual 
antimony.  The  arsenic  is  found  from  the  loss.  The  results 
are  only  approximate.  If  it  is  desired  to  fuse  the  alloy, 
itself  not  under  a  slag,  in  a  current  of  carbonic-acid  gas, 
the  heating  must  be  very  carefully  done,  otherwise  much 
antimony  will  volatilize.  H.  Hose  recommends  the  latter 
process. 

4.  Methods  hosed  upon  the  Inaohthility  of  Sodium, 
Jfetantinionate. 

a.  ANTiMONy  FROM  Tin  and  Arsenic  (H.  Rose). 

If  tlie  substance  is  metallic,  oxidize  the  finely  divided  201 
weighed  sample  in  a  porcelain  crucible  with  nitric  acid  of 
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1  -4  sp.  gr. ,  adding  the  acid  gradually.  Dry  the  mass  on  the 
water-bath,  transfer  to  a  silver  crucible,  rinsing  the  last  par- 
ticles adhering  to  the  porcelain  into  the  silver  crucible  with 
solution  of  soda,  dry  again,  add  eight  times  the  bulk  of  the 
mass  of  solid  sodium  hydroxide,  and  fuse  for  some  time. 
Allow  the  mass  to  cool,  and  then  treat  with  hot  water  until 
the  undissolved  residue  presents  the  appearance  of  a  fine 
powder ;  dilute  with  some  water^  and  add  one- third  the  volume 
of  alcohol  of  0*83  sp.  gr.  Allow  the  mixture  to  stand  for  24 
hours,  with  frequent  stirring;  then  filter,  transfer  the  last 
adhering  particles  from  the  crucible  to  the  filter  by  rinsing 
with  dilute  alcohol  (1  vol.  alcohol  to  3  vol.  water),  and  wash 
the  undissolved  residue  on  the  filter,  first  with  alcohol  diluted 
with  twice  its  volume  of  water,  then  with  a  mixture  of  equal 
volumes  of  alcohol  and  water,  and  finally  with  a  mixture  of 
3  vol.  alcohol  and  1  vol.  water.  Add  to  each  of  the  alcoholic 
fluids  used  for  washing  a  few  drops  of  solution  of  sodium 
carbonate.  Continue  the  washing  until  the  color  of  a  portion 
of  the  fluid  running  off  remains  unaltered  upon  being  acidi- 
fied with  hydrochloric  acid  and  mixed  with  hydrogen- sul- 
phide water. 

Binse  the  sodium  metantimonate  from  the  filter,  wash  the 
latter  with  a  mixture  of  hydrochloric  and  tartaric  acids,  dis- 
solve the  metantimonate  in  this  mixture,  precipitate  with 
hydrogen  sulphide,  and  determine  the  antimony  as  directed 
in  §  125,  1.  In  presence  of  much  tin  it  is  well  to  fuse  the 
metantimonate  again  with  caustic  soda,  etc. 

To  the  filtrate,  which  contains  the  tin  and  arsenic,  add 
hydrochloric  acid,  which  produces  a  precipitate  of  stannic 
arsenate;  conduct  now  into  the  unfiltered  fluid  hydrogen 
sulphide  for  some  time,  allow  the  mixture  to  stand  at  rest 
until  the  odor  of  tliat  gas  has  almost  completely  gone  off,  and 
separate  the  weighed  sulphides  of  the  metals  which  contain 
free  sulphur,  as  in  199. 

If  the  substance  contains  only  antimony  and  arsenic^  the 
alcoholic  filtrate  is  heated,  with  repeated  addition  of  water, 
until  it  scarcely  retains  the  odor  of  alcohol ;  hydrochloric  acid 
is  then  added,  and  the  arsenic  acid  determined  as  magnesium 
pyroarsenate  (§  127,  2),  or  as  arsenous  sulphide  (§  127, 4,  h). 
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h.  Small  quantities  of  the  sulphides  of  arsenic  and  anti-  202 
mony  mixed  with  sulphur  are  ofren  obtained  in  mineral 
analysis.  Tlie  two  metals  may  in  this  case  be  conveniently 
separated  as  follows:  Exhaust  the  precipitate  with  carbon 
disulphide,  oxidize  with  chlorine- free  red  fuming  nitric  acid, 
evaporate  the  solution  nearly  to  dryness;  mix  the  residue 
with  a  copious  excess  of  sodium  carbonate,  add  some  sodium 
nitrate,  and  treat  the  fused  mass  as  given  in  201,  a.  If,  on 
the  other  hand,  you  have  a  mixture  of  sulphides  of  tin  and 
antimony  to  analyze,  oxidize  it  with  nitric  acid  of  1*5  sp.  gr., 
and  treat  the  residue  obtained  on  evaporation  as  given  in 
201,  a. 

c.  Detebhination  of  Absenic  Sulphide  ik  Commercial 
Antimony  Sulphide  (Wackenrodeb). 

Deflagrate  20  grm.  of  the  finely  triturated  antimony  sul-  203 
phide  with  40  grm.  sodium  nitrate  and  20  grm.  sodium  car- 
bonate  by  projecting  the  mixture  in  portions  into  a  red-hot 
Hessian  crucible,  then  extract  the  strongly  ignited  mass  by 
repeated  treatment  with  water,  acidulate  the  filtrate  with 
hydrochloric  acid,  add  some  sulphurous  acid,  and  precipitate 
the  arsenic  together  with  a  small  part  of  the  antimony  by 
means  of  hydrogen  sulphide.  Digest  the  still  moist  precipi- 
tate with  ammonium  carbonate,  filter,  acidulate  the  filtrate, 
conduct  in  hydrogen  sulphide,  and  determine  the  arsenic  as 
arsenic  sulphide  according  to  §  127,  4. 

5.  Methods  hosed  upon  the  Precipitation  of  Arsenic 
as  Ammonium  Magnesium,  Arsenate. 

a.  Arsenic  from  Antimony. 

Oxidize  the  metals  or  sulphides  with  nitrohydrochloric  204 
acid,  with  hydrochloric  acid  and  potassium  chlorate,  with 
bromine  dissolved  in  hydrochloric  acid,  or  with  chlorine  in 
alkaline  solution,  page  568,  i]  add  tartaric  acid,  a 'large 
quantity  of  ammonium  chloride,  and  then  ammonia  in  excess. 
(Should  the  addition  of  the  latter  reagent  produce  a  precipi- 
tate, this  is  a  proof  that  an  insufiicient  quantity  of  ammo- 
nium chloride  or  of  tartaric  acid  has  been  used,  which  error 
must   be   corrected  before  proceeding   with   the   analysis.) 
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Then  precipitate  the  arsenic  acid  as  directed  in  §  127,  2,  and 
determine  the  antimony  in  the  filtrate  as  directed  in  §  125, 1. 
As  basic  magnesium  tartrate  might  precipitate  with  die 
ammonium  magnesium  arsenate,  the  precipitate  should 
always,  after  slight  washing,  be  redissolved  in  hydrochloric 
acid,  and  reprecipitated  with  ammonia  with  addition  of  a 
little  magnesia  mixture.     An  excellent  method. 

ft.  Absbn'ous  Acid  from  Absbnio  Acid. 

Mix  the  sufficiently  dilute  solution  with  a  large  quantity  206 
of  ammonium  chloride,  precipitate  the  arsenic  acid  as  directed 
in  §  127,  2,  and  determine  the  arsenous  acid  in  the  filtrate  by 
precipitation  with  hydrogen  sulphide  (§127, 4).  Ludwig*  has 
observed  that  if  the  solution  is  too  concentrated,  magne- 
sium arsenite  falls  down  with  the  ammonium  magnesium 
arsenate,  hence  it  is  necessary  to  dissolve  the  weighed  magne- 
sium precipitate  in  hydrochloric  acid  and  test  the  solution  with 
hydrogen  sulpliide.  The  presence  of  arsenous  acid  will  be 
betrayed  by  the  immediate  formation  of  a  precipitate. 

0,  Tin  and  Antimony  fbom  Absbnic  Acid. 

LENssENf  separated  tin  from  arsenic  acid  with  good  206 
results  by  digesting  the  oxides  obtained  by  oxidation  with 
nitric  acid  with  ammonia  and  yellow  ammonium  sulphide,  and 
precipitating  the  arsenic  acid  from  the  clear  solution  accord- 
ing to  127, 2,  as  ammonium  magnesium  arsenate.  On  acidify- 
ing the  filtrate  the  tin  separates  as  stannic  sulphide.  The 
method  can  only  give  good  results  when  the  whole  of  the 
arsenic  was  present  as  arsenic  acid  before  the  addition  of 
ammonium  sulphide,  for  'the  arsenic  in  a  solution  of  arsenous 
acid  in  yellow  ammonium  sulphide  is  not  thrown  down  by 
magnesia  mixture.  The  method  also  answers  for  separating 
antimony  from  arsenic. 

*  Archiv  für  Pharm,,  xcvii,  24.        f  Annal,  d.  Ohem,  u.  Pharm,,  oxiy,116. 
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6.  Methods  lased  6n  the  different  hehcmor  of  the 
freshly  Precipitated  Sulphides  towards  SoluUon  of 
Potassiv/m  Hydrogen,  Sulphite  or  Oxalic  Add. 

a.  Absbnio  from  ANxiMoinr  and  Tin  (Bunben*). 

If  freshly  precipitated  arsenooB  sulphide  is  digested  with  807 
snlphuroos  acid  and  potassium  sulphite,  the  precipitate  is  dis- 
solved ;  on  boiling,  the  fluid  becomes  turbid  |rom  separated 
sulphur,  which  turbidity  for  the  most  part  disappears  again  on 
long  boiling.  The  fluid  contains,  after  expulsion  of  the  sul- 
phurous acid,  potassium  arsenite  and  thiosulphate.  The  sul- 
phides of  antimony  and  tin  do  not  exhibit  this  reaction.  Both 
therefore  maybe  separated  from  arsenous  sulphide  by  diluting 
the  solution  of  the  three  sulphides  in  potassium  sulphide  to  about 
500  C.C.  and  precipitating  with  a  large  excess  (about  a  litre)  of 
saturated  aqueous  sulphurous  acid,  digesting  the  whole  for 
some  time  in  a  water-bath,  and  then  boiling  till  one-third  of 
the  water  and  the  whole  of  the  sulphurous  acid  are  expelled 
and  the  sulphur  has  disappeared ;  this  will  take  about  an  hour 
and  a  half.  The  residuary  sulphide  of  antimony  or  tin  is  arsenic- 
free,  the  filtrate  contains  the  whole  of  the  arsenic  and  may  be 
immediately  precipitated  with  hydrogen  sulphide.  Bünsbn 
determines  the  arsenic  by  oxidizing  the  dried  sulphide  together 
with  the  filter  with  fuming  nitric  acid,  diluting  the  solution 
a  little,  warming  gently  with  a  little  potassium  chlorate  (in 
order  to  oxidize  more  fully  the  substances  formed  from  the 
paper),  and  finally  precipitating  as  anmionium  magnesium 
arsenate. 

With  regard  to  the  separation  of  stannic  sulphide  from 
the  solution  of  potassium  arsenite,  it  is  to  be  observed  that  the 
stannic  sulphide  must  be  washed  witli  concentrated  solution 
of  sodium  chloride,  as,  if  water  were  used,  the  fluid  would  run 
through  turbid.  As  soon  as  the  precipitate  is  thoroughly 
washed  with  the  sodium  chloride,  the  latter  is  displaced  by 
solution  of  ammonium  acetate,  containing  a  slight  excess  of 
acetic  acid.  These  last  wasliings  must  not  be  added  to  the 
first,  as  the  ammonium  acetate  hinders  the  complete  precipita 
tion  of  the  arsenous  acid  by  hydrogen  sulphide. 

*Annal.  d,  Chem.  u.  Pharm.,  cvi,  8. 
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The  toBt-analysee  adduced  by  Bttnssn  show  very  satisfac- 
tory results. 

b.  Tin  fbom  Abssmio  and  Antimony  (F.  W.  Clabee*). 

Moist  freshly  precipitated  tin  disnlphide  completely  die-  208 
solves  on  boiling  for  a  moderate  length  of  time  with  excess  of 
oxalic  acid,  and  therefore  tin  in  the  form  of  dichloride  is  not 
thrown  down  by  hydrogen  sulphide  from  a  hot  solution  con- 
taining excess  of  oxalic  acid.  The  sulphides  of  arsenic  are 
barely  affected  by  boiling  with  oxalic  acid,  and  hydrogen  sul- 
phide immediately  reprecipitates  the  traces  dissolved.  Anti- 
mony sulphide  dissolves  more  copiously  on  boiling  with  oxalic 
acid,  but  hydrogen  sulphide  reprecipitates  the  antimony 
from  the  solution. 

Clabke  hence  recommends  adding  to  the  solution  of  the 
three  metals  (and  in  which  the  tin  is  present  in  the  form  of 
dioxide)  oxalic  acid  in  twenty  times  the  weight  of  the  tin. 
The  solution  must  be  so  concentrated  that  on  cooling  the  oxalic 
acid  crystallizes  out.  Kow  conduct  iuto  the  solution,  main- 
tained at  a  boiling  heat,  hydrogen-sulphide  gas  for  20  min- 
utes, let  stand  for  half  an  hour  in  a  warm  place  and  filter. 
According  to  Olabke  all  the  arsenic  and  antimony,  free  from 
tin  sulphide,  or  at  least  nearly  so,  is  thus  precipitated,  while 
all  the  tin  remains  in  solution.  The  tin  is  obtained  by  mak- 
ing the  solution  weakly  alkaline  with  ammonia  and  adding 
ammonium  sulphide  until  the  precipitate  first  formed  redis- 
solves ;  then  decompose  the  sulphosalt  with  an  excess  of  acetic 
acid,  set  aside  in  a  warm  place  for  the  tin  disulphide  to  settle, 
and  determine  it  according  to  §  126,  1,  c.  Acids  which  are 
stronger  than  acetic,  and  which  liberate  oxalic  acid,  must  not 
be  employed.  Clakkb  recommends,  m  order  to  secure  very 
accurate  results,  to  again  dissolve  the  precipitate  of  antimony 
and  arsenic  sulphides  in  an  alkaline  sulphide  solution,  add  an 
excess  of  oxalic  acid,  and  boil  with  hydrogen-sulphide  water, 
thereby  obtaining  the  last  portions  of  tin  in  solution. 
According  to  the  investigations  made  by  Fb.  Phillips  in  my 
laboratory,  this  last  operation  would  appear  to  be  absolutely 
required  in  order  to  obtain  any   proper   results   whatever. 

♦  Ohem.  J^etoSs  xxt,  124  ;  Zeitsehr,  /.  analyt.  Ghem.,  ix,  487. 
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The  very  unfavorable  results  obtained  by  G.  C.  Wittstkin  * 
are  perhaps  referable  to  the  fact  that  the  solution  used  bj 
him  contained  too  much  free  hydrochloric  acid,  whereby  the 
precipitation  was  rendered  incomplete  at  the  boiling  heat, 
and  he  was  compelled  to  complete  it  in  the  cold.  In  the  ex- 
periments made  by  Phillips  the  free  hydrochloric  acid  was 
neutralized  as  nearly  as  possible  with  potassa. 

[Clajike's  method,  with  some  important  modifications,  has 
been  successfully  applied  to  the  separation  of  tin  from  anti- 
mony in  alloys  by  F.  P.  Dewey, f  who  proceeds  as  follows: 

Dissolve  in  a  mixture  of  1  part  strong  nitric  acid,  4  parts 
strong  hydrochloric  acid,  and  5  parts  water.  Since  even  small 
quantities  of  free  mineral  acids  prevent  complete  precipitation 
of  antimony,  they  are  removed  by  evaporating  to  dryness  on 
a  water-bath,  with  previous  addition  of  enough  potassium 
chloride  to  form  double  salts  with  the  tin  and  antimony  chlo- 
rides present.  The  presence  of  the  potassium  chloride  entirely 
prevents  loss  of  tin  and  antimony  by  volatilization  as  chlorides 
during  the  evaporation.  Add  to  the  salts  thus  obtained  a 
large  quantity  of  pure  oxalic  acid  (at  least  20  parts  crytallized 
acid  to  1  part  tin)  and  dilute  with  water  to  about  125  c.  c.  per 
0*1  grm.  antimony  present.  The  salts  dissolve  readily.  Boil 
and  pass  H,S  through  the  boiling  solution  half  an  hour.  Filter 
immediately  while  hot,  and  wash  the  greater  part  of  tlie  soluble 
matter  out  of  the  precipitate  with  hot  water.  The  precipi- 
tated antimonous  sulphide  will  contain  a  little  stannic  sulphide. 
Dissolve  in  ammonium  sulphide,  avoiding  an  unnecessary 
quantity  of  the  solvent,  and  pour  the  solution  into  a  strong  hot 
solution  of  oxalic  acid.  A  liberal  excess  of  oxalic  acid  should 
be  present  after  decomposition  of  the  sulphur  salts.  Heat  the 
oxalic  solution  with  the  suspended  precipitate  of  antimonous 
sulphide  to  boiling  and  pass  H,S  gas  ten  minutes.  Collect 
the  Sb,S,  now  free  from  tin  on  a  weighed  filter,  wash  with 
hot  water,  and  proceed  to  determine  the  antimony  as  directed 
in  §  125,  1,  J.  To  recover  tin  from  the  filtrate,  evaporate 
nearly  to  dryness,  add  strong  sulphuric  acid,  and  heat  till  all 

♦  Vi€rtsljahr68$chr.  f.  praki.  Pharm,   xix,  651. 
j  Am.  Chem.  Joitrn.^  i.  244. 
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the  oxalic  acid  present  is  decomposed  and  removed.  Dilute 
largely  and  precipitate  the  tin  with  hydrogen  sulphide 
according  to  §  126,  1,  0.] 

7.  Methods  hosed  upon  the  Separation  of  the  MetaU 
themselves^  or^  as  the  case  may  he^  on  their  diferent 
Deportment  with  Acids, 

a.  Tin  from  Antimony  (modified  Gay-Ltjssao). 

Heat  a  weighed  portion  of  the  finely  divided  alloy  (or  other  809 
compound)  with  hydrochloric  acid,  add  potassium  chlorate  in 
small  portions  until  solution  is  effected,  and  then  divide  the 
liquid  into  two  parts,  a  and  h.  Precipitate  both  metals  in  a 
by  means  of  a  zinc  rod,  wash  them  rapidly  with  hot  water 
containing  some  hydrochloric  acid,  wash  with  alcohol,  then 
with  ether,  dry  at  100**,  and  weigh.  To  h  add  a  rather 
large  quantity  of  hydrochloric  acid,  immerse  a  strip  of  tin, 
and  heat  for  a  long  time.  By  this  operation  the  antimony 
is  completely  precipitated  as  a  black  powder,  while  the 
stannic  chloride  is  reduced  to  stannous  chloride.  Wash  o£E 
the  antimony  from  the  tin  with  moderately  dilute  hydro- 
chloric acid,  collect  it  on  a  weighed  filter,  wash  first  with 
diluted  hydrochloric  acid,  then  with  alcohol,  and  finally  with 
ether,  then  dry  at  100°  and  weigh.  The  quantity  of  tin  is 
found  by  the  diflference.  Since,  according  to  investigations 
made  by  A.  W.  Clasen,*  precipitated  metallic  antimony  is 
very  perceptibly  soluble  in  hydrochloric  acid,  either  hot  or 
cold,  of  various  strengths,  a  loss  of  antimony  is  scarcely 
avoidable. 

ft.    Tin  from   Antimony   (TooKET,t   improvements    by 
Clasen  (loc.  cit.)  and  Atifieldi^). 

The  hydrochloric  solution  should  be  oxidized  if  necessary  210 
with  a  few  drops  of  nitric  acid  or  a  little  potassium  chlorate. 
Heat  nearly  to  boiling  and  add  iron  so  long  as  it  dissolves. 
Either  hoop-iron  or  fine  bright  wire  will  answer  the  purpose; 
it  should  dissolve  in  dilute  hydrochloric  acid,  leaving  little  or 
no  residue.     The  antimony  will  be  thrown  down,  the  tin 


*  Joum.f.  praki.  Chem..  xcii.  477    Zeiüehr.f.  analyt.  Chem.,  iv,  440. 
\Journ.  Chem,  Soc,  xv,  462.  Journ.f  praki.  Chem.,  Lzxxvui,  485. 
XSSeitsefir.f.  anaiyi.  Chem.,  ix.  107. 
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reduced  to  stannous  chloride.  As  soon  as  all  antimony  ap- 
pears to  be  precipitated  and  tlie  iron  to  be  dissolved,  add 
more  hydrochloric  acid,  allow  to  deposit,  decant,  and  test 
whether  iron  produces  any  further  precipitate.  In  this  way 
you  will  ensure  the  absence  of  any  metallic  iron  and  the  com- 
plete precipitation  of  the  antimony.  Wash  the  antimony 
with  hot  water,  which  should  be  at  first  acidified,  then  with 
alcohol,  finally  with  ether,  drying  at  100°.  Throw  down  the 
tin  with  hydrogen  sulphide  (§  126,  1,  c).  With  care  the  re- 
results  are  good.     Compare  Clasen  {he.  ait.), 

c.  Determination  of  Absenic  in  Metallic  Tin  (Gay- 
LUSSAO  *). 

Dissolve  the  laminated  or  granulated  metal  in  a  mixture  211 
of  1  eq.  nitric  acid  and  9  eq.  hydrochloric  acid  with  the  aid 
of  a  gentle  heat.     Solution  ensues  without  the  disengagement 
of  any  gas,  stannous  chloride  and  ammonium  chloride  being 
formed.     The  arsenic  remains  behind  as  a  powder. 
2HN0.  +  18HC1  +  8  Sn  =  8  SnCl.  +  2NH.C1  +  6H.O. 

The  nitrohydrochloric  acid  must,  hence,  not  be  employed  in 
much  larger  proportion  than  will  give  2  eq.  of  HNO,  and  18 
eq.  of  HCl  to  8  eq.  of  metal. 

d.  Much  Tin  from  ltttlk  Antimony  and  Absenic. 

If  an  alloy  of  the  three  metals  is  treated  in  a  very  finely  SIS 
divided  condition  in  a  stream  of  carbonic  acid  with  strong 
hydrochloric  acid,  the  whole  of  the  tin  dissolves  to  stannous 
chloride.  A  part  of  the  arsenic  and  antimony  escapes  as 
arsenetted  and  antimonetted  hydrogen,  while  the  rest  remains 
behind  in  the  state  of  metal,  or,  as  the  case  may  be,  of  a  solid 
combination  with  hydrogen.  Conduct  the  gas  through  several 
»U-tubes  containing  a  little  chlorine-free  red  fuming  nitric 
acid,  whereby  the  arsenic  and  antimony  will  be  oxidized. 
When  the  solution  is  effected,  dilute  the  contents  of  the  fiask 
with  air-free  water  to  a  certain  volume,  mix,  allow  to  settle, 
and  determine  the  tin  in  an  aliquot  part  either  gravimetrically 
or  volumetrically.  Filter  the  rest  of  the  fiuid,  wash  the  pre- 
cipitate thoroughly,  dry  the  filter  with  its  contents  in  a  porce- 

^Annal.  de  Ohim,  ei  de  Pkys.,  xxin,  228. 
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lain  cracible,  add  tlie  contents  of  the  XJ-tubes,  evaporate  to 
dryness,  and  in  the  residue  separate  the  antimony  and  arsenic 
as  directed  in  201.  It  is  well  to  treat  an  aliquot  part  of  the 
hydrochloric  solution  with  iron  (210)  to  find  and  if  necessary 
estimate  traces  of  antimony  which  may  have  passed  into  the 
hydrochloric-acid  solution. 

e.  Tin  from  (Jold. 

Gold  may  be  separated  from  excess  of  tin  by  boiling  the  213 
finely  divided  alloy  with  only  slightly  diluted  sulphuric  acid 
to  which  hydrochloric  acid  has  been  cautiously  added.  The 
tin  dissolves  as  stannous  chloride.  Heat  is  applied  till  the 
sulphuric  acid  begins  to  volatilize  copiously.  Stannic  oxide 
is  formed  which  dissolves  in  the  concentrated  sulphuric  acid, 
while  the  gold  remains  behind.  On  addition  of  much  water 
the  stannic  oxide  falls,  mixed  with  finely  divided  gold,  in  the 
form  of  a  purple-red  precipitate.  On  warming  with  concen- 
trated sulphuric  acid  the  stannic  oxide  finally  redissolves, 
while  the  gold  is  left  pure  (H.  Eose  *). 

/.  Platinum  from  Gold. 

The  aqua-regia  solution  is  freed  so  far  as  possible  from  214 
nitric  acid  by  evaporation  with  hydrochloric  acid,  and  treated 
with  a  solution  of  ferrous  chloride,  the  gold  being  determined 
as  directed  in  §  123,  h.     The  platinum  may  be  precipitated 
from  the  filtrate  by  hydrogen  sulphide  according  to  §  124,  c. 

8.  Method    hosed  an  the  Extraction  of  Gold  hy 
Mercury. 

Determination  of  Gold  in  Platinum  Ore. 

Treat  the  mineral  for  several  hours  witti  small  quantities  216 
of  pui-e,  boiling  mercury,  pour  off  and  repeat  the  operation; 
then  wash  thoroughly  with  boiling  mercury  and  distil  off  all 
the  mercury  very  cautiously.  The  gold  remains  behind 
(Devillb  and  Debray).  Prudence  requires  that  the  residue 
should  be  tested. 


♦  Fogg.  AnnaL,  cxii,  173. 
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9.  Method  based  on  the  Precipitation  of  the  Indi- 
vidttal  Metals  as  Sulphides  by  Sodium  Thiosiilphate. 

Absenic  and  Aniimony  fbom  Tin. 

Add  an  excess  of  hydrochloric  acid  to  the  solution,  heat  216 
to  boiling,  and  add  sodium  thiosulphate  until  the  precipitate 
is  no  longer  orange  or  yellow,  but  white,  and  the  liquid  is 
opalescent  from  separated  sulphur.  Arsenic  and  antimony 
are  completely  precipitated,  while  all  the  tin  remains  in  solu- 
tion (VoHL*).  Estimate  the  former,  if  one  alone  of  the 
metals  is  present,  according  to  §  125,  1  and  §  127,  4,  If 
both  together  are  present,  separate  according  to  201  or  204. 
The  tin  in  the  filtrate  is  best  determined  according  to  §  126, 
1,  c.  Lenssen  t  employed  this  method  with  apparently  good 
results.  My  experience  has  not,  however,  been  so  favor- 
able. As  tin  is  also  precipitated  by  sodium  thiosulphate 
unless  free  hydrochloric  acid  is  present,  the  separation  can  be 
successful  only  when  hydrochloric  acid  present  prevents  pre- 
cipitation of  tin,  while  not  hindering  that  of  the  antimony. 

10.  Method  ba^ed  upon  the  Precipitation  of  Tin 
as  Stannic  A7'senate, 

Tin  fbom  Arsenic. 

Ed.  Häffely  J  has  proposed  the  following  method  of  deter-  217 
mining  both  the  tin  and  the  arsenic  in  commercial  sodium 
stannate,  which  often  contains  a  large  admixture  of  sodium 
arsenate.  Mix  a  weighed  sample  with  a  known  quantity  of 
sodium  arsenate  in  excess,  add  nitric  acid  also  in  excess, 
boil,  filter  off  the  precipitate,  which  has  the  composition 
2SnO,-As,0»  +  lOH.O,  and  wash  ;  expel  the  water  by  igni- 
tion and  weigh  the  residue,  which  consists  of  2SnO/As,0^. 
In  the  filtrate  determine  the  excess  of  arsenic  acid  as  directed  in 
§  127,  2.  The  amount  of  the  stannic  oxide  is  found  from  the 
weight  of  the  precipitate,  that  of  the  arsenic  acid  is  obtained 
by  adding  the  quantity  in  the  precipitate  to  the  quantity  in 
the  filtrate  and  deducting  the  quantity  added. 


*  Annal,  d,  Ckem.  u.  Pharm.,  xcvt,  240.  flh.,  cxiv,  118. 

tPhil.  Mag.,  x,  320  ;  Joum.  f,  prakt,  Chem,,  LXVii,  209. 
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1 1 .   Method  based  on  the  Separation  of  A  rsenic  and 
Antimony  from  their  Hydrogen  Compounds. 

To  determine  both  metals  in  a  mixture  of  arsenic  and  218 
antimony  hydrides,  conduct  the  gas  into  a  solution  of  neutral 
silver  nitrate.  Antimony  hydride  yields  silver  antiraonide, 
whereas  arsenic  goes  into  solution  as  arsenous  acid,  with  reduc- 
tion of  silver.  This  method  was  recommended  by  A.  W. 
HoFMAN  *  for  the  qualitative  detection  of  arsenic  and  anti- 
mony. Filter  oft  the  precipitate,  consisting  of  silver  and  silver 
antimonide,  and  wash  it.  To  the  solution  add  a  slight  excess 
of  hydrochloric  acid,  filter  oflF  the  silver  chloride,  and  pre- 
cipitate with  hydrogen  sulphide.  The  precipitate  is  arsenous 
sulphide  containing  a  small  quantity  of  antimonous  sulphide, 
which  is  to  be  separated  according  to  SOS  or  S07.  The  pre- 
cipitate of  silver  and  silver  antimonide  heat  with  tartaric 
acid  and  a  very  little  nitric  acid,  and  determine  the  antimony 
according  to  §  125,  1. 

All  methods  of  determining  antimony  and  arsenic  in  solu- 
tionSy  based  on  treating  the  solution  with  zinc  and  hydro- 
chloric acid,  passing  the  gas  into  silver-nitrate  solution,  etc., 
are  unreliable,  because  only  a  certain  part  of  the  arsenic  and 
antimony  are  evolved  as  hydrides,  while  the  balance  remains 
in  the  flask  in  the  form  of  metals. 

1 2 .   Volumetric  Methods. 

a.  Arsenous  fkom  Absenic  Acid. 

Convert  the  whole  of  the  arsenic  in  a  portion  of  the  sub-  S19 
stance  into  arsenic  acid  and  determine  the  total  amount  of  this 
as  directed  §  127,  2 ;  determine  in  another  portion  the  arsen- 
ous acid  as  directed  in  §  127,  5,  a,  and  calculate  the  arsenic 
acid  from  the  difference. 

h.  Antimony  of  Antimonous  Compounds  from  Antimonio 
Acid. 

Determine  in  a  sample  of  the  substance  the  total  amount  SSO 
of  the  antimony  as  directed  §  125,  1,  in  another  portion  esti- 
mate the  antimony  present  as  an   antimonous  compound  as 

*  Annal.  d.  Ch&m.  u.  Pharm.,  cxv,  287. 
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directed  §  125,  8,  and  calculate  the  antimonic  add  from  the 
difference. 

c.  Tm  OF  Stannous,  fkom  Tin  of  Stannic  Compounds. 

In  one  portion  of  the  substance  convert  the  whole  of  the  8S1 
stannous  into  stannic  salts  by  digestion  with  chlorine  water  or 
some  other  means,  and  determine  the  total  quantity  of  tin  as 
directed  §  126,  1,  J ;  in  another  portion,  which,  if  necessary, 
is  to  be  dissolved  in  hydrochloric  acid  in  a  stream  of  carbonic 
acid,  determine  the  stannous  tin  according  to  §  126,  2. 

II.  SEPARATION  OF  THE  ACIDS  FROM  EACH  OTHER 

It  must  not  be  forgotten  that  the  following  methods  of 
separation  proceed  generally  upon  the  assumption  that  the 
acids  exist  either  in  the  free  state,  or  as  alkali  salts ;  compare  the 
introductory  remarks,  (p.  697.  Where  several  acids  are  to  be 
determined  in  one  and  the  same  substance,  we  very  often  use 
a  separate  portion  for  each.  The  methods  here  given  do  not 
embrace  every  imaginable  case,  but  only  the  most  important 
cases,  and  those  of  most  frequent  occurrence. 


I^trst  Group. 

ABSENOÜS    ACID — ABSENIO   AOTD— <3HB0MI0  ACID— fiULPHUKIC  AOID— 

PHOSPHORIC     AGED ^BOBIO     AOn>— OXAUO     AOID HYDROFLÜOBIO 

ACID — SILICIC   ACID CARBONIC   ACID. 

§166. 

1.  Absenous  Acid  and  Arsenic  Acid  from  all  other 
Acids. 

Precipitate  the  arsenic  from  the  solution  by  hydrogen  sul-  288 
phide  (§  127,  4,  a  or  J),  filter,  and  determine  the  other  acids 
in  the  filtrate.  It  must  be  remembered,  that  the  arsenous 
sulphide  will  be  obtained  mixed  with  sulphur  if  chromic  acid, 
ferric  salts,  or  any  other  substances  which  decompose  hydro- 
gen sulphide  are  present.  The  estimation  of  sulphuric  acid 
in  the  filtrate  cannot  be  accurate  unless  air  is  excluded,  and 
oxidizers  such  as  chromic  acid  are  absent ;  sulphuric"  acid  is, 
therefore,  best  estimated  in  a  separate  portion  (883).  From 
those  acids  which  form  soluble  magnesium  salts,  arsenic  acid 
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may  be  separated  also  by  precipitation  as  ammoninm  magne- 
ginm  arsenate  (§  127,  2). 

2.  Sulphuric  Acid  from  all  the  other  Acids. ''^ 

a.  From  ArsenouSy  Arsenic ^  Phosphoric,^  Boric,  Oxalic, 
and  Ca/rbonic  Acids. 

Acidify  the  dilute  solution  strongly  with  hydrochloric  acid,  22S 
mix  with  barium  chloride,  and  filter  the  barium  sulphate  from 
the  solution,  which  contains  all  the  other  acids.  Determine 
the  barium  sulphate  as  directed  §  132.  If  acids  are  present 
with  which  barimn  forms  salts  insoluble  in  water  but  soluble 
in  acids,  the  barium  sulphate  is  apt  to  carry  down  with  it  such 
salts,  and  this  is  all  the  more  liable  to  happen,  the  longer  the 
precipitate  is  allowed  to  settle.  This  remark  applies  especially 
to  barium  oxalate,  and  tartrate,  and  the  barium  salts  of 
other  organic  acids  (H.  Rose).  In  such  cases  I  would  recom- 
mend, after  washing,  to  stop  up  the  neck  of  the  funnel,  and 
digest  the  precipitate  with  a  solution  of  hydrogen  sodium  car- 
bonate, then  to  wash  with  water,  with  dilute  hydrochloric 
acid,  and  again  with  water.  In  every  case,  however,  the 
purity  of  the  weighed  barium  sulphate  must  be  tested  as 
directed  §  132,  1. 

In  the  fluids  filtered  from  the  barium  sulphate  the  other 
acids  are  determined  according  to  the  directions  of  the  Fourth 
Section,  after  the  removal  of  the  excess  of  barium  chloride. 
Or  the  other  acids  may  be  estimated  in  separate  portions  of 
the  substance,  which  is  indeed  usually  the  best  way,  and  for 
carbonic  acid  is  of  course  the  only  way. 

h.  From  Hydroßuoric  Add. 

a.  When  sulphuric  acid  and  hydrofluoric  acid  are  present  884 
in  the  free  state  in  aqueous  solution,  it  is  best  to  estimate  the 
acidity  in  one  portion  by  means  of  standard  soda  (§  215),  and 
the  sulphuric  acid  in  another  (§  132, 1.,  1),  finding  the  hydro- 
fluoric acid  by  difference.  The  barium  sulphate  should  be 
purified  by  fusion  with  sodium  carbonate  (§  132,  L,  1). 

*  With  respect  to  the  separation  of  sulphuric  acid  from  selenic  acid,  comp. 
Wohlwill  {Annal.  d.  Chem,  u.  Pharm.,  cxrv,  188). 

f  If  metaphosphoric  acid  is  present,  it  must  first  be  converted  into  ortho- 
phosphoric  by  fusion  with  alkali  carbonate. 
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ß.  To  estimate  both  acids  in  minerals  or  other  dry  sub-  8S6 
stances,  it  is  safest,  provided  the  fluoride  can  be  decomposed 
by  sulphuric  acid,  to  determine  the  fluorine  in  one  portion 
according  to  §  138,  3,  «,  and  to  fuse  another  portion  for  a 
long  time  with  four  times  its  amount  of  sodium  carbonate, 
which  will  decompose  the  sulphate  thoroughly,  the  fluoride 
generally  but  partially.  The  fused  mass  is  soaked  in  water, 
the  solution  filtered,  acidified  with  hydrochloric  acid  and  pre- 
cipitated with  barium  chloride.  The  barium  sulphate  thus 
obtained  generally  contains  barium  fluoride,  and  must  be 
purified  according  to  §  132,  I.,  1,  by  fusion  with  sodium  car- 
bonate, &c. 

y.  An  actual  separation  of  both  acids  may  be  effected,  286 
when  both  are  in  the  form  of  alkali  salts,  by  adding  sodium 
carbonate  if  necessary,  and  then  precipitating  the  fluorine 
according  to  §  138,  I.,  adding  the  calcium  chloride  cautiously 
in  very  slight  excess.  The  sulphuric  acid  is  for  the  most  part 
found  in  the  filtrate  from  the  calcium  carbonate  and  fluoride, 
a  very  small  part  is  generally  also  found  in  the  calcium 
acetate  filtered  from  the  calcium  fluoride.  Both  filtrates  are 
acidified  and  precipitated  with  barium  chloride  (§  132,  I.,  1. 
H.  Rose). 

^.  Insoluble  compounds  may  also  be  decomposed  by  fusion  887 
with  six  parts  of  sodium  and  potassium  carbonates,  and  two 
parts  of  silica.  The  fused  mass,  after  cooling,  is  treated  with 
water,  the  solution  is  mixed  with  ammonium  carbonate,  and 
heated,  more  ammonium  carbonate  is  added  to  replace  what 
evaporates,  the  silicic  acid  thrown  down  is  filtered  off  and 
washed  with  water  containing  ammonium  carbonate,  a  solu- 
tion of  zinc  oxide  in  ammonia  is  added  to  precipitate  the 
remaining  silica,  the  fiuid  is  evaporated  till  all  ammonia  is 
driven  off,  filtered  and  the  process  concluded  as  in  y.  The 
precipitate  produced  by  the  zinc  should  be  tested  for  sulphuric 
acid. 

c.  From  Chromic  Acid. 

Boil  the  dry  compound  with  strong  hydrochloric  acid 
(p.  357,  ß)  and  estimate  the  chromic  acid  from  the  evolved 
chlorine.  Neutralize  some  of  the  acid  with  ammonia,  dilute 
and  precipitate  the  sulphuric  acid  by  long  boiling  with  excess 
of  barium  chloride.      The  barium  sulphate  thus  obtained 
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retains  chromic  oxide  (H.  Rose)  and  must  always  be  fused 
with  sodium  carbonate,  &c.  (§  132,  I.,  1). 

d.  From  Hydrofliu)siUcic  Acid. 

First  throw  down  the  hydrofluosilieic  acid  according  to  229 
§  133,  as  potassium  silicofluoride,  then  the  sulphuric  acid  in 
the  filtrate  with  barium  chloride. 

e.  From  SUicic  Acid. 
Compare  242. 

3.  Phosphobio  Aom  fbom  thb  otheb  Aoms. 

a.  From  the  adds  of  arsenic j  see  222 ;  from  svlphv/rio  230 
aoidj  see  22S ;  from  silicic  acidy  see  242. 

h.  From  Ohromdc  Acid. 

Precipitate  the  phosphoric  acid  by  adding  ammonium 
nitrate  and  ammonia,  and  then  magnesium  nitrate,  and  deter- 
mine the  chromic  acid  in  the  filtrate  as  directed  §  130,  I.,  a^ 
ß  or  I.,  h. 

c.  From  Boric  Acid. 

Precipitate  the  phosphoric  acid  with  a  solution  of  double  231 
chloride  of  magnesium  and  ammonium  (§  184,  0,  a\  wash  the 
precipitate  partially,  redissolve  it  in  hydrochloric  acid,  repre- 
cipitate  with  ammonia,  adding  a  little  magnesium  and  ammo- 
nium chloride,  and  estimate  the  phosphoric  acid  as  magnesium 
pyrophosphate.  In  the  filtrate  estimate  the  boric  acid  as 
magnesium  borate  (§  136,  I.,  1,  6), 

d.  From  Oxalic  Acid. 

a.  If  the  two  acids  are  to  be  determined  in  one  portion,  232 
the  aqueous  or  hydrochloric  solution  is  mixed  with  sodium 
auric  chloride  in  excess,  heat  applied,  and  the  oxalic  acid  cal- 
culated from  the  reduced  gold  (§  137,  c).  The  gold  added  in 
excess  is  separated  from  the  filtrate  by  hydrogen  sulphide,  and 
the  phosphoric  acid  then  precipitated  by  double  chloride  of 
magnesium  and  ammonium. 

ß.  If  there  is  enough  of  the  substance,  the  oxalic  acid  is  233 
determined  in  one  portion  according  to  §  137,  J,  or  rf,  and  the 
phosphoric  acid  in  another  portion.     If  the  substance  is  solu- 
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ble  in  water,  and  the  quantity  of  oxalic  acid  inconsiderable, 
the  phosphoric  acid  may  be  precipitated  at  once  with  magne- 
sinm  chloride,  am moninm  chloride,  and  ammonia:  if  not,  the 
substance  is  ignited  with  potassium  carbonate  and  sodium  car- 
bonate, «nd  the  oxalic  acid  being  thus  destroyed,  the  phos- 
phoric acid  is  determined  in  the  nitric  acid  solution  of  the 
residue  according  to  §  134, 1.,  &,  ß. 

e.  From  Hydrofluoric  Add. 

a.  Phosphates  and  fluorides  are  frequently  found  together  834 
in  minerals.  In  the  analysis  of  phosphorites,  for  instance,  we 
have  to  estimate  small  quantities  of  fluorine,  often  too  in  the 
presence  of  aluminium  and  iron,  which  increase  the  difliculty. 
According  to  my  own  experience,*  it  is  always  safest  in  such 
cases  to  estimate  in  one  portion  the  fluorine  as  silicon  fluoride 
(§  138,  II.,  3,  a),  and  in  another  portion  the  phosphoric  acid. 
Begarding  the  first  estimation,  it  must  be  m^itioned  that  car- 
bonic acid  if  present  must  first  be  removed.  To  this  end  heat 
the  finely  powdered  weighed  substance  with  water,  add  acetic 
acid  in  slight  excess,  and  also,  if  the  fluoride  present  is  soluble 
in  water,  some  calcium  acetate ;  evaporate  to  dryness  on  a  water 
bath,  treat  with  water,  filter,  wash  the  insoluble  matter,  dry, 
separate  as  far  as  possible  from  the  filter,  add  the  filter  ash, 
weigh,  test  a  small  portion  for  carbonic  acid  by  heating  with 
hydrochloric  acid,  and  weigh  the  rest  for  the  fluorine  estima- 
tion. For  the  estimation  of  the  phosphoric  acid,  dissolve  the 
finely  powdered  substance  in  hydrochloric  acid,  evaporate  to 
dryness  on  a  water-bath,  moisten  with  a  little  hydrochloric 
acid,  add  nitric  acid,  warm,  dilute,  filter,  evaporate  filtrate  and 
washings  to  dryness,  dissolve  in  nitric  acid,  and  proceed 
according  to  §  134, 1.,  J,  ß, 

ß.  Where  you  have  an  alkali  phosphate  and  an  alkali  235 
fluoride  together  in  aqueous  solution  the  phosphoric  acid  may 
be  separated  according  to  §  135,  II.,  d,  ß^  as  silver  phosphate, 
or  according  to  §  135,  II.,  a:,  as  mercurous  phosphate.  The 
fluoride  will  be  all  in  the  filtrate.  If  the  former  method  is 
adopted  the  silver  is  removed  from  the  filtrate  by  sodium 
chloride,  and  the  fluorine  estimated  as  calcium  salt  (§  138, 1.). 

•ZWtocÄr.  /.  analyU  Cham.,  v,  190,  and  vi,  408. 
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If  the  latter  method  is  adopted,  as  the  sohition  is  always  acid, 
the  nse  of  glass  and  porcelain  must  be  avoided.  The  mercury 
is  removed  from  the  filtrate  by  neutralizing  with  sodium  car- 
bonate and — without  filtering — passing  hydrogen  sulphide. 
The  fluorine  is  estimated  in  the  filtrate  as  calcium  salt,  accord- 
ing to  §  138, 1.  (H.  Kose). 

Y>  Substances  which  are  insoluble  in  water,  and  cannot  236 
be  decomposed  by  acids,  are  fused  with  sodium  carbonate  and 
silica  (227),  the  fused  mass  is  treated  with  water,  and  whe 
solution  with  ammonium  carbonate.  In  this  way  all  the 
fluorine  and  all,  or  nearly  all,  the  phosphoric  acid  will  be 
brought  into  solution.  The  solution  is  treated  as  in  235,  and 
any  remainder  of  phosphoric  acid  in  the  undissolved  residue 
is  estimated  according  to  284. 

d.  In  compounds  decomposable  by  water,  fluorine  may  237 
be  occasionally  estimated  indirectly  also.  Dissolve  in  hydro- 
chloric acid,  evaporate  with  a  slight  excess  of  sulphuric  acid 
until  all  the  hydrofluoric  acid  has  escaped  (the  amount  must 
not  be  increased  to  a  point  where  tlie  sulphuric  acid  will  be 
driven  off,  otherwise  some  phosphoric  acid  will  also  escape), 
and  determine  in  the  residue  the  phosphoric  acid  on  the  one 
hand ;  on  the  other  the  oxides.  If  now  the  proportion  be- 
tween the  phosphoric  acid  and  the  bases  in  the  compound 
investigated  is  known,  the  escaped  fluorine  may  be  calculated 
from  the  excess  of  bases.  It  is  assumed,  of  course,  that  other 
acids  must  not  be  present,  or  must  be  estimated  in  separate 
portions. 

4.  Hydbofluorio  Acid  from  other  Acids. 

a.  Fluorides  from  Borates, 

Mix  the  solution  containins:  alkali  borate  and  fluoride  with  238 
some  sodium  carbonate,  and  add  calcium  acetate  in  excess.  A 
precipitate  is  formed,  which  contains  the  whole  of  the  fluorine 
as  calcium  fluoride,  and  besides  this,  calcium  carbonrte  and 
some  calcium  borate ;  the  greater  portion  of  the  latter  having 
been  redissolved  by  the  excess  of  the  calcium  salt  added. 
Determine  the  calcium  fluoride  in  the  precipitate  as  directed 
§  138,  I.  The  small  quantity  of  boric  acid  in  the  precipitate 
is,  in  this  process,  partly  volatilized,  partly ,  dissolved  after 
evaporating  the  mass  with  acetic  acid  and  extracting  with 
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water.  It  is  therefore  necessary  to  determine  the  boric  acid 
in  a  separate  portion  of  the  substance,  according  to  §  136, 1., 
2  (A.  Steombyke).* 

h.  Flv^orides  from  Silicic  Add  and  Silicates. 

A  great  many  native  silicates  contain  fluorides :  care  must, 
therefore,  always  be  taken,  in  the  analysis  of  minerals,  not  to 
overlook  the  latter.  If  the  silicates  containing  fluoride  are 
decomposable  by  acids — which  is  only  rarely  the  case — and 
the  silicic  acid  is  separated  in  the  usual  way  by  evaporation, 
the  whole  of  the  fluorine  may  volatilize. 

a.  Bebzelius's  method.  Fuse  the  elutriated  substance  239 
with  4  parts  of  sodium  carbonate  for  some  time  at  a  strong 
red  heat,  digest  the  mass  in  water,  boil,  filter,  and  wash,  first 
with  boiling  water,  then  with  ammonium  carbonate.  The  fil- 
trate contains  all  the  fluorine  as  sodium  fluoride,  and,  besides 
this,  sodium  carbonate,  silicate,  and  aluminate.  Mix  the  fil- 
trate with  ammonium  carbonate  and  heat  the  mixture,  replac- 
ing the  ammonium  carbonate,  which  evaporates.  Filter  off 
the  precipitate  of  hydrate  of  silicic  acid  and  aluminium 
hydroxide,  and  wash  with  ammonium  carbonate.  To  separate 
the  last  portions  of  silica  from  the  filtrate  add  a  solution  of 
zinc  oxide  in  ammonia,  evaporate  till  no  more  ammonia 
escapes,  and  filter  off  the  precipitate  of  zinc  silicate  and  oxide. 
Determine  the  silica  in  this  precipitate  by  dissolving  in  nitric 
acid,  evaporating  to  dryness,  taking  up  with  nitric  acid,  and 
filtering  off  the  undissolved  silica.  In  the  alkaline  filtrate 
estimate  the  fluorine  as  calcium  salt  (§  138,  I.).  The  residue, 
insoluble  in  water,  and  the  precipitate  produced  by  ammonium 
carbonate  are  finally  treated  with  hydrochloric  acid  according 
to  §  140,  II.,  a,  in  order  to  separate  the  silica. 

/?.  In  substances  readily  decomposed  by  sulphuric  acid  you  240 
may  also  separate  and  weigh  the  silica  according  to  239  in  one 
portion,  and  determine  the  fluorine  in  another  portion  accord- 
ing to  §  138,  II.,  3,  a. 

c.  Fluorides^  Silicates  and  Phosphates  together. 

Compounds  of  this  kind  are  not  rare  in  nature,  and  may  241 
be  decomposed  according  to  239.     We  cannot  alway  rely  on 

*  Annal.  d,  Chem.  u.  Pharm, ,  c,  91. 
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complete  decomposition  of  the  pliospliate,  as,  for  instance,  cal- 
cium phosphate  is  but  partially  decomposed  on  fusion  with 
sodium  carbonate.  The  solution,  obtained  after  separation  of 
the  silica  by  ammonium  carbonate  and  the  zinc  solution,  is 
made  up  to  a  definite  volume,  and  a  portion  is  tested  for  phos- 
phoric acid  with  molybdic  solution.  If  none  is  present  the 
fluorine  is  estimated  in  the  measured  remainder  of  the  fluid  as 
fluoride  of  calcium  (§  138,  I.).  If  on  the  other  hand  phos- 
phoric acid  is  still  present,  treat  the  measured  remainder  of  the 
fluid  according  to  286.  In  the  original  residue  and  the  ammo- 
nium carbonate  precipitate  estimate  the  principal  amounts  of 
the  silicic  and  phosphoric  acids  and  the  basic  metals.  In  the 
zinc  precipitate  estimate  the  remainder  of  the  silicic  acid,  and 
in  the  filtrate  from  the  latter  estimate  the  portion  of  the 
phosphoric  acid  which  was  thrown  down  by  zinc  oxide. 

As  the  phosphoric  acid  is  so  divided  by  this  method,  it  is 
well  to  make  a  direct  estimation  of  it  in  another  portion  of  the 
substance,  especially  when  only  a  small  quantity  is  present. 
For  this  purpose  decompose  the  silicate  with  hydrofluoric  and 
hydrochloric  acids,  add  enough  but  not  too  large  an  excess  of 
sulphuric  acid,  and  evaporate  till  all  the  fluorine  has  escaped  as 
silicon  fluoride  and  hydrofluoric  acid.  Do  not  increase  the  heat 
to  the  escape  of  sulphuric  acid,  or  phosphoric  acid  may  be  lost. 
Take  up  the  residue  with  nitric  acid,  dilute,  filter,  and  estimate 
the  phosphoric  acid  in  the  filtrate  by  the  molybdic  method, 
page  446. 

If  the  substance  can  be  easily  decomposed  with  sulphuric 
acid,  the  fiuorine  may  of  course  also  be  expelled  as  silicon 
fiuoride  and  estimated  according  to  §  138,  II.,  3,  a, 

5.  Silicic  Acid  from  all  otheb  Acids. 

a.  In  compounds  which  a/re  decomposed  hy  hydrochloric 
acid. 

Decompose  the  substance  by  digestion  with  hydrochloric  84S 
or  nitric  acid,  evaporate  the  whole  on  the  water  hath  to  dryness 
(§  140,  II.,  a),  treat  with  water,  hydrochloric  acid  or  nitric  acid 
according  to  circumstances,  filter  oflE  the  silica,  and  estimate 
the  other  acids  in  the  filtrate.  The  following  points  require 
attention. 

a.  In  the  presence  of  borates  or  fiuorides  this  method  cannot 
be  used ;  employ  243. 
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ß.  In  tlie  presence  of  phosphoric  acid  the  silica  always 
retains  a  small  portion,  which  cannot  be  extracted  by  washing 
with  acidified  water  (H.  Rose,  W.  Skey*).  After  washing 
the  silica  with  water,  treat  it  repeatedly  with  ammonia,  which 
will  leave  only  a  very  minute  quantity  of  the  phosphoric  acid. 
Evaporate  the  ammoniacal  fluid,  finally  adding  a  little  hydro- 
chloric acid,  dissolve  in  water  with  addition  of  a  little  nitric 
acid,  filter  off  the  small  amount  of  silica  which  was  taken  up 
by  the  ammonia,  and  estimate  the  remainder  of  the  phosphoric 
acid  in  the  filtrate. 

J.  In  compounds  which  a/re  not  decomposed  by  hydrochlo- 
ric acid. 

Fuse  with  carbonate  of  potash  and  soda  (p.  511)  and  treat  S4S 
the  residue  either  at  once  cautiously  with  dilute  hydrochloric 
or  nitric  acid,  in  order  to  proceed  with  the  solution  according 
to  242  (not  applicable  in  presence  of  boric  acid  or  fluorine) ; 
or  taking  the  fluid  obtained  by  boiling  the  residue  with  water, 
precipitate  the  dissolved  silica  by  warming  with  ammonium 
carbonate,  and  throw  down  the  last  portion  of  silica  from  the 
filtrate  of  zinc  oxide  dissolved  in  ammonia  (239). 

The  silicic  acid  is  then  found  partly  in  the  residue  left  un- 
dissolved by  water,  partly  in  the  precipitate  produced  by 
ammonium  carbonate,  and  partly  in  the  precipitate  produced 
by  the  zinc  solution.  Separate  it  according  to  §  140,  II.,  a. 
Boric  acid  and  fiuorine  will  be  found  entirely  in  the  last  alka- 
line filtrate  (289).  Begarding  phosphoric  acid  see  241. 
Sulphuric  acid  passes  for  the  most  part  into  the  last  alkaline 
filtrate,  yet  it  is  well  also  to  examine  the  acid  filtrates  from 
the  silica. 

6.  Cabbokic  Acid  from  all  otheb  Aoids. 

When  carbonates  are  heated  with  stronger  acids,  the  car-  244 
bonic  acid  is  expelled  ;  the  presence  of  carbonates,  therefore, 
does  not  interfere  with  the  estimation  of  most  other  acids. 
And  as,  on  the  other  hand,  the  carbonic  acid  is  determined  by 
the  loss  of  weight  or  by  combination  of  tlie  expelled  gas,  the 
presence  of  salts  of  non-volatile  acids  does  not  interfere  with 
the  determination  of  the  carbonic  acid.  Accordingly,  with 
compounds  containing  carbonates,  sulphates,  phosphates,  &c., 
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either  the  carbonic  acid  is  determined  in  one  portion,  and  the 
other  acids  in  another,  or  both  estimations  are  pei  formed  on 
one  portion.  In  the  latter  case  the  process  described  on  p.  500, 
ej  or  p.  493,  ^,  may  be  nsed  with  advantage,  the  other  acids 
being  determined  in  the  solution  remaining  in  the  decomposing 
flask.  In  presence  of  fluorides,  one  of  the  weak  non- volatile 
acids,  such  as  tartaric  acid  or  citric  acid,  must  be  employed  to 
expel  the  carbonic  acid ;  since,  were  sulphuric  or  hydrochloric 
acid  used,  part  of  the  liberated  hydrofluoric  acid  would  escape 
with  the  carbonic  acid.  If,  as  will  occasionally  happen  in  an 
analysis,  a  mixed  precipitate  of  calcium  fluoride  and  calcium 
carbonate  is  thrown  down  from  a  solution,  the  two  salts  may 
be  separated  by  evaporating  with  acetic  acid  to  dryness,  and 
extracting  the  residue  with  water ;  the  calcium  acetate  formed 
from  the  carbonate  is  dissolved,  the  calcium  fluoride  is  left 
behind. 

Second  Group. 

OHLOBINB — BROMINE — IODINE — CYANOGEN — SULPHUR. 

I.  Separation  of  the  Acids  of  the  Second  Group  from  thosb 

OF  THE  First. 

§167. 

a.  All  the  Acids  of  the  Second  Group  from  those 
of  the  First. 

Mix  the  dilute  solution  with  nitric  acid,  add  silver  nitrate  246 
in  excess,  and  filter  off  the  insoluble  chloride,  bromide,  iodide, 
&c.,  of  silver.  The  filtrate  contains  the  whole  of  the  acids  of 
the  first  group,  the  silver  salts  of  these  acids  being  soluble  in 
water  or  nitric  acid.  Carbonic  acid  must,  under  all  circum- 
stances, be  determined  in  a  separate  portion  (§  139,  d^  «,  or  g). 
If  method  d  or  gis  used,  the  remarks  on  p.  489  must  be 
borne  in  mind. 
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h.  Some  of  the  Acids  of  the  Second  Oroup  from 
Acids  of  the  First  Oroup. 

Ab  it  is  often  inconvenient  for  the  further  separation  of  246 
the  acids  of  the  second  group  to  have  them  all  in  the  form  of 
insoluble  silver  compounds,  the  analysis  is  sometimes  efEected 
by  separating  first  the  acid  of  the  first  group,  then  that  of  the 
second.  If  the  quantity  of  substance  is, large  enough,  the 
most  convenient  way  generally  is  to  determine  the  several 
acids,  e.g.^  sulphuric  acid,  phosphoric  acid,  chlorine,  sulphur, 
&c.,  in  separate  portions. 

Of  the  infinite  number  of  combinations  that  may  present 
themselves  we  will  here  consider  only  the  most  important. 

1.  Sulphuric  Acid  may  be  readily  separated  from  clilorine,  247 
bromine,  iodine,  and  cyanogen,  by  precipitation  with  a  barium 
salt.    If  the  acids  of  the  second  group  are  to  be  determined 

in  the  same  portion,  barium  nitrate  or  acetate  is  used  instead 
of  bai-ium  chloride.  In  presence  of  hydrogen  sulphide,  sul- 
phuric acid  cannot  be  determined  in  this  way,  as  part  of  the 
hydrogen  sulphide  would  be  converted  into  sulphuric  acid  by 
the  oxygen  of  the  air.  The  error  thus  introduced  into  the 
process  may  be  very  considerable  (Fresenius*)  The  hydrogen 
sulphide  must,  therefore,  first  be  removed  by  cupric  chloride, 
and  the  sulphuric  acid  determined  in  the  filtrate ;  or,  the 
hydrogen  sulphide  must  be  completely  oxidized  into  sulphuric 
acid  by  chlorine  or  bromine,  and  a  corresponding  deduction 
afterwards  made  in  calculating  the  quantity  of  the  sulphuric 
acid.  In  other  cases  it  is  well  to  expel  the  hydrogen  sulphide 
according  to  §  148,  ö,  by  heating  with  hydrochloric  acid,  and 
to  estimate  the  sulphuric  acid  in  the  residual  fluid. 

2.  Phobphorio  Acid  may  be  precipitated  by  ammonium  248 
magnesium    nitrate,  after  addition   of  ammonium   nitrate; 
OXALIC  ACID  by  calcium  nitrate ;  chlorine,  bromine,  iodine,  &c.. 

are  determined  in  the  filtrate. 

3.  Chlorine  in  Silicates. 

a.  If  the  silicates  dissolve  in  dilute  nitric  acid,  precipitate  249 
the  highly  dilute  solution  with  silver  nitrate,  without  applying 
heat,  remove  the  excess  of  silver  from  the  filtrate  by  dilute 
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hydrochloric  acid,  still  without  applying  heat,  and  then  sepa- 
rate the  silicic  in  the  nsual  way. 

b.  If  the  silicate  becomes  gelatinous  upon  decomposition 
with  nitric  acid,  dilute,  allow  to  deposit,  filter,  wash  the  sepa- 
rated silicic  acid,  and  treat  the  filtrate  as  in  a. 

In  the  processes  a  and  h  the  silver  chloride  may  contain 
silica.  Keduce  the  weighed  silver  salt  by  hydrogen  and  treat 
with  nitric  acid ;  the  silica  will  remain  behind. 

c.  If  nitric  acid  fails  to  decompose  the  silicates,  mix  the 
substance  with  sodium  and  potassium  carbonates,  moisten  the 
mass  with  water,  dry  in  the  crucible,  fuse,  boil  with  water, 
remove  the  dissolved  silicic  acid  by  ammonium  carbonate  and 
zinc  oxide  dissolved  in  ammonia  (239),  and  then  precipitate, 
after  addition  of  nitric  acid,  with  silver  nitrate. 

d.  If  the  silicates  are  readily  decomposed  by  acids,  the 
chlorine  may  be  estimated  by  heating  them  with  moderately 
concentrated  sulphuric  acid  and  collecting  the  hydrochloric- 
acid  gas  in  receivers,  the  first  of  which  contains  water,  the 
second  water  containing  ammonia.  During  the  operation 
conduct  a  current  of  air  through  the  apparatus  and  heat  until 
copious  fumes  of  sulphuric  acid  pass  over.  If  suitable  pro- 
vision be  made  for  the  current  of  air,  the  apparatus.  Fig.  78, 
will  answer  the  purpose  (H.  Rose).  The  hydrochloric  acid 
in  the  receivers  is  estimated  according  to  §  141,  a.  As 
methods  a  and  h  may  perhaps  yield  a  silver  chloride  contain- 
ing silicic  acid,  it  is  advisable  to  reduce  by  ignition  in  a  cur- 
rent of  hydrogen  and  to  treat  the  residue  with  nitric  acid. 
Any  silicic  acid  remains  behind. 

4.  Chlorides  in  presence  of  Fluorides. 

If  the  substance  is  soluble  in  water,  the  separation  may  be  250 
eflfected  as  directed  in  245 ;  but  it  is  more  convenient  to  precipi- 
tate the  fluorine  with  calcium  nitrate,  and  the  chlorine  in  the 
filtrate  with  silver  nitrate.     Insoluble  compounds  are  fused 
with  sodium  carbonate  and  silicic  acid,  and  treated  as  in  251. 

5.  Chlorides  in  presence  of  Fluorides  in  Silicates. 
Proceed  as  directed  in  239.     Saturate  the  alkaline  filtrate  251 

nearly  with  nitric  acid,  precipitate  with  calcium  nitrate,  sepa- 
rate the  calcium  fluoride  and  carbonate  as  directed  in  244,  and 
precipitate  the  chlorine  in  the  filtrate  by  silver  nitrate. 
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6.  Sulphides  in  Siligates. 

If  the  Bubstance  is  decomposable  by  acids,  reduce  it  to  the  2SS 
very  finest  powder  and  treat  with  f nming  nitric  acid  free  from 
sulphuric  acid  (§148,  II.,  2,  a),  or  with  rather  dilute  nitric 
acid  in  sealed  tubes  at  120°-150°  (Cabius  *).  When  the  sul- 
phur is  completely  oxidized,  rinse  the  contents  of  the  flask  or 
tube  into  a  dish,  evaporate  on  the  water-bath,  treat  with  hydro- 
chloric or  nitric  acid,  dilute,  filter  off  the  silica,  and  determine 
in  the  filtrate  the  sulphuric  acid  formed.  If,  on  the  contrary, 
the  substance  is  not  decomposable  by  acids,  fuse  with  4  parts 
of  sodium  carbonate  and  1  part  of  potassium  nitrate,  boil  the 
fused  mass  with  water,  filter,  remove  the  dissolved  silicic  acid 
from  the  filtrate  by  acidifying  with  hydrochloric  or  nitric  acid 
and  evaporating,  and  proceed  as  above  directed. 

7.  Sulphides  in  presence  op  Carbonates. 

If  you  have  to  estimate  sulphur  in  sulphides,  which  can  263 
easily  be  decomposed  by  acids  (ö.^.,  calcium  sulphide),  in  pres- 
ence of  carbonates,  decompose  the  substance  by  heating  with 
hydrochloric  acid,  dry  the  evolved  mixture  of  hydrogen  sul- 
phide and  carbonic  acid,  take  up  the  hydrogen  sulphide  by 
tubes  filled  with  pumice  prepared  with  cupric  sulphate  (p. 
661)5  and  the  carbonic  acid  by  soda-lime  tubes  (p.  493).  For 
details  see  *^  Analysis  of  Black  Ash  "  in  the  Special  Part. 


Supplement 

Analysis  of  Compounds,  containing  Alkali  Sulphides,  Carbon- 
ates, Sulphates,  and  Thiosulphates. 

§168. 

The  following  method  was  first  employed  by  G.  Werther  t  2M 
in  the  examination  of  gunpowder  residues.     N.  Fedorow  X  has 
shown  that  the  original  process  included  an  error,  which  has 
been  put  right  in  the  method  described  below. 

Put  the  substance  into  a  flask,  add  water,  in  which  a  suf- 
ficient quantity  of  cadmium  carbonate  §  is  suspended;  cork, 
and  shake  the  vessel  well.     The  alkali  sulphide  decomposes 

*Ck)mp.  *' The  Determination  of  Sulphur  in  Organic  Substances." 
t  Journ,  f.  prakt.  Chem.,  lv,  22.        XZeitschr,  f,  analyi.  Chem.,  ix,  127. 
§  To  obtain  the  cadmium  carbonate  free  from  alkali,  ammonium  carl>onate 
must  be  used  as  precipitant. 
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completely  with  the  cadmium  carbonate.  Filter  the  yellowish 
precipitate  oflF,  and  treat  it  with  dilute  acetic  acid  (not  with 
hydrochloric  acid);  the  cadmium  carbonate  dissolves,  the 
cadmium  sulphide  is  left  undissolved.  Oxidize  the  latter  with 
potassium  chlorate  and  nitric  acid  (p.  567),  or  with  bromine 
(p.  668),  and  precipitate  with  barium  chloride  the  sulphuric 
add  formed  from  the  sulphide. 

Heat  the  fluid  filtered  from  the  yellow  precipitate,  and 
mix  with  solution  of  neutral  silver  nitrate.  The  precipitate 
consists  of  silver  carbonate  and  silver  sulphide  (K,S,0,-|- 
2AgNO.+H,0=K,SO,+Ag,S+2H:NrO,).  Filter  it  off,  and 
wash  with  carbonic  acid  water,  then  remove  the  silver 
carbonate  by  ammonia  and  precipitate  the  silver  from  the 
ammoniacal  solution  by  acidifying  with  nitric  acid  and  adding 
sodium  chloride.  2  mol.  silver  chloride  so  obtained  corre- 
spond to  1  mol.  carbonate.*  Dissolve  the  silver  sulphide  in 
dilute  boiling  nitric  acid,  determine  the  silver  in  the  solution 
as  silver  chloride,  and  calculate  from  the  result  the  quantity 
of  the  thiosulphuric  acid;  1  mol.  AgCl  corresponds  to  1  at. 
sulphur  in  thiosulphuric  acid,  or  2  AgCl  correspond  to  K,S,0,. 

From  the  fluid  filtered  from  the  silver  sulphide  and 
carbonate  remove  first  the  excess  of  silver  by  means  of 
hydrochloric  acid,  and  then  precipitate  the  sulphuric  acid  by 
a  barium  salt.  From  the  sulphuric  acid  found  you  have,  of 
course,  to  deduct  the  quantity  of  that  acid  resulting  from  the 
decomposition  of  the  thiosulphuric  acid,  and  accordingly  for  1 
part  of  silver  chloride  formed  from  the  sulphide,  0*279  parts  of 
sulphuric  anhydride  (SO,).  The  difference  gives  the  amount, 
of  sulphuric  acid  originally  present  in  the  analyzed  compound. 
By  way  of  control,  you  may  determine,  in  the  fiuid  filtered, 
from  the  barium  sulphate,  the  alkali  as  sulphate  (§  97  or  §  98). 
Compare  also  "  Analysis  of  Black  Ash  "  and  the  *'  Lye  from 
Soda  Ilesidues  "  in  tlie  Special  Part. 

*  A  quantity  equivalent  to  the  sulphur  found  existing  as  sulphide  has  to  be 
deducted  from  this  (K,S  -f-  CdCO»  =  CdS  -|-  K,CO»).  On  the  other  hand,  a  quan- 
tity equivalent  to  the  sulphide  of  silver  precipitated  by  the  thiosulphate  must  be 
added,  for  each  mol.  of  sulphide  of  silver  from  the  thiosulphate  gives  2  mol. 
HNO,,  which  decomposes  1  mol.  carbonate  of  silver.  This  correction  was  over- 
looked by  Wkrthbr. 
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IL  Sepabation  of  the  Acids  of  the  Second  Gboup  fbom 

EACH  OTHER. 

§169. 
1.  Chlorine  from  Bromine. 

All  the  methods  of  direct  analysis  hitherto  proposed  to 
effect  the  separation  of  chlorine  from  bromine  are  defective. 
The  bromine  is  therefore  always  determined  in  a  more  indi- 
rect way. 

a.  Precipitate  with  silver  nitrate,  wash  the  precipitate,  266 
wash  it  from  the  filter  into  a  porcelain  dish,  extract  the  filter 
with  hot  ammonia,  evaporate  the  ammonia  in  a  weighed  porce- 
lain crucible,  add  the  principal  quantity  of  the  precipitate, 
dry,  fuse,  and  weigh.  Transfer  an  aliquot  part  of  the  mixed 
silver  chloride  and  bromide  to  a  light  weighed  bulb-tube  of 
hard  glass,''^  fuse  in  the  bulb,  let  the  mass  cool,  and  weigh. 
This  operation  gives  both  the  total  weight  of  the  tube  with 
its  contents,  and  the  weight  of  the  portion  of  mixed  silver 
chloride  and  bromide  in  the  bulb.  The  greatest  accuracy  in 
the  several  weighings  is  indispensable.  Now  transmit  through 
the  tube  a  slow  stream  of  dry  pure  chlorine  gas,  heat  the  con- 
tents of  the  bulb  to  fusion,  and  shake  the  fused  mass  occasion^ 
ally  about  in  the  bulb.  After  the  lapse  of  about  20  minutes, 
take  oflf  the  tube,  allow  it  to  cool,  hold  it  in  an  oblique  posi- 
tion, that  the  chlorine  gas  may  be  replaced  by  atmospheric 
air,  and  then  weigh.  Heat  once  more  for  about  10  minutes  in 
a  stream  of  chlorine  gas,  and  weigh  again.  If  the  two  last 
weighings  agree,  the  experiment  is  terminated ;  if  not,  the 
operation  must  be  repeated  once  more.  The  loss  of  weight 
suffered,  multiplied  by  4*2218  (which  may  be  taken  as  4"222), 
gives  the  quantity  of  the  silver  bromide  decomposed  by  the 
chlorine.  For  the  proof  of  this  rule,  see  "Calculation  of 
Analyses,''  §  200. 

This  method  gives  very  accurate  results,  if  the  proportion 
of  bromine   present  is  not  too  small;    but   most  uncertain 

*  Tbe  best  way  of  effecting  the  removal  of  the  fased  mass  from  the  crucible 
18  to  fuse  again  and  then  pour  out. 
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results  in  eafies  where  mere  traces  of  bromine  have  to  be 
determined  in  presence  of  large  quantities  of  chlorides,  as,  for 
instance,  in  salt-springs.  To  render  the  method  available  in 
such  cases,  the  great  point  is  to  produce  a  silver  compound 
containing  all  the  bromine,  and  only  a  small  part  of  the 
chlorine.  This  end  may  be  attained  in  several  ways.  In 
these  pi-ocesses  the  quantity  of  chlorine  is  found  by  completely 
precipitating  a  separate  portion  with  silver  solution,  and 
deducting  the  silver  bromide  found  from  the  weight  of  the 
precipitate. 

or.  Mix  the  solution  with  sodium  carbonate  in  excess  (if  a 
precipitate  is  formed,  do  not  filter),  evaporate  to  dryness, 
powder  the  residue,  extract  with  hot  absolute  alcohol;  the 
solution  contains  the  whole  of  the  alkali  bromide,  and  only  a 
small  portion  of  the  alkali  chloride ;  add  a  drop  of  soda  solu- 
tion, and  evaporate,  dissolve  the  residue  in  water,  acidify  with 
nitric  acid,  and  precipitate  with  silver  solution. 

ß,  Fehling's  method.*  Mix  the  solution  cold  with  a  266 
quantity  of  solution  of  silver  nitrate  not  nearly  sufficient  to 
effect  complete  precipitation,  shaking  the  mixture  vigorously, 
and  leave  the  precipitate  for  some  time  in  the  fluid,  with 
repeated  shaking.  If  the  amount  of  the  precipitate  produced 
corresponds  at  all  to  the  quantity  of  bromine  present,  the 
whole  of  the  latter  substance  is  obtained  in  the  precipitate. 

Fehling  gives  the  following  rule : 

If  the  fluid  contains  1  bromine  to  1000  chlorine  use  J^  or  -J- 
the  quantity  of  silver  nitrate  that  would  be  required  to  effect 
complete  precipitation ;  if  the  fluid  contains  10,000  times  as 
much  chlorine  as  bromine,  use  ^;  if  50,000,  use  ^;  if 
100,000,  use  ^. 

Wash  the  mixed  precipitate  of  silver  chloride  and  bromide 
thoraitghly^  dry,  ignite,  weigh,  and  treat  with  chlorine  as 
above. 

y.  MARCHANüf  has  slightly  modified  Fehling's  method.  267 
He  reduces  with  zinc  the  mixed  precipitate  of  silver  chloride 
and  bromide  obtained  by  Fehling's  fractional  precipitation, 
decomposes  the  solution  of  zinc  chloride  and  bromide  with 
sodium  carbonate,  evaporates  to  dryness,  and  extracts  the  resi- 


•JbttT»./.  praki,  Ohem.,  xlv,  269.  f  ^^-»  xlvii,  868. 
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due  with  absolute  alcohol,  which  dissolvee  all  the  sodium 
bromide  with  only  a  little  of  the  sodium  chloride ;  he  then 
evaporates  the  solution  to  dryness,  takes  up  the  residue  with 
water,  precipitates  again  with  silver  nitrate,  and  subjects  a 
part  of  the  weighed  precipitate  to  the  treatment  with  chlorina 

6.  If  a  fluid  containing  chlorides  in  presence  of  some 
bromide  is  heated  in  a  retort  with  hydrochloric  acid  and 
manganese  dioxide,  the  whole  of  the  bromine  passes  over  before 
any  of  the  chlorine.  Upon  this  circumstance  Mohb  *  bases 
the  following  method  for  effecting  the  concentration  of 
bromine : — Distil  as  stated,  and  conduct  the  vapors,  through  a 
doubly  bent  tube,  into  a  wide  Woxtle^s  bottle,  which  contains 
some  strong  ammonia.  Dense  fumes  form  in  the  bottle,  fill- 
ing it  gradually.  Conduct  the  excess  of  vapors  from  the  first 
into  a  second  bottle,  with  narrow  neck,  containing  ammoniated 
water.  Both  bottles  must  be  sufficiently  large  to  allow  no 
vapors  to  escape.  When  the  whole  of  the  bromine  is  evolved, 
which  may  be  distinctly  seen  by  the  color  of  the  space  above 
the  liquid  in  the  retort  and  tubes,  raise  the  cork  of  the  flask 
to  prevent  the  receding  of  ammonium-bromide  fumes.  Let 
the  apparatus  cool,  and  unite  the  contents  of  the  two  bottles; 
the  fluid  contains  the  whole  of  the  bromine,  with  a  rela- 
tively small  portion  of  the  chlorine. 

h.  Instead  of  treating  the  silver  chloride  and  bromide  in  258 
a  current  of  chlorine  as  in  a,  the  mixture  may  be  reduced  to 
metallic  silver  in  a  current  of  hydrogen.  After  the  weight 
of  the  silver  has  been  accurately  ascertained,  calculate  its 
equivalent  in  silver  chloride,  subtract  from  this  the  weight  of 
the  silver  chloride  and  bromide  which  had  been  reduced,  and 
thus  obtain  the  difference  which,  as  in  a,  served  as  a  point 
of  departure  for  calculation  (Wackenrodee).  The  method 
possesses  no  advantage  over  a,  because  a  long-continued  and 
very  strong  heat  is  required  in  the  current  of  hydrogen  in 
order  to  completely  reduce  the  silver  bromide.  It  will  be 
seen  that  one  and  the  same  portion  of  silver  bromide  and 
chloride  may  be  treated  first  as  in  a,  and  then,  for  control,  as 
in  h.     The  difference  found  direct  in  a,  and  calculated  in  5, 


»  Annal  d.  Cfiem.  u.  Pharm,,  xciii,  80. 
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between  the  silver  chloride  and  bromide,  must  be  equal  to 
the  silver  chloride  equivalent  to  it. 

c.  Fb.  Mohb*  recommends  precipitating  the   bromine  269 
and  a  part  of  the  chlorine  by  a  known  quantity  of  silver,  and 
then  weighing  the  precipitate  of  silver  chloride.     It  is  seen 
that  this  method  will  yield  the  same  data  for  calculation  as  in 

h.  The  known  quantity  of  silver  used  for  precipitating  is 
weighed  either  directly  and  is  dissolved  in  nitric  acid,  or  it  is 
added  in  the  form  of  standard  silver  solution.  This  method 
is  more  convenient  than  that  given  under  a,  but  I  do  not  con- 
sider it  quite  so  accurate,  particularly  if  only  small  quantities 
of  bromine  are  present.  It  is  assumed  that  from  a  weighed 
quantity  of  silver  the  absolutely  correct  quantity  of  silver 
chloride  equivalent  to  it  is  obtained;  and  this  assumption 
cannot  be  realized  in  practice.  Errors  to  the  extent  of  some 
milligrammes  cannot  be  avoided,  hence  the  difference  might 
be  calculated  as  bromine,  even  when  none  is  present  at  all. 
The  method  given  under  a  is  not  nearly  so  likely  to  afford 
errors,  or  at  least  to  the  same  extent.  Further,  one  can 
ascertain  without  trouble  whether,  on  carefully  heating  silver 
chloride  in  a  current  of  chlorine,  any  change  in  weight  takes 
place,  and  thereby  rendering  an  error  of  0*5  milligramme  less 
excusable  than  one  of  2  milligrammes  incurred  by  converting  * 
2  or  3  grm.  silver  into  chloride;  and  this  is  scarcely  avoid- 
able, particularly  if  a  filter  is  used  in  the  process,  as  is  re- 
quired in  a  partial  precipitation,  in  which  case  the  precipi- 
tate always  subsides  less. 

d.  PisANi'sf  method  may  be  regarded  as  a  modification  260 
of  (?,  wherein  a  known  quantity  of  silver  solution  is  added  in 
slight  excess,  the  precipitate  filtered  off,  and  the  silver  in  the  fil- 
trate estimated  with  starch  iodide  (page  349).    The  precipitate  is 
weighed  as  in  c.     This  method  precludes  partial  precipitation. 

e.  Determine  in  a  portion  of  the  solution   the  chlorine  261 
+bromine  (by  precipitating  with  silver),  either  gravimetrically 

or  volumetrically ;  in  another  portion  the  bromine,  either  by 
the  colorimetric  method  (§  143, 1.,  5,  a  or  ß)  or  volumetrically 
(§  143,  I.,  J,  y).     Calculate  the  chlorine  from  the  difference. 

*  Annal.  d.  CJiem.  u.  Pharm.,  xciii,  76. 

t  Campt  rend.,  xliv.  852 ;  Jourjuf.  prakt.  Chem.,  lxxii,  266. 
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The  method  is  very  suitable  for  an  expeditious  analysis  of 
mother-liqnors. 

/.  Compare  also  271  and  272. 

2.  Chloeinb  tkom  Iodine. 

a.  Add  to  the  solution  palladious  nitrate,  and  determine  262 
the  precipitated  palladious  iodide  as  directed  §  145,  I.,  a,  ß. 
Conduct  hydrogen  sulphide  into  the  filtrate  to  remove  excess 
of  the  palladium,  destroy  the  excess  of  hydrogen  sulphide  by 
solution  of  ferric  sulphate,  and  precipitate  the  chlorine  finally 
with  solution  of  silver.  It  is  generally  found  more  simple 
and  convenient  to  precipitate  from  one  portion  the  iodine,  by 
means  of  palladious  chloride,  as  directed  §  145,  I.,  a,  ß^  from 
another  portion  the  chlorine  and  iodine  jointly  with  silver 
nitrate,  and  to  calculate  the  chlorine  from  the  difference.  If 
you  have  no  solution  of  palladious  nitrate  ready,  and  the 
chlorine  and  iodine  must  be  determined  in  one  portion  of  the 
solution  under  examination,  add  a  measured  quantity  of  a 
solution  of  palladious  chloride,  determine  the  amount  of  chlo- 
rine in  this  and  in  another  exactly  equal  portion  of  the  same 
solution,  and  deduct  it.  The  results  are  accurate.  In  the  case 
of  fluids  containing  a  large  proportion  of  alkali  chlorides  to  a 
small  quantity  of  iodide — and  such  cases  often  occur — ^the 
iodide  is  concentrated  by  adding  sodium  carbonate  to  the  fluid, 
evaporating  to  dryness,  extracting  the  residue  with  hot  alcohol, 
evaporating  the  alcoholic  solution  with  addition  of  a  drop  of 
solution  of  soda,  and  taking  the  residue  up  with  water. 

h.  Proceed  exactly  as  for  the  indirect  determination  of  263 
bromine  in  presence  of  chlorine  (256).  The  greatest  care 
must  be  taken  that  as  little  as  possible  of  the  mixed  silver  chlo- 
ride and  iodide  adheres  to  the  filter,  for  silver  iodide  dissolves 
only  very  slightly  in  ammonia.  Any  particles  of  silver  iodide 
remaining  attached  to  the  filter  may  be  saved  by  incinerating 
the  filter  and  evaporating  the  ash  with  a  drop  of  nitric  acid 
and  a  drop  of  hydriodic  acid.  The  loss  of  weight  suffered  by 
the  silver  precipitate  on  fusion  in  chlorine  multiplied  by  2-569 
gives  the  amount  of  silver  iodide  present.  The  methods 
given  under  259  and  260  are  also  applicable.  These  methods 
give  still  better  results  than  in  the  separation  of  bromine  from 
chlorine,  inasmuch  as  the  difference  between  the  atomic 
of  iodine  and  chlorine  is  far  greater  than  the  differ- 
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ence  between  those  of  bromine  and  chlorine.     Begarding  the 
concentration  of  the  iodide,  if  neoessarj,  see  262. 

c.  Liberate  the  iodine  by  nitrous  acid,  take  it  up  with  car-  *•* 
bon  disulphide,  wasli  the  latter,  and  then  estimate  the  iodine 

in  it  by  sodium  thiosulphate  (p.  537,  /?). 

In  tliis  process  the  chlorine  is  determined  either  in  the 
fluid  separated  from  the  violet  carbon  disulphide,  or  with 
greater  accuracy  by  precipitating  the  chlorine  +  iodine  in 
a  second  portion  with  silver  and  deducting  the  weight  of 
silver  iodide  corresponding  to  the  iodine  already  found  from 
the  weiglit  of  the  precipitate.    A  good  and  approved  method. 

If  the  quantity  of  iodine  is  small,  the  following  method 
may  also  be  used  with  advantage  for  estimating  it: 

The  carbon  disulphide  should  be  thoroughly  washed,  and 
covered  with  a  layer  of  water  in  a  stoppered  bottle.  Add 
drop  by  drop,  with  shaking,  dilute  chlorine  water  (of  unknown 
strength)  till  the  coloration  has  jtist  vanished  and  all  the 
iodine  is  consequently  converted  into  ICl».  Separate  the  solu- 
tion from  the  disulphide,  add  potassium-iodide  solution  insuf- 
ficient excess,  and  determine  the  free  iodine  after  §  146.  Six 
parts  of  the  iodine  found  correspond  to  1  part  originally  pres- 
ent. If  the  analyst  would  avoid  the  trouble  of  pouring  off  the 
fluid  from  the  disulphide,  and  of  washing  the  latter,  he  may 
transfer  the  mixture,  after  the  addition  of  chlorine  to  decolora- 
tion, to  a  somewhat  narrow  measuring  cylinder,  note  the  vol- 
ume occupied  by  the  iodine-pentachloride  solution,  take  out 
a  portion  with  a  pipette,  and  proceed  as  above  directed. 

Instead  of  carbon  disulphide  Moride*  uses  benzene,  while 
RooERf  employs  chloroform;  anS  instead  of  nitrous  acid, 
the  latter  uses  iodic  acid  for  liberating  the  iodine,  as  pre- 
viously recommended  by  Liebio,  a  dilute  solution  of  the 
reagent  being  added  to  the  dilute  fluid  acidulated  with  sul- 
phuric acid.  From  the  equation  5HI  +  HIO,  =  61  +  3H,0, 
it  follows  that  only  |  of  the  iodine  found  belonged  to  the 
iodide  originally  present. 

d.  Determine  in  one  portion  chlorine  and  iodine  as  in  266 
§  141,  I.,  i,  or,  and  in  another  portion  the  iodine  alone  as  in 

§  145, 1.,  6,  y,  <y,  or  €.     The  chlorine  is  found  by  difference. 

^OmpU  rend.,  xxxv,  789 ;  Joum.f,  prakL  Chsm.^  LVin,  817. 
-fjourn,  de  Pharm.,  xxxvii,  410. 
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The  raetliod  in  §  145, 1.,  J,  <^  (PwAin's)  is  very  rapid,  and 
Btill  gives  approximately  accurate  results  in  the  presence  of 
small  qnantities  of  chloride;  if  much  chloride  is  present, 
however,  the  results  are  altogether  inaccurate  (see  page  540). 
The  method  in  §  145,  I.,  J,  x  (Reinige's)  cannot  be  em- 
ployed if  the  solution  contains  any  organic  or  other  sub- 
stances capable  of  reducing  potassium  permanganate.  The 
method  in  §  145,  I.,  ^,  e  is  inapplicable  if  the  fluid  contains 
chlorates,  nitrites,  or  nitrates. 

e.  For  technical  purposes  the  following  method  is  also  266 
suitable.  It  was  recommended  by  Wallace  and  Lamont  * 
for  the  estimation  of  iodine  in  kelp.  The  kelp-lye  is  nearly 
neutralized  with  nitric  acid,  evaporated  to  dryness,  and  the 
residue  fused  in  a  platinum  vessel  to  oxidation  of  all  the  sul- 
phides. Treat  with  water,  filter,  add  silver  nitrate  till  the 
precipitate  appears  perfectly  white,  wash,  digest  with  strong 
ammonia,  and  weigh  the  residual  silver  iodide.  Finally 
add  to  the  weight  of  the  latter  the  amount  which  passes  into 
solution  in  the  ammonia;  it  is  ^^^  of  the  aqueous  am- 
monia (sp.  gr.  0*89)  used.     See  also  268,  271,  and  272. ' 

3.  Chlorine,  Bbomine,  and  Iodine  from  each  othlil 

a.  The  three  acid  radicals  are  determined  jointly  in  a  por-  267 
tion  of  the  fluid  by  precipitating  with  solution  of  silver 
nitrate  (§  141,  I.,  a  or  J,  a).  To  determine  the  iodine,  another 
portion  is  precipitated  with  palladious  chloride  in  the  least  pos- 
sible excess  (§  145, 1.,  «,  ß).  The  fluid  filtered  from  the  pre- 
cipitate is  freed  from  palladium  by  hydrogen  sulphide  and  the 
excess  of  the  latter  removed  by  means  of  ferric  sulphate ;  the 
chlorine  and  bromine  are  then  precipitated  jointly  either  com- 
pletely  or  partially  with  silver  nitrate,  and  the  bromine  deter- 
mined as  directed  266. 

If  the  compound  contains  a  large  proportion  of  chlorine  to 
a  small  proportion  of  bromine,  the  iodine  may  be  precipitated 
also  by  palladious  nitrate,  as  there  is  no  danger,  in  that  case, 
of  palladious  bromide  being  coprecipitated.  The  filtrate  is 
treated  as  above. 

These  methods  give  accurate  results ;  but  they  are  appli- 

•Ohem.  GoM.,  1859,  187. 
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cable  only  if  the  quantity  of  iodide  present  is  somewhat  con- 
siderable. 

h  Mix  the  neutral  dilute  and  cold  solution  containing  alkali  868 
iodide  with  alkali  chloride  or  alkaki  bromide,  or  both,  with  a 
saturated  neutral  solution  of  thallium  nitrate,  stirring  well  till, 
on  repeated  trial,  you  obtain  a  transient  white  precipitate — 
the  first  and  permanent  precipitate  being  yellow.  It  is  best  to 
have  the  thallium  solution  in  a  burette,  so  that  you  can  easily 
add  it  by  drops.  If  the  white  precipitate  of  thallium  chloride 
or  bromide  does  not  at  once  disappear  on  stirring,  add  more 
water,  but  not  an  unnecessaiy  quantity,  or  some  of  the  thal- 
lium iodide  will  remain  in  solution. 

Allow  to  stand  eight  or  twelve  hours  in  a  cold  place,  pour 
off  the  clear  fluid  through  a  weighed  filter  dried  at  100®,  wash 
the  filter  a  little  so  that  no  more  water  than  necessary  may 
pass  through  the  precipitate,  turn  the  precipitate  on  to  the 
filter,  wash  with  as  little  water  as  you  can,  dry  at  10Q°,  and 
weigh.  Precipitate  the  chlorine  and  bromine  in  the  filtrate 
by  silver  solution.  If  they  are  both  present,  the  mixed  silver 
precipitate  is  to  be  treated  according  to  256.  Besults  quite  satis- 
factory (Hübner  and  Spezia,*  and  Hübner  and  FRERiOHsf). 

c.  Remove  the  iodine  from  the  solution  by  carbon  disul-  869 
phide  or  chloroform,  as  in  864.     In  the  fluid  separated  from 

the  iodized  carbon  disulphide  determine  tlie  chlorine  and  bro- 
mine as  directed  in  866,  and  in  the  iodized  carbon  disulphide, 
the  iodine  as  directed  in  §  145,  I.,  J,  ß.  This  method  is 
particularly  recommended  for  the  separation  of  small  quanti- 
ties of  iodine,  and  in  this  respect  is  supplementary  to  867. 

d.  Determine  in  a  portion  of  the  compound  the  chlorine,  870 
bromine,  and  iodine  jointly  by  adding  a  known  quantity  of 
standard  silver  solution  in  slight  excess,  filtering  and  deter- 
mining the  small  excess  of  silver  in  the  filtrate  by  iodide  of 
starch  (p.  349).  The  precipitate  is  weighed.  Compare  863. 
We  now  know  the  total  of  the  chloride,  bromide,  and  iodide 

of  silver  and  also  the  silver  therein  contained. 

Determine  the  iodine  separately  as  in  869,  calculate  the 

quantity  of  silver  iodide  and  of  silver  corresponding  to  the 

amount  found,  deduct  the  calculated  amount  of  silver  iodide 

from  the  mixed  iodide,  chloride,  and  bromide  of  silver,  that 

*ZeiUehr,f.  analyi,  Chem,,  xi,  897.  t^ft.xi,  40Ö! 
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of  the  silver  from  the  known  quantity  of  the  metal  contained 
in  the  mixed  compound ;  the  remainders  are  respectively  the 
joint  amount  of  chloride  and  bromide  of  silver  and  the  quan- 
tity of  the  metal  contained  therein ;  these  are  the  data  for 
calculating  the  chlorine  and  bromine  (258). 

e.  On  the  fact  that  freshly  precipitated  silver  chloride  is  271 
converted  into  silver  bromide  by  a  solution  of  sodium 
bromide,  and  that  freshly  precipitated  silver  bromide  and 
chloride  are  converted  into  silver  iodide  by  potassium  iodide 
in  solution,  F.  Field ''^  lias  based  the  following  method  of 
estimating  all  three  halogens,  if  present,  and  combined  witli 
metals :  Introduce  three  weighed  portions  each  into  a  stop- 
pered flask,  add  to  each  about  30  c.  c.  water  and  an  excess 
of  silver  solution,  shake  vigorously,  and  thoroughly  wash  the 
precipitates  Nos.  I,  II,  and  III  with  water.  Dry  and  weigh 
No.  I ;  the  weight  represents  the  sum  of  the  silver  chloride, 
bromide,  and  iodide  present.  Then  digest  No.  II  with 
potassium-bromide  solution,  and  No.  Ill  with  potassium- 
iodide  solution,  for  10  hours,  taking  care  that  the  solutions 
are  dilute  and  not  added  in  too  great  excess,  and  avoiding 
warming,  otherwise  notable  quantities  of  silver  salts  will  be 
dissolved.  After  II  is  washed,  ignited,  and  weighed,  it  gives 
the  quantity  of  silver  bromide  and  iodide ;  while  III  Anally 
gives  pure  silver  iodide.     The  calculation  is  as  follows : 

a.  The  difference  between  the  equivalents  of  iodine  and 
chlorine  (=  91-4)  :  eq.  of  silver  chloride  (=  143-37)  :  :  dif- 
ference between  the  weights  of  I  and  II :  the  silver  chloride 
contained  in  I. 

ß.  The  difference  between  the  equivalents  of  iodine  and 
bromine  (=  46*9)  :  eq.  of  silver  bromide  (==  187*87)  : :  dif- 
ference between  II  and  III  :  silver-bromide  content  of  II. 
On  deducting  the  silver  bromide  found  from  the  weight  of  the 
precipitate  II,  the  silver-iodide  content  is  obtained. 

y.  Finally  on  subtracting  the  silver  chloride  found  in  or, 
togetlier  with  the  silver  iodide  found  in  /?,  from  the  precipi- 
tate I,  the  weight  of  the  silver  bromide  is  obtained.  The 
method  is  of  interest  theoretically.  Field  obtained  quite 
satisfactory  results. 

The   method   was  later   on  thoroughly  investigated  by 

*  Quart,  Jaum.  Chem.  Soc.^  x,  No.  8Ä,  284;  Joum.  /.  prakU  Ohem.,  Lxxni, 
also  Chem.  New4,  ii,  325. 
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O.  Hdsohkb,^  and  also  by  M.  SiBwsBT.f  The  former  naed  a 
1 :  48  potafifiium-bromide  solution  and  a  1 :  34  potassium- iodide 
solution,  and  digested  with  a  moderate  excess  of  solution  for  1 
hour.  He  obtained  5*248  and  5*206  grains  of  iodine  instead 
of  5*287;  3*313  and  3*349  grains  bromine  instead  of  3*333, 
and  1*477  and  1*496  grains  chlorine  instead  of  1*503  grains. 

SiEWBBT  worked  with  both  cold  and  hot  solutions,  but 
obtained  less  satisfactory  results.  According  to  his  investiga- 
tions, the  conversion  of  silver  chloride  into  bromide  is  incom- 
plete, and  further,  on  boiling  silver  bromide  with  sodium- 
chloride  solution,  silver  chloride  is  found.  The  conversion 
of  silver  chloride  and  bromide  into  iodide,  however,  he 
found  to  be  perfectly  complete. 

Field's  method,  hence,  can  at  most  be  used  only  when 
relatively  large  quantities  of  all  three  halogens  are  present, 
and  when  approximate  results  will  suffice.  The  methbd  is 
absolutely  inapplicable  in  the  analyses  of  mineral  waters  j:  and 
more  particularly  when  only  very  small  quantities  of  iodides  and 
bromides  are  present  with  comparatively  large  quantities  of 
chlorides. 

f.  H.  Haobb's  §  method  depends  upon  the  fact  that  freshly  27t 
precipitated  silver  chloride  is  soluble  in  a  boiling  solution  of 
ammonium  carbonate,  while  only  traces  of  silver  bromide  dis- 
solve in  such  a  solution,  and  silver  iodide  is  almost  absolutely 
insoluble.  Begarding  the  details  of  this  method,  in  which 
the  silver  bromide  and  iodide  are  separated  by  ammonia,  I 
refer  to  the  original  paper.  The  method  can  be  employed 
only  when  approximate  results  suffice.  In  Sonstadt'sI 
method  the  iodine  is  precipitated  as  barium  iodate. 

4.  Analysis  of  Iodine  containing  Chlorine. 

a.  Dissolve  a  weighed  quantity  of  the  dried  iodine  in  878 
cold  sulphurous  acid,  precipitate  with  silver  nitrate,  digest  the 
precipitate  with  nitric  acid   to  remove  the  silver  sulphite 
which  may  have  coprecipitated,  and  weigh.     The  calculation 

*ZeitMchT.f.  analyt,  Chem,,  vn,  434. 

t  ZeiUehr,  /.  dU  gemummt,  Naiurtriss,,  1868,  No.  1;  Z&iUehr.  /.  anal^.  Chsm,, 
VII,  469. 

I  J.  MiTTBRiBGOKB,  however,  employed  it  tlius,  using  only  600  grm.  of 
mineral  water.  See  Ghem.  Analyse  des  Badeinerg  Sauerbrun,  by  Dr.  Jos.  Mrr- 
TimsoGBR,  Vienna,  1873,  published  W.  by  Brauicüller,  p.  5. 

%  Pharm,  OentraUd,,  xn,  42  :  ZeiUohr.f.  analyt.  Chem.,  z,  841. 

I  Ohem,  New,  xzvi.  178 ;  ZeiUehr,/,  anaipt.  Chem,,  xn,  91. 
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of  the  iodine  and  chlorine  is  made  by  the  following  equations, 
in  which  A  represents  the  quantity  of  iodine  analyzed,  x  the 
iodine  contained  in  it,  y  the  chlorine  contained  in  it,  and  £ 
the  amount  of  silver  chloride  and  iodide  obtained : 


and 


Now  as 


and 


we  have 


7      +    a    ^ 

^^  +  ^=1-8508 


Ag  +  Cl 
-^  =  404428 


B^  I'SSOSA 
^""         21935 


b.  If  you  have  free  iodine  and  free  chlorine  in  solution,  deter-  274 
mine  in  one  portion,  after  heating  with  sulphurous  acid,  the 
iodine  as  palladium  iodide  (§  145,  I.,  a,  >^),  and  treat  another 
portion  as  directed  §  146.  Deduct  from  the  apparent  amount 
of  iodine  found  by  the  latter  process,  the  actual  quantity  calcu- 
lated from  the  palladium  iodide ;  the  difference  expresses  the 
amount  of  iodine  equivalent  to  the  chlorine  contained  in  the 
substance. 

5.  Analysis  of  Bbomine  containino  Chlorine.     , 
a.  Proceed  exactly  as  in  278,  weighing  the  bromine  in  u.275 
small  glass  bulb.     Taking  J.  to  be  equal  to  the  analyzed  bro- 
mine, JB  to  the  silver  bromide  and  chloride  obtained,  x  to  the 
broniine  cqntained  in  A^  y  to  the  qhlorine  contained  in^,  the  .  r 
calculation  is  made  by  the  following  equations : 

and 

_i?- 2 '34984  J. 
^'  1-69444 

h.  Mix  the  weighe(J  anliydrous  bromine  with  8Öl^tion  of '2T6 
iodide  of  potassium  in  excess,  and  determine  the  separated 
iodine  as  directed  §  14ri. 
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From  these  data,  the  respective  quantities  of  bromine  and 
chlorine  are  calculated  by  the  following  equations.  Let  A 
represent  the  weighed  bromine,  i  the  iodine  found,  y  the 
chlorine  conta,ined  ip  jf,  x  the  bromine  contained  in  ui,  then 

x-\-y  =  A 
i  — 1.5806^ 

^  1.9907 

BuNSEN,  the  originator  of  methods  4  and  6,  Has  experi- 
mentally proved  their  accuracy.* 

6.  Cyanogen  from  Chlorine,  Bromine,  or  Iodine. 

a.  Precipitate  with  solution  of  silver,  collect  the  precipi-  277 
täte  upon  a  weighed  filter,  and  dry  in  the  water-bath  until  the 
weight  remains  constant ;  then  determine  the  cyanogen  by  the 
method  of  organic  analysis  ;  the  quantity  of  the  chlorine,  bro- 
mine, or  iodine  is  found  by  diflEerence. 

h.  Precipitate  with  solution  of  silver  as  in  277,  dry  the  pre-  278 
cipitate  at  100°  and  weigh.  Heat  the  precipitate,  or  an  ali- 
quot part  of  it,  in  a  porcelain  crucible,  with  cautious  agitation 
of  the  contents,  to  complete  fusion ;  add  dilute  sulphuric  acid 
to  the  fused  mass,  then  reduce  by  zinc,  filter  the  solution  from 
the  metallic  silver  and  silver  paracyanide,  and  determine  the 
chlorine,  iodine,  or  bromine  in  the  filtrate,  in  the  usual  way 
by  silver.  The  silver  cyanide  is  the  difference.  Neubauer 
and  Keener  t  obtained  very  satisfactory  results  by  this 
method. 

c.  Precipitate  with  solution  of  silver  as  in  277,  weigh  the  pre-  279 
cipitate  and  heat  it,  or  an  aliquot  part,  with  nitric  acid  of  1*2 

sp.  gr.  in  a  sealed  tube  at  100°  for  several  hours,  or  at  150° 
for  one  hour.  The  silver  cyanide  is  completely  decomposed 
while  the  chloride,  bromide,  and  iodide  are  unaffected.  Filter 
the  contents  of  the  tube,  wash  the  precipitate  and  weigh  it, 
the  loss  indicates  the  amount  of  silver  cyanide  (K.  Kraut:j:). 

d.  Determine  the  radicals  jointly  in  a  portion  by  precipi-  280 
tating  with  solution  of  silver,  and  the  cyanogen  in  another 
portion,  in  the  volumetric  way  (§  147,  I.,  i  or  c), 

*  Anruil,  d.  Chem.  t*.  Pharm.,  lxxxti,  274,  276.  \lb.y  ci,  844. 

X  Zeitschr.f.  analyt.  Chem.,  u,  248. 
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7.  Fkbbo-  OB  Febbiotakoobn  fbom  Htdrochlobic 
AoiD. 

To  analyze  say  potasBium  ferro- or  ferricyanide,  mixed  with  SSI 
an  alkali  chloride,  determine  in  one  portion  the  ferro-  or  ferri- 
cyanogen  as  directed  §  147,  II.,  g ;  acidify  another  portion 
with  nitric  acid,  precipitate  with  solution  of  silver,  wash  the 
precipitate,  fnse  with  4  parts  of  sodium  carbonate  and  1  part 
of  potassium  nitrate,  extract  the  fused  mass  with  water,  and 
determine  the  chlorine  in  the  solution  as  directed  in  §  141. 

8.  SULPHUB  (m    SULPHIDBS)   FBOM   ChLOBINB. 

The  old  method  of  separating  the  two  radicals  by  means  of  a  882 
metallic  salt  is  liable  to  give  false  results,  as  part  of  the  chlo- 
rine may  fall  down  as  chloride  with  the  sulphide.  We,  there- 
fore, precipitate  both  as  silver  compounds,  dry  the  precipitate 
at  100^,  weigh  it,  and  determine  the  sulphur  in  a  weighed 
portion  ;  or — and  this  is  usually  preferred — determine  in  a 
portion  of  the  solution  the  sulphur  as  directed  in  §  148, 1. ,  <z,  &, 
or  0,  in  another  portion  the  sulphur  -f-  chlorine  in  form  of  silver 
salts.  If  you  employ  a  solution  of  silver  nitrate  mixed  with 
excess  of  anmionia,  for  the  determination  of  the  sulphur,  you 
may,  after  filtering  off  the  silver  sulphide,  estimate  the  chlo- 
rine directly  as  silver  chloride,  by  adding  nitric  acid,  and,  if 
necessary,  more  neutral  silver  solution.  In  this  case  you  must 
take  care  that  the  silver  sulphide  is  pure ;  should  it  contain 
calcium  carbonate,  which  is  not  unlikely  if  calcium  is  present, 
you  remove  this  with  dilute  acetic  acid.  The  weighed  silver 
sulphide  should  be  reduced  by  hydrogen,  and  then  weighed 
again  by  way  of  control.  To  remove  hydrogen  sulphide  from 
an  acid  solution,  in  order  that  chlorine  may  be  determined  in 
the  latter  by  means  of  silver  nitrate,  H.  Boss  recommends  to 
add  solution  of  ferric  sulphate,  which  will  effect  the  separa- 
tion of  sulphur  alone;  the  separated  sulphur  is  allowed  to 
deposit,  and  then  filtered  off. 
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Third  Group. 

KITBIO  ACID — OHLOBIO  AdD. 

I.  Separation  of  the  Acids  of  the  Third  Group  from  thoss 

OF  THE  FIR6T  TWO   GeOUP8. 

§170. 

a.  If  you  have  a  mixture  of  nitric  acid  or  chloric  add  with  tSS 
another  free  acid  in  a  fluid  containing  no  bases,  determine  in 
one  portion  the  joint  amount  of  the  free  acid,  by  the  acidi- 
metric  method  (see  Special  Part),  in  another  portion  the  add 
mixed  with  the  chloric  or  nitric  acid,  and  calculate  the  amount 
of  either  of  the  latter  from  the  difference. 

h.  If  you  have  to  analyze  a  mixture  of  a  nitrate  or  chlorate  M4 
with  some  other  salt,  determine  in  one  portion  the  nitric  or 
chloric  add  volumetrically  (§  149,  II.,  dy  ar,  yÄ,  or  y,  or  II.,  «, 
and  §  150),  or  the  nitric  acid  by  §  149,  ET.,  a,  ß ;  and  in 
another  portion  the  other  acid.  I  think  I  need  hardly  remark 
that  no  substances  must  be  present  which  would  interfere  with 
the  application  of  these  methods. 

c.  From  the  chlorides  of  many  metals  whose  carbonates  or  286 
normal  phosphates  are  insoluble,  chlorates  and  nitrates  may 

be  separated  also  by  digesting  the  solution  with  recently  pre- 
cipitated thoroughly  washed  silver  carbonate  or  normal  silver 
phosphate  in  excess,  and  boiling  the  mixture.  In  this  process, 
the  chlorides  react  with  the  carbonate  or  phosphate — silver 
chloride  and  carbonate  or  phosphate  of  the  metal  with  which 
the  chlorine  was  originally  combined  being  formed,  which' 
both  separate,  together  with  the  excess  of  the  silver  carbon- 
ate or  phosphate,  whilst  the  chlorates  and  nitrates  remain  in 
solution  (H.  KosB,  Chenevtx,  Lassaigne*). 

d.  The  estimation  of  an  alkaline  chlorate,  in  presence  of  S86  , 
a  chloride,  may  be  effected  also  by  precipitating  one  portion 

at  once,  and  another  portion  after  gentle  ignition,  with  solu- 
tion of  silver,  and  calculating  the  chloric  add  from  the  differ- 
ence between  tue  two  precipitates.  Or,  estimate  in  one  por- 
tion the  chlorine  content  by  means  of  silver  solution,  at  once, 

♦  Journ.  de  Pharm.,  xvi,  289;  Pharm.  Ceniralbl.,  1850,  121. 
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and  in  another  portion  after  previous  reduction  of  tlie  chloric 
acid  with  nitrous  acid  or  ferrous  hydroxide  (§150,  II.,  ö 
and  d). 

e.  Where  you  have  sodium-  or  potassium  nitrate  in  presence  287 
of  nitrate  or  carbonate,  as  -  for  instance  in  the  commercial 
alkali  nitrates,  estimate  in  one  portion  the  carbonate  by  stand- 
ard acid  (§  219),*  in  another  portion  the  nitrous  acid  by 
potassium  permanganate  or  Chromate  (p.  433).  The  nitrate 
is  found  by  difference. 

For  estimating  nitric  and  nitrous  acids,  when  only  one 
base  is  present,  e.g,^  either  sodmm  or  potassium,  an  indirect 
method  may  also  be  employed.  Intimately  mix  the  weighed 
substance  with  powered  ammonium  chloride,  heat  moderately 
in  a  porcelain  crucible  until  the  excess  of  ammonium  chloride 
and  the  decomposition  products  have  been  expelled,  dissolve 
the  residue  in  water,  and  titrate  the  sodium  chloride  formed 
(if  a  sodium  salt  has  been  present)  with  silver  solution  (§141, 
I.,  hj  a).  After  the  necessary  corrections  have  been  made 
for  the  slight  quantity  of  sodium  carbonate  present,  i,e.^  de- 
ducting the  carbonatie  fron  the  weight  of  the  substance  taken, 
and  the  weight  of  the  sodium  chloride  equivalent  to  it  from 
the  sodium  chloride  found,  the  necessary  data  for  calculation 
will  be  at  hand.  From  the  residual  sodium  chloride  calculate 
its  equivalent  in  sodium  nitrate,  and  deduct  from  tliis  the 
total  weight  of  the  sodium  nitrate  and  nitrite,  and  tlius 
obtain  the  difference  corresponding  to  the  sodium  nitrite, 
according  to  the  following  proportions:  16  (the  difference 
between  the  equivalents  of  NaNO,  and  NaNO,)  :  8o-09 
(the  equivalent  of  NaNO,) : :  the  remainder  in  question :  x ; 
X  being  the  quantity  of  sodium  nitrite  in  the  sub- 
stance taken.  On  finally  deducting  the  sodium  carbonate 
and  nitrite  from  the  substance  taken,  the  sodium  nitrate 
is  found.  Of  course  this  method  is  applicable  only  when 
no  other  substances  are  present  (compare  Tiohbokne,! 
and  my  own  report  on  this  method  X)*  A  similar  indirect 
method  is  also  based  on  the  expulsion  of  the  nitrous,  nitric 
(and  carbonic)  acids  by  vitrified  borax,  §  139,  II.,  c,  and 
§  149,  II.,  a,  /^,  and  also  on  the  different  oxidizing  action 

*Tbe  alkali  nitrates  do  not  react  alkaline. 

ACIiem.  JSew,  1Ö65,  No.  304.  tZeüwhr,/.  analyU  Chem.,  IV,  446. 
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of  nitrous  and  nitric  acids  on  ferrous- sulphate  solution  acidu- 
lated with  hydrochloric  acid  (p.  677),  compare  C.  D.  Braun.* 

n.  Separation  op  the  Aceds  of  the  Third  Group  from 

EACH  OTHER. 

We  have  as  yet  no  method  of  effecting  the  direct  separation  288 
of  nitric  acid  from  chloric  acid ;  the  only  practicable  way, 
therefore,  is  to  determine  the  two  acids  jointly  in  a  portion  of 
the  compound,  by  the  method  described  for  nitric  acid,  §  149, 
n.,  <2,  >9,  bearing  in  mind  that  12  atoms  iron  are  converted 
from  a  ferrous  to  a  ferric  salt  by  2  mol.  chloric  acid  (HCIO,) 
or  1  mol.  chloric  anhydride  (01,0.)  §  150,  II.,  h).  In 
another  portion  estimate  the  chloric  acid  by  adding  sodium 
carbonate  in  excess,  evaporating  to  dryness,  fusing  the  residue 
until  the  chlorate  is  completely  converted  into  chloride,  and 
then  determining  the  chlorine  in  the  latter,  taking  care  that 
the  silver  chloride  contains  no  difficultly  soluble  nitrite.  2 
mol.  silver  chloride  produced  from  this  corresponds  to 
2HC10,  or  C1,0„  provided  there  was  no  chloride  originally 
present. 

*  ZeiUehr.  f.  analyL  Ohem.,  Yi,  47. 
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Acid  boric,  detennination 465 

as  potassium  borofluoride 466 

separation  from  basic  radicals 468 

arsenic,  separation  from  alkalies,  alkali  earths,  zinc,  etc 711 

from  arsenous  acid 716,  721, 729 

from  barium,  strontiimi,  calcium,  and  lead.. .  713 
from  copper,  cadmium  iron   (ic),  manganese, 

etc 712 

from  manganese,    iron,   zinc,    copper,    nickel, 

and  cobalt 710 

from  metals  of  groups  i  and  n 713 

from  metals  of  groups  i-iv 712 

from  tin  and  antimony 721 

arsenous,  determination  gravimetricaHy,  indirectly 419 

by  Rose's  method 419 

by  Vohl's  method 419 

separation  from  arsenic  acid 716, 721, 729 

carbonic,  detemnnation  by  Dietrich's  method 504 

by  Kolbe's  method 493 

by  measuring  the  gas 500 

by  Pettenkofer's  method 484 

by  Rose's  method 496 

by  Scheibler's  method 500 

gravimetrically 482 

volumetrically 483 

in  carbonates 487 

in  gases 479 

■with  barium   chloride   or   calcium   chlo- 
ride and  ammonia 481 

with  calcium  hydroxide 480 

Gcissler's  apparatus  for  determining 491 

«eparation  from  all  other  acids 738 

from  basic  radicals 487 

table  of  absorption  of. 508 

761 


762  INDEX. 

PAOB 

Acid  carbonic,  table  oi  weight  of  1  c.c.  at  various   temperatures  and 

pressures 506 

Well's  apparatus  for  determining 499 

chloric,  determination 593 

in  chlorates 593 

separation  from  bases 593 

from  other  acids 757 

chromic,  determination  as  barium  Chromate 423 

as  lead  Chromate 423 

as  oxide 422 

by  Bunsen's  method 424 

by  oxalic  acid 423 

by  Schwarz's  method 424 

by  Vohl's  method 423 

determining  volumetrically 424 

separation  from  aluminium 427 

from  basic  radicals 426 

from  chromiiun 427 

hydrochloric 129 

hydrofluoric 130 

determination  as  calcium  fluoride 472 

separation  from  other  acids 735 

hydro/luosilicic,  determination  of 442 

by  Stolba's  method 443 

iodic,  determination  of 432 

molybdic,  determination  as  dioxide,  lead  molybdate,  or  disulphide .  420 

by  Pisani*8  method 421 

nitric 128 

determination 571 

as  ammonia 584 

by  Harcourt's  method 585 

by  Siewert's  method 587 

as  nitrogen 592 

by  decomposition  with  alkalies 574 

by  decomposition    with    ferrous    chloride   by 

Pelouze's  method 575 

by  distillation 573 

by  Schlösing's  method 579 

by  Tiemann-Schulze's  method 582 

from  loss  of  hydrogen,  by  Schulze's  method..  688 

separation  from  basic  radicals 572 

from  other  acids 757 

nitrous,  determination 433 

oxalic,  crystallized,  p\ire 144 

determination  as  calcium  carbonate 470 
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Acid  oxalic,  determination  as  carbonic  acid 471 

with  gold,  by  Rose's  method 470 

with  permanganate 470 

separation  from  basic  radicals 471 

phosphoric,  determination  as  ferric  phosphate 452 

as  lead  phosphate 445 

as  magnesium  phosphate  by  Schnlze's 

method 45." 

as  magnesium  pyrophosphate 445 

as  uranyl  pyrophosphate 451 

by  Chancel's  method 450 

by  Girard's  method 449 

by  Neubauer's  method 454 

by  Reissig's  method 448 

by  Rose's  method 448 

by  Sonnenscheines  method 446 

by  Weeren's  method 452 

volumetrically 453 

separation  from  alkalies,  barium,  calciiun,  lead,  and 

strontiiun 457 

from  all  bases 464 

from  aluminium  and  magnesium. 458 

from  basic  metals 462 

from  chromium 460 

from   metals    of    the    second,  third,   and 

fourth  groups 460 

of  fifth  and  sixth  groups  . .  462 

selenous,  determination , 429 

silicic 233 

determination 605 

by  fusion  with  alkali  carbonates 51T 

by  Mitscherlich's  method 521 

by  Smith's  method 519 

in  compounds  decomposable  by  HCl  or  HNQ»  .  509 

with  ammonium  fluoride 516 

with  barium  hydroxide  or  carbonate 517 

with     calcium     carbonate     and     ammoniiun 

chloride 51« 

with  hydrofluoric  acid 513 

with  hydrogen  potassium  fluoride 516 

separation  from  all  other  acids.  . .  • 737 

•  from  bade  radicals 509 

sulphuric,  determination 434 

by  Bohliges  method ! 436 

by  Clemm's  method 436 
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Axad  sulphuric,  determination  by  Mohr's  method 435 

by  W'ddenstein's  method 437 

in  presence  of  sulphates 442 

separation  from  all  other  acids 731 

from    barium,  calcium,    lead,    and    stron- 
tium    441 

from  mercury  in  mercurous  sulphate 442 

sulphurous 149 

determination 431 

thiosulphuric,  determination  of 432 

Acids  arsenous  and  arsenic,  separation  from  all  other  acids 730 

separation  of 739 

Air-baths 63 

Alkalies  in  f errocyanides,  determination  of 554 

Alumina 180 

Ahiminnim  hydroxide 179 

oxide 180 

separation  from  alkali-earth  metals 623 

from  ammonium 622 

from  barium  and  strontium 627 

from  calcium 627 

from  chromium 630 

from  iron  (ic) 646 

from  iron  (ic  and  ous),  cobalt,  and  nickel  ....  643 

from  magnesium  and  calcium 628 

from  potassium  and  sodium 622 

from  radicals  of  the  fourth  group 640 

from  uranyl 674 

from  zinc,  cobalt,  and  nickel 656 

Ammonia-iron  alimi 147 

Ammonium,  arseno-molybdate 224 

carbonate 142 

chloride 143, 167 

determination  as  anmionia 253 

as  ammonium-platinic  chloride 252 

as  chloride 25'J 

as  nitrogen 256 

as  oxide 278 

-ferrous  sulphate 146 

-hydrogen  fluoride 142 

-magnesium  arsenate 222 

-magnesium  phosphate 177 

-manganese  phosphate 188 

molybdate 136 

nitrate 142 
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Ammonium,  phosphate 135 

phospho-molybdate 230 

-platinic  chloride 167 

separation  from  metals  of  the  fomth  group 631 

from  potassium  and  sodium 604 

from  sodium 603 

succinate '. 135 

Analysis,  volumetric 122 

Antimony , .  218 

determination  as  sulphide  (ous) 396 

as  tetroxide 393 

by  decomposing  the  sulphide 403 

by  Kessler's  method 400 

by  Mohr's  method , 400 

by  Schneider's  method 403 

with  dichromate 401 

with  permanganate 402 

volumetricaUy 4(X) 

separation  from  antimonic  acid 729 

from  arsenic 72o 

from  lead ; 714 

from  mercury jQg 

from  metals  of  groups  iv  and  v  in  alloys 707 

from  tin 71^ 

from  tin  and  arsenic 7lg 

sulphide 217 

tetroxide 218 

Arsenic,  see  also  acid  arsenous. 

determination  as  ammonium-magnesimn  arsenate 412 

as  arsenate ^n 

as  sulphide  (ous) 414 

as  uranyl  pyroarsenate 413 

by  Bunsen's  method 417 

by  Kessler's  method 4x7 

by  Mohr's  method 41ß 

by  Werther's  method 413 

in  tin 72« 

volumetricaUy 42q 

separation  from  antimony 72o 

from  antimony  and  tin 722 

from  antimony  in  alloys 713 

from  copper 7^4 

from  metals  of  groups  11,  iv,  and  v 708 

from  tin 717^  733 

sulphide,  determination  in  antimony  sulphide 720 
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Arsenous  acid,  see  acid  arsenous. 

oxide 149 

sulphide 221 

Asbestos  filters 120 

Aspirator,  Bunsen's 103 

Balance,  testing,  etc 12 

Barium  acetate 137 

carbonate 138, 170 

chloride 137 

Chromate 226 

determination  as  carit>onate 264 

as  sulphate 263 

separation  from  calcium 617 

from  potassium  and  sodium 607, 608 

from  strontiiun  and  calcium 616, 617 

silicofluoride 171 

sulphate 168 

Belohoubeck's  method  of  determining  uranium 336 

Berzelius'  method  of  separating  phosphoric  acid  from  aluminium 450 

Berzelius-Rose's  method  of  determining  sulphur 664 

Bismuth 212 

and  copper,  separation  from  lead  and  cadmium 602 

carbonate 212 

chloride,  basic 212 

Chromate 212 

determination  as  arsenate 387 

as  carbonate 383 

as  Chromate 385 

as  metal 386 

as  trioxide 383 

as  trisulphide 383,  384 

by  Lowe's  method 385 

separation  from  all  other  metals 684,  690 

from  cadmium 694 

from  copper 692 

from  copper  cadmium,  and  mercury  (ic) 692 

from  lead  and  cadmium 692 

from  silver,  lead,  and  copper 696 

trioxide 211 

trisulphide 213 

Bohlig's  method  of  determining  chlorine 526 

of  determining  ferrocyanides 557 

of  determining  sulphuric  acid 436 

Borax 140 
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Boric  acid,  see  acid  boric. 

anhydride,  determination  of 465 

Bromine  containing  chlorine,  analysis  of 754 

detennination  as  silver  bromide 532 

colorimetrically  by  Heine's  method 634 

gravimetrically  and  volumetrically 532 

in  free  state 536 

with  chlorine  water  and  chloroform  by  Rei- 

mann's  method 532 

with    chlorine   water   and    heat   by   Figiiier's 

method 533 

separation  from  chlorine 744 

from  chlorine  and  iodine 750 

from  metals 535 

Bmisen's  aspirator 103 

method  of  determining  arsenic 417 

of  determining  chlorine  volmnetrically 530 

of  determining  chromic  acid 424 

of  determining  sulphur 666 

Burette,  Gay-Lussac's 48 

Geissler's 49 

Mohr's 42 

Burettes 42 

Cadmium  carbonate  .* 214 

determination  as  oxide 388 

as  sulphate 389 

as  sulphide 388 

oxide 213 

separation  from  copper Ö93 

separation  from  zinc 684 

sulphide 214 

Calcium 132 

carbonate 173 

chloride 155 

determination  as  carbonate 269 

as  oxide 269 

as  sulphate 269 

by  volumetric  methods 273 

fluoride 232 

oxalate 176 

separation  from  aluminium .• 627 

from  magnesium 618,  619 

from  nickel  and  cobalt 633,  638 

from  potassium  and  sodium^ 607,  609 

from  strontium 619 
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Calcium  sulphate 173 

Carbon  dioxide,  see  acid  carbonic. 

disulphide • 128 

Carbonic  acid,  see  acid  carbonic. 

Chancel's  method  of  determining  phosphoric  acid 450 

Chlorates,  see  acid  chloric. 
Chloric  acid,  see  acid  chloric. 

Chlorides,  determining  in  presence  of  fluorides 741 

Chlorine 143 

determining  alkalimetrically  by  Bohlig's  method 526 

as  chloride 521 

by  silver  nitrate  (volumetrically) 522 

gravimetrically 531 

in  free  state 529 

in  silicates 740 

volumetrically   with  potassium  iodide  by  Bun- 
sen's  method 530 

with  mercuric   nitrate,  by    Liebig's  method 525 

with   sUver   nitrate   and   starch   iodide,   by  Pi-^ 

sani's  method 524 

separation  from  bromine 744 

from  iodine  and  bromine 750 

from  iodine 748 

from  metals 527 

Chromic  acid,  see  acid  chromic. 
Chromium,  see  also  acid  chromic. 

determination  as  oxide 281 

hydroxide 181 

separation  from  alkali-earth  metals 628 

from  aluminium 630 

from  ammonium 622 

from  barium,  strontium  and  calcium 629 

from  metals  of  fourth  group 653 

from  potassium  and  sodium 622 

from  radicals  of  the  fourth  group 640 

Clemm's  method  of  determining  sulphuric  acid 436 

Clips 43, 44 

Cobalt 192 

and  nickel,  separation  from  barium  and  strontium 633, 634, 638 

from  manganese 651 

from  manganese  and  iron 651 

from  manganese  and  zinc 659 

from  zinc 659 

determination  as  hydroxide 306 

as  metal 306 

hydroxide  (ous) 191 


INDEX.  769 

PAQB 

Cobalt  separation  from  alkalies 632 

from  nickel 654,  656,  665 

from  nickel  manganese  and  zinc 655 

from  zinc 657 

sulphate  (ous) 193 

sulphide 192 

-tripotassium  nitrite 193 

Copper 133, 154,  208 

determination  as  metal 373 

as  oxide  (ic) 371 

as  sulphide 375, 379 

as  sulphocyanate  (ous) 376, 382 

by  De  Haen's  method 377 

by  Fleck's  modification  of  Parke's  method 378 

by  Fleischer's  method 382 

by  Fleitmann's  method * 382 

by  Parkes'  method 378 

by  reduction  with  stannous  chloride 380 

by  Rivot's  method 376 

by  Schwarz's  method 381, 382 

by  de  Weil's  method 380 

electrolytically 375 

volumetrically 377 

oxide  (ic) 151,  208 

separation  from  arsenic 714 

from  arsenic  and  antimony 714 

from  bismuth 692 

from  cadmium 693,  694 

(ic)  from  (ous) 697 

(ous)  from  (ic) 697,  698 

from  iron 683 

from  mercury  (ic)  and  cadmium 691 

from  nickel 683 

from  other  metals 680 

from  zinc 683 

sulphide  (ic) 210 

sulphide  (ous) 211 

sulphocyanate  (ous) 210 

Cyanides,  see  cyanogen. 

Cyanogen,  determining  by  Liebig's  volumetric  method 549 

in     merciuic     cyanide     by     Rose-Finkener's 

method 552 

separation  from  chlorine,  bromine,  or  iodine    755 

from  the  metals 551 

volumetric  determination  by  Fordos-Gelis's  method 550 
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DecantaUon 93 

De  Haen's  method  of  detennining  copper 377 

of  determining  ferro-  and  fern-cyanides 554 

DesBication 54 

Desmcators 56 

Dietrich's  method  of  detennining  carbonic  acid 504 

Drying 54 

Oiylng-diflk 67 

Duflos*  method  of  determining  iodine 540 

Dupasquier's  method  of  detennining  hydrogen  sulphide 558 

Elutriotion 53 

Erdmann*B  Float 47 

Eudiometer 28 

Evaporation 81 

Ferricyanides,  determination  by  Lenssen's  method 556 

by  Bohlig's  method 557 

by  Rheineck's  method 557 

Fen*ocyanogen,  separation  from  hydrochloric  acid 756 

volumetric  determination  by  De  Haen's  method 554 

Figuier's  method  of  determining  bromine 533 

Filter,  Gooch 120 

Filtering 94 

FiHeiB,  asbestos 120 

Fleck's  modification  of  Parkes'  method  of  determining  copper 378 

Heischer's  method  of  determining  copper 382 

Fleitmann'8  method  of  determining  copper 382 

Float,  Erdmann's 47 

Fluids,  measurmg 36 

Fluorides,  detennlnation  by  decomposition  with  alkali  carbonates....  474 

by  decomposition  with  sulphuric  acid 474 

from  silicon  fluoride  evolved 475 

Fluorine,  separation  from  metals 473 

Fordoa-Qelis's  method  of  determining  cyanogen  volumetrically 560 

Fuch's  method  of  determining  ferric  iron 334 

Gas-lamp 82 

Gaseij,  measuring 27 

reading-off 30 

Gay-Lussac's  burette 48 

method  of  determining  silver 342 

Geissler's  apparatus  for  determining  carbonic  acid 491 

burette 49 

Girard's  method  of  determining  phosphoric  acid 449 
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Gold 215 

determination  as  metal 391 

as  sulphide  (ic) 393 

in  platinum  ore 727 

separation  from  lead  and  bismuth 715 

from  metals  of  group  i. .  i 706 

from  metals  of  groups  iv.  and  v.  in  alloys 703 

from  platinum 716, 727 

from  silver 713 

from  tin 727 

sulphide 215 

Gooch  filters 1 20 

Gimpowder  residues,  examination  of,  by  Werther's  method 742 

Harcourt's  method  of  determining  nitric  acid  as  ammonia 585 

Heine's  colorimetric  method  of  determining  bromine 534 

Hydrofluoric  acid,  see  hydrofluoric  acid. 

Hydrofluosilicic  acid,  see  acid  hydrofluosilicic. 

Hydrogen 143 

-ammoniiun  fluoride 142 

-potassium  fluoride 141 

sulphide,  determination  by  Mohr's  method 560 

with  iodine  by  Dupasquier's  method. .  558 

Iodic  acid,  see  acid  iodic. 

Iodine 148 

containing  chlorine,  analysis  of 753 

determination  as  silver  iodide 536 

as  palladious  iodide  by  Lassaigne's  method 536 

colorimetricaUy  by  Struve's  method 541 

in  free  state  by  Schwarz's  method 542,  543 

with  ferric  chloride  by  Duflos*  method 540 

with  nitrous  acid  and  carbon  disulphide 537 

with  palladious  chloride  by  Kersting's  method. .  540 

with  permanganate  by  Reinige' s  method 538 

with     silver     solution     and     starch     iodide     by 

Pisani's  method 539 

volumetrically 537 

separation  from  chlorine 748 

from  chlorine  and  bromine 750 

from  metals 541 

Iron  acetate,  basic  (ic) 197 

Iron-alum 147 

-ammonium  sulphate  (ous) 146 

arsenate  (ic) 224 

converting  ferrous  into  ferric 311 
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Iron  feme,  determination  as  oxide  or  hydroxide 323 

as  sulphide 328, 325 

by  Oudeman's  method 332 

by  reduction  with  hydrogen  sulphide 326 

by  reduction  with  stannous  chloride 327 

by  reduction  with  zinc 325 

volimietrically 326 

with  thiosulphate 831 

with  thiosulphate  and  copper  sulphate 332 

Fuch's  method  of  determining 334 

separation  from  aluminium 646, 652,  660 

from  aluminium  and  chromiimn    652 

from  barium  and  strontium 633, 634 

from  calcium  and  magnesiimi .    633, 634 

from  ferrous  iron 664, 666 

from  ferrouo  iron,  zinc,  and  nickel 661 

from  manganese,  nickel,  cobalt,  and  zinc 644, 649 

from     manganese,    zinc,    cobalt,    nickel,    and 

ferrous  iron    647 

from  potassium  and  sodium     632 

from  radicals  of  the  fourth  group 640 

from  uraniima 675 

ferrous,  determination 311 

as  metal    313 

by  Penny^s  method    319 

volumetrically  .  312 

with  ammonium-ferrous  sulphate      316 

with  oxalic  acid        316 

with  permanganate 313 

separation  from  ferric  iron 645 

formate,  basic  (ic) 197 

hydroxide  (ic) 194 

oxide  (ic) 195 

phosphate  (ic) 227 

separation  from  copper 683 

succinate,  basic  (ic) 196 

sulphide  (ous) 195 

Kersting's  method  of  determining  iodine  540 

Kessler's  method  of  determining  antimony   400 

of  determining  arsenic        417 

Kolbe's  method  of  determining  carbonic  acid 493 

Lamp,  Masters      82 

Las8aigne's  method  of  determining  iodine    536 

Lead  arsenate 221 
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Lead  carbonate,  nonnal 201 

chloride 203 

Chromate 152, 225 

determination  as  chloride 357 

as  Chromate 356 

as  metal 358 

afl  oxide 353 

as  oxide  +  lead 357 

as  sulphate 355 

as  sulphide 354 

bj'  Schwarz's  method 360 

volumetrically 359 

oxalate 202 

oxide 134, 202 

phosphate 227 

separation  from  antimony 714 

from  bismuth 697 

from  other  metals 689, 690 

from  silver 693 

sulphate 202 

sulphide 204 

Lenssen's  method  of  determining  f erricyanides 556 

of  determining  tin 408 

Lex-igation 52 

Liebig's  method  of  determining  chlorine 525 

of  determining  cyanogen  volumetrically 549 

Lime 132 

Liquids,  reading-off 46 

Lithium,  determination  of 258 

separation  from  other  alkalies 605 

Litmus,  tincture 145 

Lowe's  method  of  determining  bismuth 385 

Magnesium-ammonium  arscDate 222 

anunonium  phosphate 177 

chloride 138 

determination  as  oxide 276 

as  pyrophosphate 275 

as  sulphate •. 275 

oxide 179 

phosphate 227 

pyroarsenate 223 

pyrophosphate 178 

separation  from  barium  and  strontium 617 

from  calcium 619 

from  potassium  and  sodium •  610 
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Magnesium,  separation  from  uraniimi 674 

sulphate 176 

Manganese-ammonium  phosphate 188 

carbonate 185 

determination  as  carbonate 293 

as  dioxide 294 

as  hydroxide 294 

as  protosesquioxide 293 

as  pyrophosphate 297 

as  sulphate 297 

as  sulphide 295 

volumetrically 298 

with  potassium  ferricyanide 298 

with  potassium  permanganate 300 

dioxide 186 

hydroxide  (ous) 186 

protosesquioxide 186 

pyrophosphate. 1^9 

separation  from  alkalies 632 

from  aluminium  and  iron 665 

from  barium  and  strontium 633, 634, 635, 636 

from  cobalt  and  nickel 651 

from  lead,  bismuth,  cadmiimi,  and  copper 6S5 

from  nickel  and  cobalt 633,  638 

from  nickel  and  zinc 644 

from  zinc 665 

sulphate,  anhydrous  (ous) 188 

sulphide 187 

Marguerite's  method  of  ferrous  determination 312 

Maste's  Lamp 82 

Measuring 26 

Mechanical  division 51 

Mercury •. 205 

chloride  (ous) 205 

Chromate  (ous) 226 

mercmic,  determination  as  choride  (ous) 366 

determination  as  metal 364 

as  oxide 367 

as  sulphide 366 

by  Scherer's  method 369 

voliunetricaUy 367 

separation  from  mercury  (ous)  copper,  cadmium,  and 

lead 688 

mercurous,  determination  as  chloride 361 

determination  volumetrically 362 


INDEX,  775 

PAGE 

Mercury,  mercurous,  separation  from  mercury  (ic),  copper,  cadmium, 

bismuth,  and  lead Ö88 

oxide  (ic) 134,  207 

phosphate  (ous) 230 

separation  from  antimony 708 

from  arsenic  and  antimony  oxides 713 

from  gold  and  silver 710 

from  metals 679 

from     silver,     bismuth,     copper,     cadmium,     and 

lead 604 

sulphide  (ic) 206 

Metals  in  cyanides,  determination  of 553 

Mitscherlich's  method  of  determining  silicic  acid 521 

Mohr's  burette 42 

method  of  determiniug  antimony ., 400 

of  determining  arsenic 416 

of  determining  hydrogen  sulphide •  .  560 

of  determining  sulphuric  acid 435 

Moisture,  influence  of  upon  gases,  in  reading-off 34 

Molybdic  acid,  see  acid  molybdic. 

Mortreux's  method  of  determining  sulphur  in  free  state 570 

Müller's   modified   Schulzens   method   of  determining  phosphoric  acid 

as  ferric  phosphate 452 

Neubauer's  method  of  determining  phosphoric  acid 454 

Nickel 190 

and  cobalt,  separation  from  barium  and  strontium 633,  634,  638 

determination  as  metal 304 

as  nickel  tripotassium  nitrate 307 

as  oxide  and  hydroxide 302 

aa  sulphate 304.  308 

assulphide 303,307 

volmnetrically 305, 308 

hydroxide  (ous) 189 

oxide  (ous) 189 

separation  from  alkalies 632 

from  copper 683 

from  zinc 658 

sulphide,  hydrated  (ous) 190 

Nitric  acid,  see  acid  nitric. 

Nitrogen 168 

table  of  absorption . .  259 

table    of    weight    of    1    c.e.   at  different    temperatures    and 

pressures 260 

Nitrous  acid,  see  acid  nitrous. 
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Oil-batha 66  | 

Operations 11  | 

Otto's  method  of  separating  phosphoric  acid  from  almninium 459  I 

Oudeman's  method  of  determining  ferric  iron 332  ' 

Oxalic  acid,  see  acid  oxalic.  ' 

Oxygen 153 


Palladium,  determination  as  chloride  (ic) 390 

as  metal 390  | 

iodide  (ous) 237  | 

Pelouze's  method  of  determining  nitric  acid  with  ferrous  chloride .  . .  573  I 

Penfield's    method    of    determining     silicon    fluorides    evolved    from 

fluorides 478 

Penny's  method  of  ferrous  iron  determination 319 

Pettenkofer's  method  of  determining  carbonic  acid 484 

Phosphates,  see  acid  phosphoric. 
Phosphoric  acid,  see  acid  phosphoric. 

Pinchcocks 43, 44 

Pipettes • 39 

Hsani's  method  of  determining  chlorine 524 

of  determining  iodine 539 

of  determining  molybdic  acid 421 

of  determining  silver 349 

Vogel's  modification  of 351 

Platinum 216 

and  gold,  separation  from  tin,  antimony,  and  arsenio 716 

determination  as  metal 393 

as  potassium-platinic  chloride 394 

as  sulphide  (ic) 395 

separation  from  gold 716, 727 

from  metals  of  groups  iv  and  Y  in  alloys 705 

sulphide  (ic) 216 

Potassa 131 

fused 155 

solution 155 

Potassium  borofluoride 232 

chloride 162 

-cobaltic  nitrite 193 

cyanide 136 

determination  as  chloride 245 

as  nitrate 244 

as  potassium-platinic  chloride 245 

as  silicofluoride 248 

as  sulphate 243 

dichromate 156 

disulphate 141 
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Potaasium  hydroxide 131 

.....  -hydrogen  fluoride 141 

iodide 148 

.   .          nitrate 162 

.permanganate .■ 145 

-platinic  chloride 163 

separation  from  sodiimi 599, 604 

silicofluoride . 164 

sulphate ^.. 161 

Precipitates,  (hying 110 

igniting 112 

washing 98 

Precipitation,  effecting 91 

Pressure,  influence  of^  upon  gases  in  reading-off 33 

Radicals,  determination  of — 239 

Reagents 127 

Reimann's  method  of  deteimining  bromine. 532 

Reinige's  method  of  determining  iodine 538 

Reissig's  method  of  determining  phosphoric  acid 448 

Rheineck's  method  of  determining  ferrocyanides 557 

Rivot's  method  of  determining  copper ^ 376 

Rivot-Beudant-Daguin's  method  of  determining  sulphur 568 

Rose's  method  of  determining  arsenous  «bcid ; . . .  419 

carbonic  aoid 496 

oxalic  acid  » 470 

phosphoric  acid 448 

Rose-Finkener's  method  of  determining  cyanogen  in  mercuric  cyanide  559 

iSamples,  selection  of 50 

Scheibler's  method  of  determining  carbonic  acid 500 

Scherer's  method  of  determining  mercury  (ic) 369 

Schneider's  method  of  determining  antimony * 403 

Schlteing's  method  of  determining  nitric  acid .  # 579 

Schulse's  method  of  detenmning  nitric  acid. « < 5S2 

nitric  acid  from  loss  of  hydrogen ....  588 
phosphoric  acid  as  magnesium  phos- 
phate    453 

Schwanns  method  of  determining  chromic  acid 424 

copper 381,382 

free  iodine 542,  543 

lead a 360 

Selenium,  determination •....•• 429 

Selebous  acid,  see  acid  selenous. 

Sifting 53 

Silica  (see  also  acid  silicic) . . .  ..•.-. • 233 
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Silicic  acid,  see  acid  silicic. 

Siewert's  method  of  detenniimig  nitric  add  a«  asmnoDMi.  •* 587 

SUver 160,198 

bromide 235 

chloride 198 

cyanide < 201 

determination  a?  chloride 33.. 

as  cyanide 341 

as  metal 341 

as  sulphide « 340 

by  Gay-Lussac's  method 342 

by  Pisani's  method 849 

volmnetrieally 342 

oxide 235 

phosphate,  normal 230 

separation  by  cupellation 608 

from  copper,  cadmimn,  bismuth,  mercury,  and  lead..  086 

from  gold 713 

from  lead 69^ 

from  mercury  (ic),  copper,  and  cadmium 690 

from  metala 679 

sulphide 200 

Smith's  method  of  determining  sUioic  add 519 

Soda 131 

-lime 1 53, 1 64 

Sodium  carbonate 136 

anhydrous 166 

chloride 160, 165 

determination  as  carbonate 260 

as  chloride 250 

as  nitrate 249 

as  sulphate 249 

disulphate 141 

hydroxide 131 

nitrate , 165 

-platinic  chloride 166 

separation  from  ammonium 603 

from  potassium 699, 004 

silicofluoride 167 

sulphate,  anhydrous 164 

thio8ulpha,te 135 

Solution  of  substances 79 

potassa 155 

stannous  chloride  for  ferric-iron  determination 329 

Sonnenscheines  method  of  determining  phosphoric  acid. 446 

Starch  iodide 
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Stolba's  method  of  detennining  hydrofluosilicic  acid. 443 

Strontium  carbonate 172 

determination  aa  carbonate 267 

as  sulphate , ,  266 

separation  from  calcium 619, 621 

from  potassitun  and  sodium 607, 609 

sulphate 171 

Struve's  method  of  determining  iodine  colorimetrically 541 

Substances,  converting  into  weighable  forms 81 

Sulphides,  determining  in  presence  of  carbonates 742 

in  silicates '. . . .  742 

Sulphur,  determination  as  hydrogen  sulf^ide 558, 562, 509 

by  Berzeliuft-Rose's  method 564' 

by  Bunsen's  method 566 

by  Rivot-Beudant-Daguin's  method 568 

in  free  state  by  Mortreux's  method 670 

in  sulphides 562, 569 

in  sulphides,  separation  from  chlorine ; 756 

Sulphuric  acid,  see  acid  sulphuric. 
Sulphurous  acid,  see  acid  sulphurous. 

Table  of  absorption  of  carbonic  acid 508 

of  weight  of   1   c.c.  of  carbonic  acid  at  various  temperatures 

and  pressures 506 

Temperature,  influence  of  on  gases,  in  reading-oif 33' 

Tiemann-Schulze's  method  of  determining  nitric  acid 582 

Thiosulphuric  acid»  see  acid  thiosulphuric. 

Tin,  determination  as  oxide  (ic) 405 

as  stannic  (or  metastannic)  acid 405 

as  sulphide  (ous  or  ic) 406 

by  alkaline  iodine  solution 408 

by  Lenssen's  method 408 

with  ferric  chloride 408 

volumetrically 407 

oxide  (ic) 219 

phosphate  (ic) 230 

separation  from  antimony 716,  725 

from  antimony  and  arsenic 723,  726,  728 

from  arsenic 717,  728 

from  gold 727 

from  metals  of  groups  i,  11,  and  in 707 

from  metals  of  groups  iv  and  v 706 

from  stannic  tin 730 

:  sulphide,  hydrated  (ic)  and  (ous) 220 

Titanium,  determination  of 284 

Tripotassium  cobaltic  nitrite 193 

Uraniimi  acetate 139 
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Uranium  determination • 336 

by  Belohoubeck's  method 336 

separation  from  aluminium 674 

from  barium,  calcium,  and  strontium 673 

from  chromium 674 

from  cobalt,  nickel,  and  zinc 675 

from  iron  (ic) 675 

from  magnesium 674 

from  other  metals  of  groups  i-iv 672 

Uranyl  pyroarsenate 223 

pyrophosphate 229 

Vogel's  modificatibn  of  Pisani's  method 351 

Vohl's  method  of  determining  arsenous  acid 419 

of  determining  chromic  acid 423 

Wackenroder-Fresenius'   method  of  separating  phosphoric  acid  from 

aluminium 459 

Water,  distilled 127 

estimating 72 

Water-bath 58 

Weeren's  method  of  determining  phosphoric  acid  by  MüUer's  modi- 
fied Schulze's  method 452 

Weighing,  process  of 21, 70 

Weights,  testing,  etc 19 

Weil's  method  of  determining  copper 380 

Wells*  apparatus  for  determining  carbonic  acid 499 

Werther's  method  of  determining  arsenic  as  uranyl  pyroarsenate 413 

of  examining  gunpowder  residues 742 

Wildenstein's  method  of  determining  sulphuric  acid 437,  438 

Wöhler's  method  of  determining  silicon  fluoride  evolved  from  fluo- 
rides    478 

Zinc 132 

carbonate,  basic 182 

oxide 183 

sulphide 184 

determination  as  carbonate 287 

as  oxide 287 

as  sulphide .288,  289 

separation  from  aluminium  and  manganese 649 

from  barium  and  strontium 633,  634 

from  cadmium 684 

from  calcium 633, 634 

from  copper. 683 

from  iron  in  alloys 660 

from  nickel,  cobalt,  and  manganese 600 

from  potassium  and  sodium 682 


